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Federal Register for inclusion in today's 
LIST OF PUBLIC LAWS. 


ATTENTION: Questions, corrections, or requests for information regarding the contents of this issue only may 
be made by dialing 202-523-5284. For information on obtaining extra copies, please call 202-52^-5240. 
To obtain advance information from recorded highlights of selected documents to appear in the next issue, 
dial 202-523-5022. 




Published dolly. Monday through Friday (no publication on Saturdays, Sundays, or on official Federal 
holidays), by the Office of the Federal Reg later. National Archives and Records Service, General Service* 
Administration. Washington. DC. 20408, under the Federal Register Act (42 Stat. 600. as amended; 44 U£C. 
Cb. 16) and the regulations of the Administrative Committee of the Federal Register (l CFR Ch. I) . Distribution 
Is made only by the Superintendent of Documents, UjS. Government Printing Office, Washington. D.C. 20402 


The Fmdmlal Rxcurnca provides a uniform system for making available to the public regulations and legal notices issued 
by Federal agencies. These Include Presidential proclamations and ExecuUve orders and Federal agency documents having 
general applicability and legal effect, documents required to be published by Act of Congress and other Federal agentf 
documents of public interest. 


The Pkdolm. Racism will be furnished by mail to subscribers, free of postage, for 86.00 per month or 860 per year, paya* 1 ^ 
In advance. The charge for individual copies Is 76 oents for each Issue, or 75 cents for each group of pages as actually bound. 
Remit check or money order, made payable to the Superintendent of Documents, U8. Government Printing Office, Washington 
D.C. 20402. 


There are no restrictions on the republlcatlon of material appearing In the Fxnauu. Rxcum. 


FEDERAL REGISTER, VOi. 40, NO. 218—TUESDAY, NOVEMBER 11. 1975 









HIGHLIGHTS—Continued 


YOUTH LOAN PROGRAM 

USDA/FmHA revises eligibility and security require¬ 
ments; effective 11-11-75 - - —-.- - 52607 

BICENTENNIAL 

ARBA proposes to terminate Issuance of licenses for 
officially recognized commemorativcs In some categories; 
comments by 12-11-75 -——- 52630 
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contents 


THE PRESIDENT 

Proclamations 

American Education Week _ 52583 

EXECUTIVE AGENCIES 

agricultural marketing service 

Rule* 


Avocados grown In Florida_ 52806 

Limes grown In Florida_ 52603 


AGRICULTURAL STABILIZATION ANO 
CONSERVATION SERVICE 

Rules 


Feed grain program for crop yean 

1975-1077. 62598 

Wheat; marketing quotas and 

acreage allotments_ 52593 

Proposed Rules 

Peanuts; 1976 crop, marketing 
^ta- 52613 


AGRICULTURE DEPARTMENT 

See Agricultural Marketing Serv¬ 
ice; Agricultural Stabilization 
and Conservation Service: Ani¬ 
mal and Plant Health Inspection 
Service; Commodity Credit Cor¬ 
poration; Farmers Home Ad¬ 
ministration; Federal Crop In¬ 
surance Corporation; Forest 
Service; Soil Conservation 
Service. 

AIR FORCE DEPARTMENT 

Notices 

Meeting: 

USAF Scientific Advisory 
Board .. 52635 

ALCOHOL, TOBACCO. AND FIREARMS 
BUREAU 

Proposed Rules 

Malt beverages, distilled spirits 
and wine; ingredient labeling, 
withdrawal of amendments_ 52613 


AMERICAN REVOLUTION BICENTENNIAL 
ADMINISTRATION 

Proposed Rules 

Official commemorativcs in certain 
product categories; termination 
of ARBA licenses _ 52630 

ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 

Proposed Rules 

Meat and poultry Inspection, 
mandatory: 

Nitrates, nitrites and salt; modi¬ 
fication of use __ 52614 

CIVIL AERONAUTICS BOARD 

Notices 

Hearing*, etc.: 

Pan American World Airways, 

Inc.* and Trans World Air¬ 
lines. Inc., et ai - 52658 


FEDERAL REGISTER, VOL 40, NO. 216—TUESDAY, NOVEMBER 11, 1975 


111 



























CONTENTS 


CIVIL RIGHTS COMMISSION 


Notices 

State Advisory Committee Meet¬ 
ings: 

Connecticut _ 52658 

District of Columbia _ 52659 

Illinois (2 documents) _ 52659 

Indiana _ 52659 

New Jersey _ 52659 

North and South Dakota _ 52659 

Oklahoma _ 52669 

Pennsylvania _ 52660 

Rhode Island _ 52660 

Vermont _ 52660 

Virginia _ 52660 

Wyoming _ 52660 


CIVIL RIGHTS OFFICE 
Notices 

Sex discrimination In athletic 
programs; memorandum . 

CIVIL SERVICE COMMISSION 
Notices 

Meetings: 

Federal Employees Pay Council. 52660 

COMMERCE DEPARTMENT 

See Domestic and International 
Business Administration. 

COMMITTEE FOR THE IMPLEMENTATION 
OF TEXTILE AGREEMENTS 
Notices 

Cotton and man-made textiles: 

China, Republic of _ 52660 

COMMODITY CREDIT CORPORATION 
Rules 

Loan and purchase programs: 

Sorghum; support rates for 
shipment _ 52606 

DEFENSE DEPARTMENT 

See Air Force. 

DOMESTIC AND INTERNATIONAL 
BUSINESS ADMINISTRATION 
Notices 

Scientific articles; duty-free en¬ 
try: 

National Cancer Institute _ 52642 

Purdue University _ 52642 

University of Washington, et al. 

(2 documents) _ 52642. 52644 

DRUG ENFORCEMENT ADMINISTRATION 
Rules 

Schedules of controlled sub¬ 
stances: 

Librax and Menrium; excepted 

from Schedule IV.. _ 52609 

Notices 

Hearings: 

Anderson. James B _ 52635 

Schedules of controlled sub¬ 
stances: 

2-5 Dlmethoxyamphetamine... 52635 

EDUCATION OFFICE 
Proposed Rules 

Regional education programs; 
grants and contracts; award cri¬ 
teria . 52628 


Notices 

Meetings: 

National Advisory Council on 
Education Professions De¬ 
velopment _ 52657 

Organization and functions: 

Office of Planning. Budgeting, 
and Evaluation _ 52657 

ENVIRONMENTAL PROTECTION AGENCY 

Notices 

Meetings: _ 

State-Federal FIFRA Imple¬ 
mentation Advisory Commit¬ 
tee. Working Group on En¬ 
forcement _ 52661 


FEDERAL AVIATION ADMINISTRATION 

Rules 

Airworthiness directives: 

Boeing (2 documents) _ 52607. 52608 

Transition area --- 52608 

Notices 

Meetings: 

Terminal Instrument Proce¬ 
dures Advisory Committee (2 

documents) _ 52658 

UB. Advisory Committee on 
Obstacle Clearance Require¬ 
ments _ 52658 

FEDERAL CROP INSURANCE 
CORPORATION 

Rules 

Crop insurance, designated coun¬ 
ties in certain States: 

Apples (2 documents) - 52592 

Barley, flax, oats. rye. wheat. 

soybeans _—- 52585 

Beans, dry __ 52586 

Beets, sugar __ 52590 

Citrus (3 documents) - 52592 

Corn ..._______ 52585 

FTax - ,. _ ____„ 52587 

Oats _ 52587 

Oranges _ 52592 

Peaches _- 52592 

Peanuts _ 52588 

Peas, canning, freezing and dry 

(2 documents) - 52588 

Raisins . 52592 

Rice . 62588 

Soybeans _ 52589 

Tobacco _ 52591 

Tomatoes _ 52592 


FEDERAL MARITIME COMMISSION 
Proposed Rules 

Common carriers, conferences, 
and member carriers of rate 
agreements; submission of reve¬ 
nue and cost data concerning 
general rate increases and cer¬ 
tain surcharges; extension of 
comment period __ 52631 


Notices 

Agreements filed: 

Latin Amerlcan/Paciflc Coast 

Steamship Conference— _ 5266a 

Pacific Coast River Plate Brazil 

Conference _...__ 52663 

Oil pollution: certificates of finan¬ 
cial responsibility (2 docu¬ 
ments) _ 52661. 52C62 

FEDERAL POWER COMMISSION 
Notices 

Hearings, etc.: 

Columbia Gas Transmission 

Corp _ 52663 

Commonwealth Edison Co _ 52661 

Ohio Power Co - 52664 

Panhandle Eastern Pipe Line 

Co —. 52664 

Tennessee Oas Pipeline Co _ 52663 

Transcontinental Gas Pipe Line 
Corp -52C63 

FEDERAL RESERVE SYSTEM 
Notices 

Applications, etc.: 

American Bancorp _ 52666 

International Brotherhood of 
Boilermakers. Iron Ship 
Builders. Blacksmiths. Forg¬ 
ers, and helpers _ 52666 

Northstream Investments, Inc. 52667 

Powell Lumber Co _*_ 52667 

Stockton Bancorp, Inc _ 52667 

United Bancshares of Nebraska. 

Inc. .. 52668 

FEDERAL TRADE COMMISSION 
Proposed Rules 

Drugs, over-the-counter; adver¬ 
tising regulations _ 52631 

FISH AND WILDLIFE SERVICE 
Rules 

Fishing: 

Lake Bo National Wildlife Ref¬ 
uge. N. Dak _ 52612 

FOOD AND DRUG ADMINISTRATION 
Rules 

Animal drugs, feeds, and related 
products: 

Applications; submission _ 52609 

Pood additives: 

Resinous and polymeric coat¬ 
ings for polyolefine films _ 52608 

Proposed Rules 
Biological products: 


Blood grouping serum _.... 52623 

Reagent red blood cells _ 52621 

Single donor plasma (human). 52619 
Fruit flavored sweetened spreads; 

common or usual name _ 52616 

Notices 

Contact lenses; testing criteria. 

availability __ 52649 

Human drugs: 

Anticholinergic drugs; proposed 
withdrawal of approval; op¬ 
portunity for hearing (3 docu¬ 


ments) . 52651-52653 

Anticholinergic and antispas- 
modtc drugs; permission to 
remain on market_ 52644 




ARMERS HOME ADMINISTRATION 
Rules 

Youth Loan Program: eligibility 
requirements -- 52607 


iv 


FEDERAL REGISTER, VOL 40, NO. 218—TUESDAY, NOVEMBER 11, 1975 




















































CONTENTS 


AnUspasmodlc drugs; proposed 
withdrawal of approval; op¬ 
portunity for hearing _..... 52649 

Meetings: 

Committee on High Intensity 
Mercury Vapor Lamps- - 52654 

FOREST SERVICE 

Rules 

National forests and other lands; 
transportation systems; ingress 

and egress- 52611 

Notice* 

Environmental statements; avail¬ 
ability. etc.: 

Ozark-St. Francis National 

Forests. Ark - 52641 

Sawtooth National Forest. 

Black Pine Planning Unit. 

Idaho _ 52641 

Wallowa-Whitman National 
Forest. Wallowa Valley Plan¬ 
ning Unit. Oreg .- 52641 

Meetings: 

White Mountain National For¬ 
est Advisory Committee - 52641 

GENERAL ACCOUNTING OFFICE 

Notice* 

Regulatory reports review; receipt 
of report proposal _ 52668 

GEOLOGICAL SURVEY 

Notice* 

Oil and gas operations: appli¬ 
cation approval procedures - 52637 

HEALTH. EDUCATION. AND WELFARE 
DEPARTMENT 

See also Civil Rights Office; Edu¬ 
cation Office; Food and .Drug 
Administration. 

Proposed Rule* 

R ^secondary education; Im¬ 
provement support program. 52630 
Notice* 

PosLsecondary education improve¬ 
ment grants; receipt of pre¬ 
applications _ 52657 

HOUSING PRODUCTION AND MORTGAGE 
CREDIT. OFFICE OF ASSISTANT 
SECRETARY 

Rule* 

Mobile homes; construction and 
safety standards (2 docu¬ 
ments) . 52706 

Proposed Rule* 

Mobile homes; construction <md 
safety standards __ 52709 

HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 

See Housing Production and Mort¬ 
gage Credit. Office of Assistant 
Secretary. 

INDIAN AFFAIRS BUREAU 

Rules 

legation projects, operation and 
maintenance charges: 

San Xavier, Arte .... 52610 

INTERIOR DEPARTMENT 

See Fish and Wildlife Service: 
Geological Survey; Indian 
Affairs Bureau; Land Manage¬ 
ment Bureau; National Park 

Service. 


INTERNATIONAL TRADE COMMISSION 
Notices 

Wrapper tobacco; finding that im¬ 
ports are not a substantial cause 
of injury to American growers.. 52668 

INTERSTATE COMMERCE COMMISSION 


Rules 

Car service orders; 

Grain cars; distribution . 52611 

Notices 

Hearing assignments -- 52678 

Motor carriers: 

Temporary authority applica¬ 
tions _ 52679 

Transfer proceedings - 52678 


JUSTICE DEPARTMENT 

See Drug Enforcement Adminis¬ 
tration. 

LABOR DEPARTMENT 

See also Wage and Hour Division. 
Notice* 

Adjustment assistance: 

Brown 8hoe Co_ 52678 

General Electric Co- 52676 

Leverenz Shoe Co--— 52677 

United States Shoe Corp. <3 
documents) _—- 52677 

LAND MANAGEMENT BUREAU 
Rules 

Public land orders: 

Alaska; correction- 52611 

Notice* 

Applications, etc.: 

New Mexico_ 52636 

Environmental statements; avail¬ 
ability. etc.: 

Louisiana-Pacific Corp., Calif.. 52636 
Meetings: 

Nevada 8tate Multiple Use Ad¬ 


visory Board- 52636 

Survey plat filings: 

Florida. 52635 

Withdrawal and reservation of 
lands, proposed, etc.; 

Idaho_ 52636 

Washington_ 52637 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 

Notice* 

Applications Steering Committee. 

Space Processing Payload Ad¬ 
visory Subcommittee; estab¬ 
lishment _ 52668 

NATIONAL CREDIT UNION 
ADMINISTRATION 

Notice* 

Meetings: 

National Credit Union Board. . 52668 

NATIONAL PARK SERVICE 


Notice* 

Meetings: 

Boston National Historical Park 

Advisory Commission- 52640 

North Atlantic Region Advisory 
Commission _ 52640 


NUCLEAR REGULATORY COMMISSION 

Notices 

Meetings; 

Advisory Committee on Reactor 
Safeguards. Subcommittee on 
the Tyrone Energy Park, Unit 
1: agenda change _ 52672 

Application*, etc.: 

Consolidated Edison Co. of Now 

York. Inc.. . 52669 

Duke Power Co _—_ 52669 

Georgia Power Co _ 52669 

Kansas Gas and Electric Co.. 

et ft] . 52670 

Maine Yankee Atomic Power 

Co. (2 documents) _ 52670 

Philadelphia Electric Co . 52671 

Regulatory guide; issuance and 

availability _ 62672 

Westinghou.se Electric Corp _ 52671 

SECURITIES ANO EXCHANGE 
COMMISSION 

Notices 

Hearings, etc.: 

American Stock Exchange. Inc. 52673 

Boston Stock Exchange _ 52673 

Canadian Javelin. Ltd _ 62674 

Chicago Board Options Ex¬ 
change. Inc _ 62674 

Continental Vending Machine 

Corp .. 52674 

Indiana A Michigan Power Co. 
and American Electric Power 

Co., Inc . 52674 

Midwest Securities Trust Co. 
and Midwest Clearing Corp. 52675 

SMALL BUSINESS ADMINISTRATION 


Notices 

Authority delegation: 

Field offices_ 52676 

Issuance of small business invest¬ 
ment company licenses: 

Cardon Capital Corp_ 52676 

Marcon Capital Corp_ 52676 


SOIL CONSERVATION SERVICE 
Notice* 

Environmental statements on 
watershed projects; availabil¬ 
ity, etc.: 

Norwalk River, Conn __ 52641 

STATE DEPARTMENT 
Notices 

MeeUngs: 

Advisory Committee on Trans- 
naUonal Enterprises; resched¬ 
uling ... 52635 

TRANSPORTATION DEPARTMENT 

See Federal Aviation AdminLttraUon 

TREASURY DEPARTMENT 

See Alcohol. Tobacco, and Fire¬ 
arms Bureau. 

VETERANS ADMINISTRATION 
Proposed Rule* 

Procurement _ 52632 

WAGE AND HOUR DIVISION 
Rules 

Earnings, disposable, subject to 
garnishment _ 52610 


\ 


FEDERAL REGISTER. VOL 40, NO. 211—TUESDAY. NOVEMBER II, 1975 








































list of cfr ports affected 


The foliowing numeric*! Is e li»t of the parts of each title of the Coda of FederaJ Regulation* a hoc ted by documents published tn today's 

issue. A cumulative list of parts affected, covering the current month to date, follows beginning with the second issue of the month, 

A Cumulative List of CFR Sections Affected Is published separately at the end of each month. The guide lists the parts and sections affected 
fcy documents published since the revision date of each title. 


3 CFR 

Proclamations: 

4409 _ 52583 

7 CFR 

401 (13 documents) _ 52585-52592 

402 _ 52592 

403 _ 52592 

404 _ 52592 

406 _ 52592 

408 _ 52592 

409 . 52592 

410 . 52592 

413 _ 52593 

728 — .. 52593 

775 _ 52598 

911 _ 52603 

916 - 52605 

1421 _ 62606 

1831 _ 52607 

Proposed Rules : 

729 _ 52613 

9 CFR 

Proposed Rules: 

318 _ 52614 

381 . 52614 

14 CFR 

39 (2 documents) _ 52607, 62608 

71 —. 52608 


16 CFR 

Proposed Rules: 


29 CFR 

870 .. 52620 


450 . 52631 

21 CFR 

121 _-_ 52608 

514- . 52609 

1308 __—. 52609 

Proposed Rules: 

102 . 52616 

600 . 52619 

610 (2 documents)_ 52619, 52621 

640 . 52619 

660 (2 documents) _ 52621, 52623 

24 CFR 

280 (2 documents) __ 52706 

Proposed Rules: 

280 _ S2709 

25 CFR 

221, .. 52610 

27 CFR 

Proposed Rules: 

4 _ 

5 . . 


36 CFR 

212 -52611 

"Proposed Rules: 

606 . r —. . 52630 

41 CFR 

Proposed Rules: 

8-1 _ 52632 

8-4 - 52632 

8-16 . 52632 


43 CFR 

Public Land Orders: 

5544 _ 52611 

45 CFR 

Proposed Rules: 

121k .-_ 52628 

1501 - 52630 

46 CFR 

Proposed Rules: 

538 .—__ 52631 

49 CFR 

1033 _•_ 52611 

50 CFR 

33 _ 52612 


_ 52613 

_ 52813 

. 52612 


rl 


FEDERAL REGISTER, VOL 40, NO. Ill-TUESDAY, NOVEMBER II, 19FS 









































CUMULATIVE LIST OF PARTS AFFECTED—NOVEMBER 


The following numerical guide is a list of parts of each title of the Code of 
Federal Regulations affected by documents published to date during November. 


1 cm 

Phoposed Rules: 

125_52416 

430 - 52056 

431 _ 52054 


3 cm 

Executive Orders: 


11887- . 

rniX'LAMATIORS: 

_ 51411 

4405 _ 

4406 .. 

_ 51613 

4407-.- . 

_ 51615 

4408 _ 

_ 51617 

4409 . 

5 CFR 

.. 52583 

6 (Amended by EO 118871_51411 

213- _ . _ 51009 52339 

7 CFR 

24 .. 

_ 51995 

401 _ 

— 52339. 52585-52592 

402 _ 

. 52592 

403 _ 

__ 52592 

404 . . 

406... . 

_ 52592 

408_ _ l 

_ _ 52592 

409 . 

_ 52592 

410 _ 

413 - : 'ft 

701 

722 _ 

.. 52593 

... 52340 

_ 51177, 51178 

728 __ 

775_ KHVMH 

905— _ i 

&C6 .. 

.. 52593 

. 51619 

_ 51177 

908 . 

911- 

915 _ 

_ 52605 

929 . 

984 . . 

_ _51995 

1431... 

... 52350, 52351, 52606 

1430 _ 

51413 

1822 _ L*. 

51621 

1831 _ 

_ ... .. 52607 

Proposed Rules: 


53 _ 

.. . .. 52038 

729 . 

909- .— 

_ T1 . 5106? 

981 . . 

_ ; _ 51646 

984. 

_ 51473, 51646 

1060— . 

_ 51052 

1061 _ 

—. 51052 

1068 . 

5105? 

1069_ 

_ 61052 

1076 .. 

_ 51052 

9 CFR 

102... . 


108 . . . 

_61413 

112 . 


113. . 


Proposed Rules: 


113 .. 

_ 51646 

318 

.. 52614 

381 _ 


10 CFR 

2 -.. 

___51995 

213 . rmni 

_ 52353 

Pilings: 


1975-10 



10 Cm—Continued 

Proposed Rules: 

212 .. 51656 

11 cm 

Proposed Rules: 

107 . 51610 

120 _ 51348 

121 __ . 61348 

122 _ 51348 

123 _ 51348 

124 . 51348 

12 CFR 

208.. . 51179 

541 . 51414.51415 

555 . 62353 

13 cm 

121 _ 51033 

Proposed Rules: 

103 - 51069 

113 . 51670 

14 CFR 

39. . 51415. 51996, 52607. 52608 

71 _ 51033,51416, 51622, 51997. 52608 

95 - 52224 

97 ___ 51622.51623 

208 ... 61180 

372 .... 52354 

373 - 52355 

378 . 52355 

378a - 51416. 52356 

Proposed Rules: 

36 —. 51476 


39...51202 


71— 51058.51481, 

75— .—. 

51655. 52051,52409 
_ 52409 

15 CFR 

4b .—— .. 

Proposed Rules: 


60_ 

923 _ 

_52405 

16 cm 

13__ 

51180. 51417-51420 

435_ 

_ 51582 

1001.. 

_ 51363 

1012 . . 

Proposed Rules: 


450_ 


17 cm 

200 _ 

_ 51183 

240. 

249b_ 

_61184.52356 

Proposed Rules: 


Ch. II. 

. 51204 

239_ 

___51656 

240.. 

249__ 


18 CFR 

_ 51033, 51998 

1571 — — — — I— — III 

_ 51034 

260__ 

___ 51999 

19 cm 

_ 51420 

24-———————11— 

—.51420 


19 CFR—Continued 

Proposed Rules: 

103 .~. 51201 

113 . 51445 

20 cm 

405 _ 61055 

416 _ 51624 

601 . 51999 

619 .._. 51600 

Proposed Rules: 

404 . 52408 

405 . 51474 

410 . 51475. 52408 

416 .—... . 52408 

21 CFR 

Ch. I _ 52361 

121 __. 51034.51625,52608 

128d .-.—.. 51194 

201 . _ 52000 

207 . 52000 

430 .— 52003 

431. . 52003 

436 . 51625, 52003 

442 . 51625 

450 . 52005 

514- .—____ 52609 

561 . 52006 

1030 _ 52007 

1308 .-. 52609 

Proposed Rules : 

1 - 52173 

10 . 52172 

27 - 52172 

51—. 52172 

53 - 52172 

102 .—. 51052, 52616 

310 . 52049 

600 _ — 52619 

610 - 52619. 52621 

640- —. 62619 

660 . 53621, 52623 

950 .—. 52051 

951 - 52051 

952 _ 52051 

22 CFR 

«a~. - 51194 

24 cm 

280 - 52706 

1014 - 51045, 51626 

1915 . 61047, 51628 

1917 . 51442 

1920. . 51632-51635, 52362-52367 

Proposed Rules: 

235 - 52216 

280 . 52709 

25 CFR 

221 . 

271 .—. 

272 .. 

273 . 

274 .. 

275 __ 

276. .— 

26 CFR 

11 - 51421, 51435. 51635 


- 52610 

- 51286 

_ 51300 

_ 51303 

_ 51310 

. 51316 

_ 51316 

. 51327 


FEOIRAl REGISTER, VOL 40, NO. 218 —TUESDAY, NOVEMBER II, 1975 


vii 





















































































































FEDERAL REGISTER 


26 CFR—Continued 


35 CFR 


45 CFR—Continued 


Proposed Roles: 

1_ 51445, 51467. 52417, 52418 

27 CFR 


Proposed Roles: 

4 _ 52613 

5 _ 52613 

7_ 52613 

28 CFR 

16_ 52007 

29 CFR 

870_ 52610 

1952_62367 

2510_ 52008 

2608 _ 51368 

2609 ___51373 

30 CFR 

250_ 51199 

Proposed Roles: 

65_51202 

56_-.61202 

57. 51202 

211_ 51646 

216_ 51646 

31 CFR 

51_51035 

224_ 51194 

32 CFR 

1453- 51413 

33 CFR 

110_51637 

117__ 51195. 51637 

148 . 52553 

149 _ 52565 

150 _ 52572 

183_51440 

263 _51133 

264 _ 51146 

275_51146 

290 _ 52516 

291 _ 52521 

292 . 52522 

293 _ 52525 

204_ 52527 

295_ 52530 

384_ 51132 

393_ 52533 

Proposed Roles: 

117_51202 

148. 62581 

34 CFR 

256_51038 


5_ 52368 


36 CFR 

212_ 52611 

1002___ 52369 

Proposed Roles: 

606.—_ 52630 


304. 52376 

801- 51444 

1061- 52377 

1150- 51190 

1221 . 52384 

1601- 52021 


Proposed Roles: 


38 CFR 

256___51038 

Proposed Roles : 

1_51204 


169..7...-Z7T? . -- 

- 52407 

51654. 52405 

121k.. 

- 52628 

133.-__ 

__ 52048 

249.... 


1501_ 

- 52630 


39 CFR 

762. — 52371 

40 CFR 

52_51043, 51044, 51195, 52373. 52374 

79_ 52009 

180. _. 51044 

406. 52014 

440... 51722 

Proposed Roles: 

52. 51203.51655, 52410 

85. 52415. 52416 

440_ 51738 


46 CFR 

146 _52027 

526 _ 52385 

536 _ 51440 

551 _ 52385 

Proposed Roles: 

536 _ 52631 

47 CFR 

0 _51441 

1 _51441 

73 _ 51038-51043. 51441. 52028 


Proposed Roles: 


41 CFR 

1-30 . 51038 

9-7 _ 51196 

14H-70 . 51331 

15-1 _ 51196 

51-8 _ 51168 

Proposed Roles: 

8-1 _ 52632 

8-4 .—__ 52632 

8-16 _ 52632 

43 CFR 

Public Land Order: 

5544_51038. 52611 

Proposed Roles: 

23 _ 51646 

3040 _ 51646 

45 CFR 

46 _ 51638 

118 _ 51010 

204 . 51443 

205 _ 52375 

225. . 51444 

232 _ 52376 

234 _ 52376 

237 . 52376 

246 _ 52019 

249 _ 52019 

250 _ 52020 

302 _ 52376 


73_ 

_ 51481-51483. 52053 

76_ 

.— 52053 

83. .. 

__ .51059,51483 


49 CFR 

171 __52037 


520_ 

-I._ 52395 

1033_ 51198. 51442, 52037. 52611 

1047_ _ 

..51442 

1164_ 

_ 51380 

1115.. — 

_ 51199 

1201_ 

_ 51640 

1202_ 

..51640 

1206_ 

_ 51640 

1207 __ 

_ 51641 

1209__ 

.51641 

1210_ 

_ 51642 

1240_ 

_ 51642 

1249 

_ 51645 

Proposed Roles: 


871_ 

_ 51059 

572.. 

.. 51059 

1003 _ 

52058 

1063... 

_ 52063 

1100.. 

51483. 52058. 52417 

50 CFR 


28_ 

51199 

32 . ... . .. 

... _ 52037 

33_ 

_ 62612 

Proposed Roles: 


285_ 

_51647 


FEDERAL REGISTER PAGES AND DATES—NOVEMBER 


Pages />«*« 

51009-51176_ 3 

51177-51407- 4 

51409-51612. 5 

51613-51994_ 6 

51995-53337_ 7 

52339-52582_ 10 

52583-52713- 11 


rill 


FEDERAL REGISTER, VOL 40. NO. 218—fU£50AY. NOVEMBER 11, 1975 



















































































































presidential documents 

Title 3 — The President 

PROCLAMATION 4409 

American Education Week, 1975 

By the President of the United States of America 

A Proclamation 

Our schools arc no better than we make them. They can provide a 
solid educational foundation for our children. They can provide a training 
ground for leadership development. They can offer an opportunity for 
expanded technical knowledge and cultural enrichment through con¬ 
tinued education. They can become a center for community involvement. 
But the future our schools provide is in large measure dependent upon 
our involvement. 

We must be concerned for our sake, for our children’s sake and for 
the future of our Republic. This Nation’s greatness depends upon the 
enlightenment of each generation. 

Although we can l)c justly proud of our system of American educa¬ 
tion, we must not become complacent. What we teach our children in 
school and what adults continue to learn through advanced courses and 
community educational opportunities will affect our own future—and 
our Nation’s future. 

It is particularly appropriate, therefore, as we celebrate our 200 years 
of history, to emphasize the importance of American education in the 
lives of every' American. 

NOW, THEREFORE, I, GERALD R. IORD, President of the 
United States of America, do hereby designate the week beginning 
November 16, 1975, as American Education Week. 

I urge parents to visit their children’s schools, to learn what their chil¬ 
dren are learning and to join with teachers and administrators in 
providing an enriching environment for their children’s educational 
experience. 

I urge all students to recognize the unique opportunity they have in 
this great Republic to reach out for greater knowledge and deeper under¬ 
standing of man and his environment. 

I urge students, teachers and administrators to plan appropriate activi¬ 
ties which encourage participation in student government. 

I urge everyone, either informally or in the classroom setting, to take 
advantage of the growing opportunities for adult education in technical 
skills, employment skills and cultural and intellectual pursuits. 


FEDERAL tECiSTtt, VOL 40, NO. 21 •—TUESOAY, NOVEMBER 11, 1075 



THE PRESIDENT 


During American Education Week, I urge every American to recom¬ 
mit himself to the process of continuing education for every man, woman 
and child. 

IN WITNESS WHEREOF, I have hereunto set my hand this tenth 
day of November, in the year of our Lord nineteen hundred seventy-five, 
and of the Independence of the United States of America the two 
hundredth. 



[FR Doc.75-30537 Filed 11-10-75 ;12:07 pm] 






FCDHtAl REGISTER, VOL 40. NO. 218—TUESDAY, NOVEMBER 11, 1975 





rules and regulations 


52585 


This section of the FEDERAL REGISTER contains regulatory documents having general applicability and legal effect most of which are 
keyed to end codified in the Code of Federal Regulation*, which is published under 50 titles pursuant to 44 U.S.C. 1510. 

The Code of Federal Regulations la sold by the Superintendent of Documents. Prices of new boohs are listed In the first FEDERAL 
REGISTER issue of each month. 


Title 7—Agriculture 

CHAPTER IV—FEDERAL CROP INSUR¬ 
ANCE CORPORATION. DEPARTMENT 
OF AGRICULTURE 

PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for 
Combined Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
1 401.101 oi the above-identified regula¬ 
tions. os amended, the following counties 
have been designated for combined crop 
insurance for the 1976 crop year. The 
crops on which insurance is offered are 
shown opposite the name of the county. 
Staff and Ctmnfy 


North Dakota: Crop 

Barnes..- Ilarlcjr. flax. oats. rye. 

wheat. 

Ransom -_Barley, flax, oats, wheat. 

Richland -_ Barley, flax, oats, rye. 

wheat. 

Sargent__ Barley, flax. oats, wheat. 

Steele -— Barley, flax, oats, rye, 

Grand Forks.soybeans, wheat. 
Pierce ......... Barley, flax, oats, wheat. 

Do. 


(Secs. 606, 616. 62 StaL 73. as amended. 77. as 
amended; 7 U.S.C. 1600. 1616) 

[real] M. R. Peterson, 

Manaffcr, Federal Crop 
Insurance Corporation . 

[FR Doc.76-30304 Filed 11-10-75.8:46 am] 


Colquitt 


Adams 

Bond 

Boone 

Brown 

Bureau 

Carroll 

Case 

Champaign 

Christian 

Clay 

Clark 

Clinton 

Coles 

Crawford 

Cumberland 

De Kalb 

De Witt 

Douglas 

Edgar 

Effingham 

Fayette 

Ford 

Fulton 

Orcene 

Grundy 

Hancock 

Henderson 

Henry 

Iroquois 

Jasper 

Jefferson 

Jersey 

Jo Daviess 

Kankakee 

Kendall 

Knox 

LaSalle 

Lawrence 

Lee 

Livingston 


Georgia 


Illinois 

logon 

McDonough 

McHenry 

McLean 

Macon 

Macoupin 

Madison 

Marlon 

Marshall 

Mason 

Menard 

Mercer 

Monroe 

Montgomery 

Morgan 

Moultrie 

Ogle 

Peoria 

Platt 

Pike 

Putnam 

Randolph 

Richland 

Rock Island 

St. Clair 

Sangamon 

Schuyler 

Scott 

Shelby 

Stark 

'Stephenson 

Tazewell 

Vermilion 

Warren 

Washington 

Wayne 

Whiteside 

W1U 

Winnebago 

Woodford 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for 
Corn Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
5 401.101 of the above-Identified regula¬ 
tions. as amended, the following coun¬ 
ties have been designated for corn crop 
insurance for the 1976 crop year. 
Alabama 


Dr Kalb 
Jackson 

Marshall 


Coloeado 

Adams 

Boulder 

Cheyenne 

Kit Carson 
larlmer 

U»gan 

Morgan 

Phillips 

Sedgwick 

Washington 

Weld 

Yuma 


Delaware 

Kent 

New Castle 

Sussex 

.Suwannee 

Florida 


Indiana 


Adams 

Knox 

Allen 

Kosciusko 

Bartholomew 

Lagrange 

Benton 

Madison 

Blackford 

Marlon 

Boone 

Marshall 

Carroll 

Miami 

Case 

Montgomery 

Clay 

Morgan 

Clinton 

Newton 

Daviess 

Noble 

Decatur 

Parke 

De Kalb 

Poeey 

Delaware 

Pulaski 

Elkhart 

Putnam 

Fayetto 

Randolph 

Fountain 

Ripley 

Fulton 

Rush 

Olbson 

Shelby 

Grant 

Sullivan 

Greene 

Tippecanoe 

Hamilton 

Tipton 

Hancock 

Union 

Hendricks 

Vermillion 

Henry 

Vigo 

Howard 

Wabash 

Huntington 

Warren 

Jackson 

Wayne 

Jasper 

Wells 

Jay 

White 

Johnson 

Whitley 


Iowa 


Adair 

Jasper 

Adams 

Jefferson 

Allamakee 

Johnson 

Appanoose 

Jones 

Audubon 

Keokuk 

Benton 

Kossuth 

Black Hawk 

Lee 

Boone 

Linn 

Bremer 

Louisa 

Buchanan 

Lucas 

Buena Vista 

Lyon 

Butler 

Madison 

Calhoun 

Mahaska 

Carroll 

Marlon 

Cass 

Marshall 

Cedar 

Mills 

Oerro Oordo 

Mitchell 

Cherokee 

Monona 

Chickasaw 

Monroe 

Clarke 

Montgomery 

Clay 

Muscatine 

Clayton 

O'Brien 

Clinton 

Osceola 

Crawford 

Page 

Dallas 

Palo Alto 

Decatur 

Plymouth 

Delaware 

Pocahontas 

Dee Moines 

Polk 

Dickinson 

Pottawattamie 

Dubuque 

Poweshiek 

Emmet 

Ringgold 

Fayette 

Sac 

Floyd 

Scott 

Franklin 

Shelby 

Fremont 

Sioux 

Oreene 

Story 

Grundy 

Tama 

Guthrie 

Taylor 

Hamilton 

Union 

Hancock 

Wapello 

Hardin 

Warren 

Harrison 

Washington 

Henry 

Webster 

Howard 

Winnebago 

Humboldt 

Winneshiek 

Ida 

Woodbury 

Iowa 

Worth 

Jackson 

Wright 

Kansas 

Atchison 

Marshall 

Bourbon 

Meade 

Brown 

Miami 

Cheyenne 

Morton 

Crawford 

Nemaha 

Doniphan 

Osage 

Douglas 

Pottawatomie 

Finney 

Republic 

Ford 

Boott 

Franklin 

Seward 

Grant 

Shawnee 

a ray 

Sheridan 

Haskell 

Sherman 

Jackson 

Stanton 

Jefferson 

Stevens 

Jewell 

Thoms* 

Johnson 

Wallace 

Kearny 

Washington 

Linn 

Wichita 

Kentucky 

Christian 

McLean 

Daviess 

Todd 

Henderson 

Hopkins 

Union 
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LOUISIANA 


Point* Coupee 

Mast la m> 

Caroline 

Queen Annas 

Kent 

Talbot 

Michigan 

Branch 

Kalamazoo 

Calhoun 

Lenawee 

Cass 

Livingston 

Clinton 

Monro# 

Eaton 

Saginaw 

OraUot 

St. Clair 

Hillsdale 

St. Joseph 

Ingham 

Shiawassee 

Ionia 

Tuscola 

Jackson 

Washtenaw 

Minnesota 

Big Stone 

Nlootlet 

Blue Earth 

Nobles 

Brown 

Olmsted 

Carver 

Otter Tail 

Chippewa 

Pipestone 

Cottonwood 

Pope 

Dakota 

Redwood 

Dodge 

Renville 

Douglas 

Rice 

Faribault 

Rock 

Fillmore 

Soott 

Freeborn 

Sibley 

Goodhue 

Stearns 

Grant 

Steele 

Houston 

Stevens 

Jackson 

Swift 

Kandiyohi 

Todd 

Lac qui Parle 

Traverse 

Le Sueur 

Wabasha 

Lincoln 

Waseca 

Lyon 

Washington 

McI»od 

Watonwan 

Martin 

Winona 

Meeker 

Wright 

Mower 

Murray 

Tippah 

Yellow Medialne 

MlAHISStPrt 

Mrseouiu 

Adair 

Knox 

Andrew 

Lafayette 

Atchison 

Lawrence 

Audrain 

Lewis 

Barton 

Lincoln 

Bates 

linn 

Boone 

Livingston 

Buchanan 

Macon 

Butler 

Marlon 

Caldwell 

Mercer 

Callaway 

Mississippi 

Cape Girardeau 

Monroe 

Carroll 

Montgomery 

Casa 

New Madrid 

Charlton 

Nodaway 

Clark 

Pemiscot 

Clinton 

Pettis 

Cooper 

Pike 

Daviess 

Platte 

DoKftlb 

Rolls 

Dunklin 

Randolph 

Franklin 

Ray 

Gentry 

et. Charles 

Orundy 

Saline 

Harrison 

Scotland 

Henry 

Scott 

Holt 

Shelby 

Howard 

Stoddard 

Jackson 

Sullivan 

Jasper 

Vernon 

Johnson 

Worth 

Nebraska 

Adams 

Cass 

Antelope 

Cedar 

Boone 

Chase 

Buffalo 

Clay 

Burt 

Colfax 

Butter 

Cuming 


Nebraska —Continued 


Ouster 

Oto# 

Dawaon 

Pawnee 

Dixon 

Phelp# 

Dodge 

Piero# 

PlUmore 

Platt# 

Qafli 

Polk 

Hall 

Richardson 

Hamilton 

Saline 

Holt 

Saundees 

Howard 

Scotte Bluff 

Johnson 

Seward 

Kearney 

Sherman 

Knox 

Stanton 

Lancaster 

Thayer 

Lincoln 

Washington 

Madison 

Wayne 

Merrick 

York 

Nemaha 

North Carolina 

Anson 

Pitt 

Beaufort 

Robeson 

Hyde 

Rowan 

Nash 

Union 

Pamlico 

Washington 


North Dakota 

Cam 

Richland 

Ransom 

Sargent 


Ohio 

Alien 

Logan 

Ashland 

Lucas 

Auglaize 

Madison 

Butler 

Marlon 

Champaign 

Medina 

Clark 

Mercer 

Clinton 

Miami 

Crawford 

Montgomery 

Darke 

Morrow 

De finance 

Ottawa 

Delaware 

Paulding 

Eric 

Pickaway 

Poirfiold 

Preble 

Payette 

Putnam 

Franklin 

Richland 

Pulton 

Sandusky 

Oreene 

Seneca 

Hancock 

Shelby 

Hardin 

Union 

Henry 

Van Wert 

Highland 

Wayne 

Huron 

Williams 

Knox 

Wood 

Licking 

Wyandot 


Oklahoma 

Texas 

Pennsylvania 

Adams 

Lancaster 

Chester 

Lebanon 

Cumberland 

Perry 

Dauphin 

York 

Franklin 

South Dakota 

Aurora 

Hanson 

Beadle 

Hutchinson 

Bon Homme 

Kingsbury 

Brookings 

Lake 

Charles Mix 

Lincoln 

Clark 

McCook 

Clay 

Miner 

Codington 

Minnehaha 

Davison 

Moody 

Day 

Roberts 

Deuel 

Sanborn 

Douglas 

Turner 

Grant 

Union 

Hamlin 

Yankton 


Tennessee 

Franklin 

Obion 


Texas 

Castro 

Moore 


Nansemond 


VmoixtA 

Southampton 


Wmooniik 


Barron 

Buffalo 

Calumet 

Chippewa 

Clark 

Columbia 

Crawford 

Dane 

Dodge 

Dunn 

Eau Claire 

Pond du Lac 

Grant 

Orecn 

Iowa 

Jackson 

Jefferson 

Kenosha 


La Croeae 

Lafayette 

Manitowoc 

Pepin 

Pierce 

Polk 

Racine 

Richland 

Rock 

St. Croix 

Sauk 

Sheboygan 

Trempealeau 

Vernon 

Walworth 

Waukesha 

Winnebago 


Ooshen 


Wyoming 


(Secs. 500, 516. 52 8tat. 73. as amended, 
77. as amended; 7 UJB.C. 1500. 1510) 

f seal I M. R. Peterson, 

Manner, Federal Crop 
Insurance Corporation 
|PR Doc.75-00303 Piled U-10-75;8:45 am) 


PART 401 —FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix ; Counties Designated For Dry 
Bean Crop Insurance; 1970 Crop 


Pursuant to authority contained In 
i 401.101 of the above-Identified regula¬ 
tions. as amended, the following counties 
have been designated for dry bean crop 
insurance for the 1976 crop year. The 
class(es) of beans on which Insurance 


is offered Is shown opposite the name of 


the county. 

State and County 
Colorado: 

Boulder......... 

Larimer......... 

Logan. 

Morgan_ 

Phillips.. 

Sedgwick.. 

Washington_ 

Weld. 

Yuma..._1... 

Idaho: 


Clast (as) of dry been* 
insured 


Pinto. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 


Ada. 

Canyon.. 


Cassia -- 

Gooding- 

Jerome_ 

Lincoln_..._ 

Minidoka_ 

Owyhee_..... 

Twin Palis__ 

Michigan: 

Bay. 


Gratiot_ 

Huron_ 

Saginaw... 
Sanilac_ 

Shiawassee. 

Tusoola_ 


Do. 

Great northern, pm*, 
pinto, red kldn^. 
small Red, 1 
Do.* 

Do.* 

Do.' 

Do.' 

Do. 

Do.* 

Do. 

Do.* 

Pea and medium white, 
light and dark, kid¬ 
ney, cranberry, tur- 
tlo and pin too. 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 
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Class (es) of dry beans 
State and county insured 

Xcb raska: 

Box Butte _ Great northern, pink. 

pinto. 

Morrill— Do. 
srotta Bluff..... Do. 

Sheridan__ Do. 

Washington: 

Adams__ Oreat northern, pink, 

pinto, small flat 
whites, small red. 

Franklin- Do. 

Grant_ Do. 

Wyoming: 

Bis Horn_.... Great northern, pinto. 

Ooahcn.___ Do. 

Park..._ Do. 

Platte___... Do. 

1 Insurance la also provided on bush varie¬ 
ties df garden seed beans. 

(Secs. 506. 516. 52 Slat. 73, as amended, 77, 
as amended; 7 UJ8.C. 1506, 1510) 

l seal] M. R. Peterson, 

Manager, Federal 
Crop Insurance Corporation . 
|FR Doc .76-30306 Filed 11-10-75:8:45 am) 

PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated For 
Flax Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
{401.101 of the above-identified regula¬ 
tions, as amended, the following coun¬ 
ties have been designated for flax crop 
insurance for the 1976 crop year. 
Minnesota 


K*cker 

Norman 

Big Stone 

Otter Tail 

Chippewa 

Pennington 

Clay 

Pipestone 

Grant 

Polk 

Kittson 

Pope 

Uc qul Parle 

Red Lake 

Lincoln 

Redwood 

Lyon 

Roseau 

Mahnomen 

Stevens 

Marshall 

Swift 

Murray 

Traverse 

Noble* 

Yeilow Medicine 

Wilkin 

Noam Dakota 

Barnet 

Mountrail 

:>cnson 

Nelson 

Bottineau 

Pembina 

Burleigh 

Pierce 

Cam 

Ramsey 

Cavauer 

Ransom 

Dickey 

Renville 

Eddy 

Richland 

Lmmona 

Rolette 

F «ter 

Sargent 

Grand Fork* 

Sheridan 

Orlgg* 

Steele 

Kidder 

Stutsman 

U Moure 

Towner 

logan 

Traill 

McHenry 

Walsh 

McIntosh 

Word 

McLean 

Wells 

South Dakota 

Brookings 

Hamlin 

Brown 

Kingsbury 

Campbell 

Lake 

Clark 

McPherson 

Codington 

Marshall 

c*or»on 

Miner 

Day 

Moddy 

Deuel 

Roberts 

Ldmunda 

Grant 

Walworth 


(Sec* 506, 516, 52 8tat. 73. as amended. 77, 
as amended; 7 UjS.C. 1506, 1516) 

[seal] M. TL Peterson, 

Manager, Federal 
Crop Insurance Corporation. 

|FR Doc.76-30302 Filed 11-10-75:8:45 am) 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for Oat 
Crop Insurance; 1978 Crop 

Pursuant to authority contained In 
I 401.101 of the above-Identified regula¬ 
tions, as amended, the following counties 
have been designated for oat crop In¬ 
surance for the 1976 crop year. 



California 

Modoc 

Illinois 

Bureau 

Jo Daviess 

Carroll 

Ogle 

Henry 

Stephenson 


Iowa 

Adair 

Jasper 

Adams 

Jefferson 

Allamakee 

Johnson 

Appanoose 

Jones 

Audubon 

Keokuk 

Benton 

Kossuth 

Black Hawk 

Lee 

Boone 

Linn 

Bremer 

Louisa 

Buchanan 

Lucas 

Buena Vista 

Lyon 

Butler 

Madison 

Calhoun 

Mahaska 

CarroU 

Marlon 

Cass 

Marshall 

Cedar 

Mills 

Cerro Oordo 

Mitchell 

Cherokee 

Monona 

Chickasaw 

Monroe 

Clarke 

Montgomery 

Clay 

Muscatine 

ClAyton 

O'Brien 

Clinton 

Osceola 

Crawford 


Dallas 

P»lo Alto 

Decatur 

Plymouth 

Delaware 

Pottawattamie 

Do* Moines 

Pocahontas 

Dickinson 

Polk 

Dubuque 

Poweshiek 

Emmet 

Sac 

Fayette 

Scott 

Floyd 

Shelby 

Franklin 

Sioux 

Fremont 

Story 

Greene 

Tama 

Grundy 

Taylor 

Guthrie 

Union 

Hamilton 

Wapello 

Hancock 

Warren 

Hardin 

Washington 

Harrison 

Webster 

Henry 

Winnebago 

Howard 

Winneshiek 

Humboldt 

Woodbury 

Ida 

Worth 

Iowa 

Jackson 

Wright 


Minnesota 

Becker 

Dakota 

Big Stone 

Dodge 

Blue Earth 

Douglas 

Brown 

Faribault 

Carver 

Fillmore 

Chippewa 

Freeborn 

Clay 

Ooodhuo 

Cottonwood 

Grant 


Minnesota —Continued 


Houston 

Pope 

Jackson 

Red Lake 

Kandiyohi 

Redwood 

Kittaon 

Renville 

Lac qul Parle 

Rice 

Lo Sueur 

Rock 

Lincoln 

Roseau 

Lyon 

Scott 

McLeod 

Sibley 

Mahnomen 

Stearns 

Mart hall 

Steele 

Martin 

Stevens 

Meeker 

Swift 

Mower 

Todd 

Murray 

Traverse 

Nicollet 

Wabasha 

Nobles 

Waseca 

Norman 

Washington 

Olmsted 

Watonwan 

Otter Tail 

Wilkin 

Pennington 

WlnouA 

Pipestone 

Wright 

Polk 

Yellow Medicine 
North Dakota 

Barnes 

Nelaon 

Benson 

Pembina 

Burleigh 

Pierce 

Cass 

Ramsey 

Cavalier 

Ransom 

Dickey 

Richland 

Eddy 

Sargent 

Foster 

Stark 

Grand Forks 

Steele 

Ortggs 

Stutsman 

Kidder 

Towner 

La Moure 

Traill 

Logan 

Morton 

Klamath 

Walsh 

Oregon 

Pennsylvania 

Chester 

Dauphin 

Cumberland 

Perry 

South Dakota 

Aurora 

Hutchinson 

Beadle 

Kingsbury 

Bon Homme 

Lake 

Brookings 

Uncoin 

Brown 

McCook 

Charles Mix 

Marshall 

Clark 

Miner 

Clay 

Minnehaha 

Codington 

Moody 

Davison 

Roberts 

Day 

Sanborn 

Deuel 

Spink 

Douglas 

Turner 

Grant 

Union 

Hamlin 

Hanson 

Yankton 

Wisconsin 

Barron 

La Crosse 

Buffalo 

Lafayette 

Calumet 

Manitowoc 

Chippewa 

Pepin 

Clark 

Pierce 

Columbia 

• Polk 

Crawford 

Racine 

Dane 

Richland 

Dodge 

Rock 

Dunn 

St Croix 

Eau Claire 

Sauk 

Fond du Lac 

Sheboygan 

Grant 

Trempealeau 

Green 

Vernon 

Iowa 

Walworth 

Jackson 

Waukesha 

Jefferson 

Winnebago 


Kenosha 

(Sec*. 506, 616. 62 8tat. 73. a* amended. 77. 
as amended; 7 0£.C. 1506, 1516) 

(seal) M. R. Peterson, 

Manager, Federal 
Crop Insurance Corporation. 

I TO Doc.75-30301 Filed 11-10-76:8:45 am) 
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PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1069 end 
Succeeding Crop Years 

Appendix Counties Designated rot Pea 
(Canning and Freezing) Crop Insur¬ 
ance; 1976 Crop 

Pursuant to authority contained In 
§ 401.101 of the above-identified regula¬ 
tions, as amended, the following counties 
have been designated for pea (canning 
and freezing) crop Insurance for the 
1976 crop year. 

Idaho 


Alua ua —Continued 

Covington—Runner. Southeast Spanish, Vir¬ 
ginia 

Crenshaw-—Runner, Southeast Spanish, Vir¬ 
ginia 

Dale—Runner. Southeast Spanish. Virginia 

Geneva—Runner. Southeast Spanish. Vir¬ 
ginia 

Henry—Runner. Southeast Spanish. Virginia 

Houston—Runner, Southeast Spanish. Vir¬ 
ginia 

Pike— Runner. Southeast Spanish, Virginia 
Florida 

Jack*oa— Runner. Southeast Spanish. Vir¬ 
ginia 

Gxorqia 


Franklin 


Blue Earth 

Brown 

Dakota 

Dodge 

Faribault 

Freeborn 

Goodhue 

Kandiyohi 

Le Sueur 

McLeod 

Martin 

Meeker 

Mower 


Union 


Box Elder 

Cache 

Davis 


Columbia 
Walla WalLa 


Noa Pore# 
Minnesota 

Nicollet 

Olmsted 

Redwood 

Renville 

Rice 

Scott 

Sibley 

Steele 

Wabasha 

Waseca 

Watonwan 

Winona 


OaxooN 

Umatilla 

UTAH 

Salt Lake 
Weber 


Washington 

Whitman 


Wisconsin 


Calumet 

Columbia 

Dane 

Dodge 

Fond du Lao 
Man! to woo 


Rock 

Sauk 

Sheboygan 

Trempealeau 

Walworth 

Winnebago 


(Secs. 606. 516. 52 SUt 73, as amended, 77. aa 
amended; 7 U 8 C. 1500. 1516) 


(seal! M. R. Peterson. 

Manager, Federal 
Crop Insurance Corporation . 
[FR Doc.75-00299 Filed 11-10-75;8 45 am) - 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 end 
Succeeding Crop Years 

Appendix; Counties Designated for 

Peanut Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
i 401.101 of the above-identified regula¬ 
tions. as amended, the following counties 
have been designated for peanut crop 
insurance for the 1976 crop year. The 
type<8> of peanuts on which insurance 
is offered In each county is shown op¬ 
posite the county name. 

Aladama 


Barbour—Runner. Southeast Spanish. Vir¬ 
ginia 

Coffee—Runner, Southeast Spanish. Virginia 
Conecuh—Runner. Southeast Spanish. Vir¬ 
ginia 


Baker—Runner, Southeast Spanish. Virginia 
Ben Hill — Runner, Southeast Spanish. Vir¬ 
ginia 

Bulloch—Runner. Southeast Spanish. Vir¬ 
ginia 

Calhoun—Runner, Southeast Spanish. Vir¬ 
ginia 

Clay—Runner. Southeast Spanish. Virginia 
Coffee—Runner, Southeast Spanish, Virginia 
Colquitt—Runner, Southeast Spanish. Vir¬ 
ginia 

Cook—Runner, Southeast SpanUh. Virginia 
Crisp—Runner. Southeast Spanish. Virginia 
Decatur—Runner. Southeast Spanish, Vir¬ 
ginia 

Dodge—Runner. Southeast 8panlsh. Virginia 
Dooly—Runner. Southeast Spanish. Virginia 
Early—Runner. Southeast Spanish. Virginia 
Houston—Runner. Southeast Spanish. Vir¬ 
ginia 

Irwin — Runner. Southeast Spanish. Virginia 
Lee—Runner. Southeast Spanish. Virginia 
Miller—Runner. Southeast Spanish. Vir¬ 
ginia 

Mitchell—Runner. Southeast Spanish. Vir¬ 
ginia 

Randolph—Runner. Southeast Spanish. Vir¬ 
ginia 

Seminole—Runner. Southeast Spanish. Vir¬ 
ginia 

Sumter—Runner, Southeast Spanish. Vir¬ 
ginia 

Terrell—Runner, Southeast Spanish. Vir¬ 
ginia 

Thomas—Runner. Southeast Spanish, Vir¬ 
ginia 

TUt—Runner, Southeast Spanish. Virginia 
Toombs—Runner, Southeast Spanish. Vir¬ 
ginia 

Turner—Runner. Southeast Spanish. Vir¬ 
ginia 

Worth—Runner, Southeast Spanish. Virginia 
Wilcox—Runner. Southeast Spanish. Vir¬ 
ginia 

Norm Caxolina 

Bertie—Virginia 
Bladen—Virginia 
Chowan—Virginia 

Bdgecombe—Vligtnla % 

Gates—Virginia 
Halifax—Virginia 
Hertford—Virginia 
Martin—Virginia 
Nash—Virginia 
Nor thamp ton—Virginia 
Pitt—Virginia 
Wash lng ton—V ftrglnla 

Oklahoma 

Bryan—Southwest Spanish 
Caddo—Southwest Spanish 
Grady—Southwest Spanish 

South Caxolina 

Lee—Virginia 
Sumter—Virginia 

Texas 

Atascosa—Southwest Spanish. Runner 
Brown—Southwest Spanish. Runner 


Texas —Con tin ued 

Comanche—Southwest Spanish, Runner 
Eastland—Southwest Spanish, Runner 
Erath—Southwest Spanish, Runner 
Fannin—Southwest Spanish. Runner 
Frio—Southwest Spanish. Runner 
Grayson—Southwest Spanish, Runner 
Hood—Southwest Spanish. Runner 
Lee—Southwest Spanish, Runner 
Wilson—Southwest Spanish, Runner 

Virginia 

Dinwiddle—Virginia 
Greener llle—Virginia 
Isle of Wight—Virginia 
Nansomond—Virginia 
Prince George—Virginia 
Southampton—Virginia 
Surry—Virginia 
Sussex—Virginia 

(Secs. 606, 516. 52 8tat, 73. as amended. 77, 
as amended; 7 UB.C. 1606. 1616) 

[SEAL) M. R. PETERSON. 

Manager, Federal 
Crop Insurance Corporation. 

| PR Doc 75-30296 Filed 11-10-78;8.45 am] 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated rot Pea 
(Dry) Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
$ 401.101 of the above-identified regula¬ 
tions, as amended, the following counties 
have been designated for pea (dry) crop 
Insurance for the 1976 crop year. 

Idaho 

Bene wall Lewis 

Kootenai Nor Perce 

Latah 

Oregon 

Umatilla Union 


Adam* 

Columbia 

Franklin 

Grant 


Washington 

Spokane 
Walla Walla 
Whitman 


(Secs. 506, 516. 52 Stet. 73. as amended, 77, 
as amended; 7 US C. 1506, 1616) 

[seal) M. R. Peterson. 

Manager , Federal 
Crop Insurance Corporation . 

|FR Doc 75-30296 Filed 11-10-75:8:45 am| 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for Rick 
Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
1401.101 of the above-identified regula¬ 
tions. as amended, the following counties 
have been designated for rice crop In¬ 
surance for the 1976 crop year. 

Arkansas 


Arkansas 

Aahley 

Chicot 

Clay 

Craig bead 


Crittenden 

Cross 

Desha 

Greens 

Jackson 
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Aikax &A6 —Continued 


j.flerson 

Louok# 

Monroe 

Poinsett 


A fodiA 

Calcasieu 

Evangeline 


Bolivar 


Prairie 
8t. Francis 
Woodruff 


Louhuana 

Jefferson Davie 
Lafayette 
St. lerndry 

Mxaeieeim 

Washington 

Taaue 


Bnuorla Matagorda 

Fort Bend Wharton 

<6ecs. 606, 616, 62 8tat. 73. an amended, 77, 
a* .uuoDded; 7 U.8.C. 1606. 1616) 

I seal] M. R. Peterson. 

Aftuidper, Federal 
Crop Insurance Corporation. 
[PR Doc.76-30204 Filed li-lfr-?5;6:45 am] 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

ArcENDDc; Counties Designated ro* 
Soybean Chop Insurance; 1976 Crop 

Pursuant to authority contained in 
{401.101 of the above-identified regu¬ 
lations, as amended, the following coun¬ 
ties have been designated for soybean 
crop insurance for the 1976 crop year. 


Alabama 


Baldwin 

Lawrence 

Dallas 

Limestone 

Escambia 

Madison 

Hale 

Morgan 

Jackson 

Shelby 

Lauderdale 

Arkansas 

Arkansas 

Lee 

Ashley 

Lincoln 

Chicot 

l4>noke 

Clay 

Mississippi 

Craighead 

Monroe 

Crittenden 

Phillips 

Cross 

Poinsett 

Desha 

Prairie 

Greene 

Randolph 

Jiwkson 

81. Francis 

.ftfScrson 

Woodruff 

Lawrence 

Dszawajl* 

Kent 

New Castle 

Sussex 


OxoaciA 

Bullock 

Houston 


Illinois 

Adams 

De Witt 

Bond 

Douglas 

Boone 

Edgar 

Brown 

Effingham 

Bureau 

Fayette 

Carr oh 

Ford 

Cass 

Fulton 

Champaign 

Greene 

Christian 

Grundy 

Clark 

Hancock 

Clay 

Henderson 

Clinton 

Henry 

Coles 

Iroquois 

Crawford 

Jasper 

Cumberland 

Jeffereon 

De Kalb 

Jersey 


Illinois— Continued 


Jo Daviess 

Kankakee 

Kendall 

Knox 

La Salle 

Lawrence 

Lee 

Livingston 

Logan 

McDonough 

McHenry 

McLean 

Macon 

Macoupin 

Madison 

Marion 

Marshall 

Mason 

Menard 

Mercer 

Monroe 

Montgomery 

Morgan 

Moultrie 


Adams 

Allen 

Bartholomew 

Benton 

BlacRford 

Boone 

Carroll 

Casa 

Clay 

Clinton 

Davies* 

Decatur 

De Kalb 

Delaware 

Elkhart 

Payette 

Pountain 

Pulton 

Gibson 

Grant 

Greene 

Hamilton 

Hancock 

Hendricks 

Henry 

Howard 

Huntington 

Jackson 

Jasper 

Jay 

Johnson 


Adair 

Adams 

Appanoose 

Allamakee 

Audubon 

Benton 

Black Hawk 

Boone 

Bremer 

Buchanan 

Buena Vista 

Butler 

Calhoun 

Carroll 

CedAr 

Cctto Gordo 

Cherokee 

Chickasaw 

Clarke 

Clay 

Clayton 

Clinton 

Crawford 

Dallas 

Decatur 

Delaware 

De* Moines 


Ogle 

Peoria 

Piatt 

Pike 

Putnam 

Randolph 

Richland 

Rock Island 

8i. Clair 

Sangamon 

Schuyler 

Scott 

Shelby 

Stark 

Stephenson 

Tazewell 

Vermilion 

Warren 

Washington 

Wayne 

Whnea ids 

Will 

Winnebago 

Woodford 

Indiana 

Knox 

Kosciusko 

Lagrange 

Madison 

Marlon 

Marshall 

Miami 

Montgomery 

Morgan 

Nswton 

Noble 

Parke 

Posey 

Pulaski 

Putnam 

Randolph 

Ripley 

Rush 

Shelby 

Sullivan 

Tippecanoe 

Tipton 

Union 

Verm 1U Ion 

Vigo 

Wabash 

Warren 

Wayne 

Wells 

White 

Whitley 

Iowa 

Dickinson 

Dubuque 

Emaut 

Fayette 

Floyd 

Franklin 

Fremont 

Greene 

Grundy 

Guthrie 

Hamilton 

Hancock 

Hardin 

Harrison 

Henry 

Howard 

Humboldt 

Ida 

Iowa 

Jackson 

Jasper 

Jefferson 

Johnson 

Jones 

Keokuk 

Kossuth 

Lee 

Linn 


Iowa—C ontinued 


Louisa 

Pottawattamie 

Lucas 

Poweshiek 

Lyon 

Ringgold 

Madison 

Sac 

Mahaska 

Scott 

Marlon 

Shelby 

Marshall 

Sioux 

Mills 

8tory 

Mitehell 

Toma 

Monona 

Taylor 

Monroe 

Union 

Montgomery 

Wapello 

Muscatine 

Warren 

O'Brien 

Washington 

Oaceloa 

Webster 

Page 

Winnebago 

Palo Alto 

Winneshiek 

Plymouth 

Woodbury 

Pocahontas 

Worth 

Polk 

Wright 


Kansas 

Allen 

Jefferson 

Anderson 

Johnson 

Atchison 

Labette 

Bourbon 

Linn 

Brown 

Lyon 

Cherokee 

Marshall 

Coffey 

Miami 

Crawford 

Neosho 

Doniphan 

Osage 

Douglas 

Wilson 

Franklin 

Jackson 

Woodson 


Kxntucky 

Calloway 

Hopkins 

Daviess 

McLean 

Fulton 

Ohio 

Graves 

Union 

Henderson 

Louisiana 

Acadia 

Lafayette 

Avoyelles 

Madison 

Bossier 

Morehouse 

Caddo 

Natchitoches 

Calcasieu 

Points Coupee 

Caldwell 

Rapides 

Catahoula 

Red River 

Concordia 

Richland 

East Carroll 

8t Landry 

Evangeline 

Tensas 

Franklin 

West Carroll 

Jefferson Davis 

Maxttand 

Carotins 

Queen Annas 

Kent 

Talbot 


MraicAN 

Branch 

Monroe 

Cass 

Saginaw 

Clinton 

St. Joseph 

Gratiot 

Shiawassee 

Hillsdale 

Lenawee 

Washtenaw 


UixifiaoTA 

Becker 

Kandiyohi 

Big 8tone 

Lac qul Parle 

Blue Earth 

Lc Sueur 

Brown 

Lincoln 

Carver 

Lyon 

Chippewa 

McLeod 

Clay 

Martin 

Cottonwood 

Meeker 

Dakota 

Mower 

Dodge 

Murray 

Douglas 

Nicollet 

Faribault 

Nobles 

Fillmore 

Norman 

Freeborn 

Olmsted 

Goodhue 

Otter Tall 

Grant 

Pipestone 

Houston 

Pope 

Jackson 

Redwood 
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MzmnoMTA—Con Unued 


Renville 

Traverse 

Rice 

Wabasha 

Rock 

Waseca 

Scott 

Washington 

Sibley 

Watonwan 

Stearns 

Wilkin 

Steele 

Winona 

Stevens 

Wright 

Swift 

Yellow Medicine 

Todd 

Mississippi 

Benton 

Monroe 

Bolivar 

Panola 

Calhoun 

Pontotoc 

Carroll 

Prentiss 

Chickasaw 

Quitman 

Coahoma 

Sharkey 

De 8oto 

Sunflower 

Hind* 

Tallahatchie 

Holmes 

Tippah 

Humphreys 

Tunica 

Issaquena 

Union 

Lee 

Washington 

Leflore 

Madison 

Yazoo 


Missouri 

Knox 
Lafayette 
Lewis 
Lincoln 
Linn 

Llvtngoton 

Macon 

Marlon 
Mercer 
Mississippi 
Monroe 
Montgomery 
New Madrid 
Nodaway 
Pemiscot 
Pettis 
Pike 
Platte 
Ralls 
Randolph 
Ray 

St Charles 
Saline 
Scotland 
Scott 
Shelby 
Stoddard 
Sullivan 
Vernon 
Worth 

Nebraska 


Burt 

Nemaha 

Casa 

Otoe 

Cedar 

Platte 

Colfax 

Richardson 

Cuming 

Baunders 

Dodge 

Washington 

Lancaster 

Madison 

Wayne 


North Carolina 

Anson 

Pamlico 

Beaufort 

Pitt 

Craven 

Robe von 

Hyde 

Union 

Johnston 

Washington 

Jones 

North Dakota 

Cass 

TralU 

Richland 

Ohio 

Allen 

Clark 

Ashland 

Clinton 

Auglalse 

Crawford 

Butler 

Darke 

Champaign 

Defiance 


Ohio—C ontinued 


Delaware 

Mercer 

Erie 

Miami 

Fatrfleld 

Montgomery 

Fayette 

Morrow 

Franklin 

Ottawa 

Pulton 

Paulding 

Greene 

Pickaway 

Hancock 

Preble 

Hardin 

Putnam 

Henry 

Richland 

Highland 

Sanduaky 

Huron 

Seneca 

Knox 

Shelby 

Licking 

Union 

Logan 

Van Wert 

Lucas 

Wayne 

Madison 

Williams 

Marlon 

Wood 

Medina 

Wyandot 


Oklahoma 

Ottawa 

South Carolina 

Craig 

Hampton 

Aiken 

Horry 

Allendale 

Kershaw 

Bamberg 

Lee 

Barnwell 

Lexington 

Calhoun 

Marlon 

Clarendon 

Marlboro 

Darlington 

Orangeburg 

DUlon 

Sumter 

Dorchester 

Florence 

Williamsburg 


South Dakota 

Bon Homme 

Lake 

Brookings 

Lincoln 

Charles Mix 

McCook 

Clay 

Minnehaha 

Deuel 

Moody 

Grant 

Roberts 

Hamlin 

Turner 

Hutchinson 

Union 

Kingsbury 

Yankton 


Txnnxssex 

Carroll 

Lake 

Chester 

lauderdale 

Crockett 

Madison 

Dyer 

Obion 

Fayette 

Shelby 

Otbaon 

Tipton 

Hardeman 

Weakley 

Haywood 

Virginia 

Nansemond 

Southampton 


Wisconsin 

Buffalo 

Plcroe 

Dane 

Polk 

Dunn 

Racine 

Jackson 

Rock 

Jefferson 

St. Croix 

Kenosha 

Trempealeau 

Pepin 

Walworth 


(Sees. 60*. 516. 52 Stat 73. as amended. 77. 
as amended; 7 UAC. 1606. 1516) 

[seal] M. R. Petxbsow. 

Manaoer, Federal 
Crop Insurance Corporation* 

(FR Doc.76-30293 Piled 11-10-76.8:45 am] 


PART 401—FEDERAL CROP 
INSURANCE 

Subpart—Regulations for the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated rox 
Sugar Beet Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
I 401.101 of the above-identified regula¬ 


tions. as amended, the following coun¬ 
ties have been designated for sugar beet 
crop Insurance for the 1976 crop year. 

CatJFOXNtA 


Fresno 

Merced 

Imperial 

Sen Joaquin 

Kern 

Stanislaus 

Kings 

Madera 

Tulare 


Colorado 

Adams 

Morgan 

Boulder 

Phillips 

Kit Carson 

Sedgwick 

Larimer 

Weld 

Logan 

Yuma 


Idaho 

Ada 

Franklin 

Bannock 

Jerome 

Bingham 

Minidoka 

BonnevUlR 

Owyhee 

Canyon 

Power 

Cassia 

Twin Palls 


Kansas ~ 

Finney 

Sherman 

Grant 

Stanton 

Kearny 

Wallace 


Michigan 

Bay 

Saginaw 

Huron 

Tuscola 


Minnesota 

Chippewa 

Norman 

Clay 

Polk 

Faribault 

Redwood 

Grant 

Renville 

Kandiyohi 

Swift 

Kittson 

Travene 

Lao qui Parle 

Wilkin 

Marshall 

Yellow Medicine 


Montana 

Carbon 

Rosebud 

Custer 

8tlll water 

Dawson 

Treasure 

Prairie 

Richland 

Yellowstone 


Nebraska 

Box Butte 
Morrill 

Scotts Bluff 


North Dakota 

Case 

Richland 

Orand Forks 

Tram 

McKenxle 

Walsh 

Pembina 

Williams 


Ohio 

Hancock 

Putnam 

Henry 

Sandusky 

Lucas 

Ottawa 

Wood 


Oregon 

Malheur 

Utah 

Box Elder 

Salt Lake 

Cache 

Utah 

Davis 

Weber 


Washington 

Adame 

Grant 

Benton 

Yakima 

Prankl in 

Wtoicino 

Big Horn 

Park 

Goshen 

Washakie 


(Secs. 606. 516. 62 Stat. 73. as amended. T7. 
as amended; 7 UJB.C. 160*. 161*) 

[seal] M. R. Peterson. 

Manager, Federal 
Crop Insurance Corporation. 

|PR Doc.76-30292 Filed 11-10-76; 8:45 am] 


Adair 

Andrew 

Atchison 

Audrain 

Barton 

Bates 

Boone 

Buchanan 

Butler 

Caldwell 

Callaway 

Cape Girardeau 

Carroll 

Case 

Charlton 

Clark 

Clinton 

Cooper 

Devices 

De Kalb 

Dunklin 

Gentry 

Orundy 

Harrison 

Henry 

Holt 

Howard 

Jackson 

Jasper 

Johnson 
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PART 401—FEDERAL CROP 
INSURANCE 

Subpsrt—Regulations for the 1969 and 
Succeeding Crop Years 

Arroroix; CoxJTfTTES Designated rot 
Tobacco Insurance; 1976 Crop 

Pursuant to authority contained In 
1 401.101 of the above-identified regula¬ 
tions. as amended, the following counties 
have been designated for tobacco crop 
insurance for the 1976 crop year. The 
type**) of tobacco on which Insurance is 
offered In each county to shown opposite 
the county name. 

Florida: 

Alachua .._-_- 

Columbia_.—___ 

Hamilton_____ 

Madison- 


Suwannee_ 

Georgia: 

Appling — 

Atkinson_ 

Bacon__ 

Ben HU1- 

Berrien _... 

Brantley 

Brook*__.........__ 

Bulloch__ 

Candler ........................ 

Coffee.. 

Colquitt —__ 

Cook. 

Decatur 
Irwin 

Jeff Darla- 

Lanier___ 

Lowndes ....._ 

Mitchell_ 

Pieros_ 



Worth_ 

Kentucky: 

Adair_._ 


14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 


_ 91 


Allen.. 31.35 

Anderson_ 81 

Barren__ 81 

Bath_ 81 

Boons______31 

Bourbon_ 31 

Boyle_ 31 

Bracken_ 81 

Breckinridge _ 31 

Caldwell__ 32.31.85 

Calloway__83.33 

Carroll __ 31 

Casey_ 31 

Christian---83. 81, 33 

Clark - 31 

Dari ess . 31,36 


Fayette 

Fleming _ r - r -_ 

Franklln_ 

Oarrard_ 

Oram_ 

Graves ___ 

Green ...._ 

Harrison_ 

Hart_ 


31 
31 
31 
31 
31 

-23, 31. 35 

_ 31 

.— 31 

immi at. jb 

31 

31.36 
31 


Henry 
Hopkins 
Jessamine 

Larue _ ....___ at 

Lewis_ ti 

Llnooin ft 

Logan-.a-- 12 . 31. 85 

McLean . 31,86 

Madison . ..._ 11 


Kentucky —Continued 


Marion 

Marshall_ 

Mason__ 

Meade 

ihiwrl 

Metcalfe _ 

Montgomery 
Muhlenberg 

Nelson. 

Nicholes _ 

Ohio 
Owen ... ...... 

Pendleton 
Pulaski 
Robertson 
Russell 
8 cott 

Shelbylfl 

Slmpeon_ 

Spencer . 
Taylor 
Todd .... 

Trigg . 

Warren 
Washington ... 
Wayne ■ 
Woodford 



Missouri: 


Buchanan__ 

Platte- 


North Carolina: 


Alamance .. 

Alexander _ 

Beaufort _ 

Bertie __ 


Blsiden _ 

Brunswick 
Buncombe .. 

Carteret __ 

Caswell 

Chatham ...— 

Chowan ....__ 

Columbus _ 

Cumberland ____ 

Davidson 

Darla 

Duplin_ 

Durham .... 

Edgecombe _ 

Forsyth 

Franklin _ 

Oates . 

Granville _ 

Greene _ 

Guilford _ 

Halifax_ 

Harnett _ 

Haywood _ 

Hertford_ 

Hoke . 

Iredell 


Johnston . 

Jo 

Lee .. 

Lenoir_ 

Madison 

Martin ...._ 

Mitchell _ 

Montgomery . 

Moore 

Nash_ 

Northampton .. 

Onslow 

Orange__ 

Pamlico_ 

Pender__ 

Person _ 

Put .. 

Randolph __ 

Richmond 
Robeson ... 

Rockingham 
Sampson 


Scotland _____ 


81 

81 


11 a 

lla 

12 

12 

13 

13 

31 

12 

lla 

lib 

12 

18 

12 

13 

lla 

lla 

12 

lib 

12 

lla 

lib 

12 

lib 

12 

lla 

12 

lib 

31 

12 

13 

lla 

12 

12 

lib 

12 

31 

12 

31 

11 b 

lib 

12 

12 

12 

lib 

12 

12 

lla 

12 

lla 

lib 

13 

lla 

12 

13 


Nostk Carolina (Coat'd) 


Stokes _..... 

Surry ......._ 

_ _ - lla 

_lla 

Vance _ 

Wake 

.— lib 

_ lib 

Warren ......... 

____ lib 

Washington . ... 

_ 12 

Wayne .. 

12 

Wilkes _ 


Wilson* 

12 

Yadkin ...... 

... lla 

Yancey ..._ 

__ 31 

Ohio: 

Adams _ 

..31 

Brown _ 

_ 31 

Highland . 

Pennsylvania: 

Lancaster _ 

. 31 

. 41 

South Carolina: 


Chesterfield __ 

__ 13 

Clarendon ._. - 

_ 13 

Darlington 

__ 13 

Dillon r - 

.. 13 

Dorchester_ 


Florence ___ 

is 

Georgetown__ 

Horry , . _ 

ir 13 

~ 13 

Kershaw 

... 13 

Lee ___ 

. 13 

Marlon _ 

. .. 13 

Marlboro ....... 


Orangeburg __ 

” 13 

Sumter ........ 


Williamsburg _ 

--------- la 

Tennessee: 

Anderson __ 


Blount_...__ 

_ 31 

Carter___ 


Claiborne_ 

31 

Cocke . 

Do Kalb_ 

31 

Dickson ........ 

_ 28 

Franklin ,, . , 

_......... 31 

Giles _ 

_ 31 

Grainger _ 

31 

Greene _ 

_..... 31 

Hamblen ... ... 

. .. 31 

Hancock _ 

Hawkins _ 

_„„ 31 

Jackson 


JofTorson ....... 

r „„. 

__ 31 

Johnson ....... 

_........... 31 

Knox 

.. 31 

Lawrence __ 


Lincoln .._ 

_~I 31 

Loudon _ 

____ 31 

McMInn _ 

_ _ _ . 31 

Macon .. 

- _ r , 3133 

Marshall _ 

_ _ _ 31 

Maury _._ 

_ 31 

Monroe ___ 

... 31 

Montgomery .... 

_ 22.31 

Putnam 

____ 31 

Robertson _ 

_ ..22.31. 35 

Sevier_ . _ 

___ _ 31 

Smith . 

31 

Stswart _ 

__ n, 3i 

Sullivan__ 

_ 31 

Sumner ....._ 

...22.31.35 

Trousdale __ 

_ .. 31 

Unicoi _ 


Washington 

_ .. 31 

Weakley 

_ _ O* 36 

White - _ _ 21 

Williamson__ 

............... 31 

Wilson .. 

31 

Virginia: 

Amelia ......... 

____lla. 21 

Appomattox_ 

Brunswick _ 

Campbell___ 

Charlotte_ 

.. lla. 21 

-lla. 21 

_ •*. lla, 21 

Cumberland ..... 

__lla. 21 

Dinwiddle __ 

r lla 21 

Franklin _ 

______ i ia 

Greensville ... 

Halirex_ 

___ lla 

Lee ... .... 

31 
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Virginia —Con tinned 


Lunenberg ___I la. 21 

Mecklenburg -- Ua 

Nansemond ...........—....... 11a 

Nottoway ____11a. 21 

Patrick -- 11a 

Pittsylvania _ 11a 

Prince Edward— _....... 11a, 21 

Prince Oeorge____—. 11a 

Rumell —....- 21 

Scott_...._ 31 

Smyth _ ........... 31 

Southampton___....— Ua 

Sussex __ 11a 

Washington ......- 31 

Wisconsin: 

Crawford ..._ —- 65 

Dane_....._.............. M 

LaCrowe . 55 

Richland ....._ —.—- 55 

Trempealeau .........——- 55 

Vernon __ 55 

(Seen, 605. 515. 52 Btat. 73. as amended, 77, 
as amended; 7 U8,C. 1505. 1515) 

(sealI M. R. Peterson. 


Manager. Federal 
Crop Insurance Corporation. 
|FR Doe 75-30291 Plied 11-10-75;8:46 am) 


PART 401—FEDERAL CROP 
INSURANCE 

Subport—Regulations foe the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for 
Tomato Crop Insurance: 1976 Crop 

Pursuant to authority contained in 
t 401.101 of the above-identified regula¬ 
tions. as amended, the following counties 
have been designated for tomato crop in¬ 
surance for the 1976 crop year. 

Ohio 

Darke Ottawa 

pulton Putnam 

nenry Sandu&ky 

Luca* Wood 

(Secs. 606. 516, 92 Slat. 73. as amended, 77. 
M amended; 7 U.6.C. 1605. 1516) 

I seal I M. R. Peterson, 

Manager. Federal 
Crop Insurance Corporation . 

|PR Doc.76-30290 Filed 11-10-75,8:46 am) 


PART 402—RAISIN CROP INSURANCE 

Subpart—Regulations for the 1966 and 
Succeeding Crop Years 


PART 403—PEACH CROP INSURANCE 

Subpart—Regulations for the 1976 and 
Succeeding Crop Years 

Appendix; Counties Designated for 
Peach Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
I 403.40 of the above-identified regula¬ 
tions, as amended, the following counties 
have been designated for peach crop in¬ 
surance for the 1976 crop year. 


Chilton 


Crow 

Johnson 


Houston 

Peach 


Alabama 

Arkansas 

Lee 

Bt. Francis 
Okohola 

Upson 


South Carolina 

Aiken Oreenvllle 

Allendale Lexington 

Barnwell Bpartanburg 

Chesterfield York 

Edgefield 


(Secs. 506. 516, 62 Stat. 73, as amended. 77. 
as amended; 7 U S.C. 1506. 1516) 

I seal 1 M. R. Peterson, 

Manager, Federal 
Crop Insurance Corporation. 


IFR Doc.75-30297 Filed 11-10-75:8:46 am) 


PART 404—APPLE CROP INSURANCE 

Subpart—Regulations for the 1967 and 
Succeeding Crop Years 

Appendix: Counties Designated for Ap¬ 
ple Crop Insurance; 1976 Crop 

Pursuant to the authority contained in 
l 404.20 of the above-identified regula¬ 
tions, the following counties have been 
designated for apple crop insurance for 
the 1976 crop year. 

O—50 H 

Umatilla 

Washington 

Chelan Douglas 

Columbia Okanogan 

(Secs. 606. 616. 82 Stat. 73, as amended 77. 
as amended, 7 U.8.C. 1506. 1516) 

l seal! M. R. Peterson, 

Manager. Federal 
Crop Insurance Corporation. 


Appendix; Counties Designated for 
Raisin Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
$ 402.1 of the above-identified regula¬ 
tions. as amended, the following coun¬ 
ties have been designated for raisin crop 
Insurance for the 1976 crop year. 


|Fit Doc.76-30310 Filed 11-10-76:8:45 am) 


PART 406—CALIFORNIA ORANGE CROP 
INSURANCE 

Subpart—Regulations for the 1963 and 
Succeeding Crop Years 


California 

Fresno Merced 

Kern Stanislaus 

Kings Tulare 

Madera 

(Secs. 506. 516, 62 Stat. 73. as amended. 77. 
as amended; 7 U.8.C. 1506. 1616) 

l sealI M. R. Peterson, 

Manager. Federal 
Crop Insurance Corporation. 
|FR Doc 75-30295 Filed 11-10-75:8:45 am) 


Appendix; Counties Designated for 
Orange Crop Insurance; 1976 Crop 
Pursuant to authority contained in 
1 406.1 of the above-identified regula¬ 
tions. as amended, the following coun¬ 
ties have been designated for orange crop 
insurance for the 1976 crop year. 
Calvmnu 

Fresno Tulare 

Kern 


(Secs 506. 616. 62 8tat 73, as amended, 77, 
as amended; 7 U8.C. 1606. 1516) 

[seal! M. R. Peterson. 

Manager, Federal 
Crop Insurance Corporation. 
IFR Doc.75-30300 Filed 11-10-75:8:45 am) 


PART 408—NORTH CAROLINA APPLE 
CROP INSURANCE 

Subpart—Regulations for the 1965 and 
Succeeding Crop Years 

Appendix: Counties Designated for 
Apple Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
5 408.1 of the above-identified regula¬ 
tions. as amended, the following coun¬ 
ties have been designated for apple crop 
Insurance for the 1976 crop year. 

North Carolina 

Alexander Wilke* 

Henderson 

(Secs. 506. 516, 62 Stat 73. as amended. 77 
as amended; 7 U.B.C. 1506, 1516) 

[SEAL] M. R. Peterson. 

Manager. Federal 
Crop Insurance Corporation. 
|FR Doc.75-30300 Filed 11-10-76:8*45 am | 


PART 409—ARIZONA-DESERT VALLEY 
CITRUS CROP INSURANCE 

Subpart—Regulations for the 1974 and 
Succeeding Crop Years 

Appendix ; Counties Designated For 
Citrus Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
5 409.30 of the above-identified regula¬ 
tions, the following counties have been 
designated for citrus crop insurance for 
the 1976 crop year. 

Arizona 

Maricopa Yuma 

Ca urameiA 

Imperial Riverside 

*6#es 506, 5)6, 52 Btat 73. as amended. 77 
as amended. 7 U.S.C. 1506, 1616) 

[seal] M. R. Peterson, 

Manager, Federal 
Crop Insurance Corporation 

(PR Doc.75-30306 Filed 1 1-10-76:8:45 am 1 


PART 410—FLORIDA CITRUS CROP 
INSURANCE 

Subpart—Regulations for the 1970 and 
Succeeding -rop Years 

Appendix; Counties Designated for 

Citrus Crop Insurance; 1976 Crop 

Pursuant to authority contained in 
1 410.1 of the above-Identified regula¬ 
tions. the following counties have been 
designated for citrus crop insurance for 
the 1976 crop year. 


Brevard 

Dc Soto 

Hardee 

Hernando 

Highlands 

Hillsborough 


Florida 

Indian River 

Lake 

Manatee 

Marlon 

Martin 

Orange 


FEDERAL REGISTER, VOL 40. NO. 21B—TUES0AV, NOVEMBER 11, 1*75 





























RULES AND REGULATIONS 


32593 


Florida— Continued 

Osceola Po*k 

Palm Beach St. Lucie 

rtvftco Seminole 

(Secs. 506. 516. 62 SUL 73. u emended. 77. el 
amended; 7 03.C. 1606.1516) 

f SEAL 1 M R PmMW, 

Manager. Federal 
Crap Insurance Corporation. 

[FR Doc 75-30307 Filed 11-10-76:0:40 am] 


PART 413—TEXAS CITRUS CROP 
INSURANCE 

Subpart—Regulations tor the 1969 and 
Succeeding Crop Years 

Appendix; Counties Designated for 
Citrus Crop Insurance; 1976 Crop 

Pursuant to authority contained In 
5 413.20 of the above-identified regula¬ 
tions, the following counties have been 
designated for citrus crop insurance for 
the 1970 crop year. 

Texas 

Cameron Willacy 

Hidalgo 

(Secs, 506. 519. 52 Stmt. 73. m amended. 77. 
m amended; 7 OB.C. 1506.1510) 

(seal] M. R. Peterson. 

Manager . Federal 
Crop Insurance Corporation. 

! PR Doc.75-30305 Piled 11-10-75;6:46 am| 


CHAPTER VII—AGRICULTURAL STABILI¬ 
ZATION AND CONSERVATION SERVICE 
(AGRICULTURAL ADJUSTMENT). DE¬ 
PARTMENT OF AGRICULTURE 

SUBCHAPTE* B—FARM MARKETING QUOTAS 
ANO ACREAGE ALLOTMENTS 

PART 728—WHEAT 

Wheat Program for Crop Years 1975-1977 

On May 20. 1974, a notice of proposed 
rulemaking regarding determinations 
with respect to the 1975 crop of wheat 
was published in the Federal Register 
(39 FR 17767). Interested persons were 
Invited to submit written data, views, 
and recommendations regarding the de¬ 
terminations within 30 days. The com¬ 
ments and recommendations received 
have been duly considered. 

This subpart, which is Issued pursuant 
to the Agricultural Act of 1949. as 
amended by the Agricultural Act of 1970. 
Public Law 91-524. 84 8 tat. 1356. and by 
the Agriculture and Consumer Protection 
Act of 1973. Public Law 93-86. 87 8tat. 
224, and Public Law 93-228. 87 8 tat. 944. 
supersedes for the crop years 1975-1977 
the regulations governing the Wheat 
Program for crop years 1974-1977. 39 FR 
26707. as amended. This subpart, which 
Incorporates the provisions of the exist¬ 
ing regulations with the following prin¬ 
cipal changes, sets forth the conditions 
under which wheat producers may qual¬ 
ify for program benefits: 

(1) No Intention to participate in the 
program U filed. Producers report dis¬ 
asters when they occur, report crop acre¬ 
ages as necessary for program adminis¬ 
tration, and apply for any applicable 
payments. 


<2) All acreage planted to wheat Is de¬ 
fined as wheat acreage and considered to 
be nonconserving. There is provision for 
excluding part of the acreage for low 
yield disaster payment purposes. In such 
Instances as when the acreage Is planted 
solely for pasture, or nonfeed use. or Is 
In excess of the allotment and is timely 
destroyed without feed benefit. 

(3) Allotments are adjusted for low 
yield payment purposes to reflect under- 
planting and the substitution of wheat 
for feed grains. 

(4) Wheat payments are computed 
separately from feed grain and upland 
cotton payments. 

C5> Disaster payments are made for 
wheat only when wheat has suffered a 
production loss and are computed on the 
bushels lost. 

Subpart—Wheal Program for Crop Year* 
1975-1977 

Sec. 

728.1 General. 

7283 Definitions. 

726.3 Administration. 

728.4 1075 national wheat allotment. 

728.4a 1976 national wheat allotment. 

7284b 1977 national wheat allotment (&*- 

served) 

728.5 Apportionment of the 1975-1977 na¬ 

tional wheat allotments among 
several states. 

728.6 Apportionment of the 1975-1977 

State allotments of wheat among 
their respective counties. 

728 7 Farm wheat allotment. 

728.8 County yields. 

728.9 Farm yields. 

728.10 Payment rates. 

T28.ll Notice of allotments and yields 

728.12 Reconstitution of farms. 

728.13 Requirements for program participa¬ 

tion. 

728.14 Determination of compliance. 

728.16 General payment provision*. 

728.16 Deficiency payments. 

728.17 Disaster payments. 

726 18 Division of payments and additional 
provisions relating to tenants and 
sharecroppers. 

728.19 Successors-ln-Interest. 

72820 Misrepresentation and scheme or de¬ 
vice. 

728 21 Setoffs and assignments. 

728 22 Appeals 

72823 Performance based upon advice or 

action of county or State commit¬ 
tee. 

72824 Supervisory authority of State com¬ 

mittee. 

72826 Delegation of authority. 

Atmsoamr: Sec. 107, 87 Stal. 224 (T 08.0. 
1445a); tec. 379c, 87 Stat. 227 (7 080. 
1379c); sec. 375(b). 52 8tat 66 (t UB.C- 1375 
(b>) 

Subpart—Wheat Program for Crop Years 
1975-1977 

§ 728.1 GcticraL 

(a) The regulations In this subpart 
provide terms and conditions for the 
wheat program for the 1975 through 1977 
crops of wheat, respectively, under which 
producers on farms for which an allot¬ 
ment ts established may qualify for pay¬ 
ments authorized under the program. 

(b) Producers who meet the eligibility 
requirements in 2 728.13(c) may qualify 
for payments. 

(c) In accordance with section 101 of 
the Agricultural Act of 1970, as amended, 
and the regulations In Part 795 of this 


chapter, as amended, the total amount 
of payments which a person shall be en¬ 
titled to receive annually under the 
wheat program, the feed grain program, 
and the upland cotton program shall not 
exceed 520,000. 

<d> In accordance with the regulations 
In Part 796 of this chapter, payments are 
prohibited to program participants who 
harvest or knowingly permit to be har¬ 
vested for illegal use marihuana or other 
such prohibited drug-producing plants 
on any part of the lands owned or con¬ 
trolled by them. 

<e> The program Is applicable 
throughout the United States except 
Alaska and Hawaii. 

6 728.2 Definition*. 

In the regulations In this subpart and 
In all Instructions, forms, and documents 
In connection therewith, the words and 
phrases defined In this section shall have 
the meaning assigned to them herein un¬ 
less the content or subject matter other¬ 
wise requires. 

(a) "Annual nonconserving crop- 
means any annual crop Intended for har¬ 
vest or utilized in any feed form, except 
for the following: 

(1) Grasses regardless of use. includ¬ 
ing sweet sorghum, millet, and sudan 
grass. 

f 2) Legumes, other than peas or beans 
produced for seed, grain, or processing. 

(3) Immature small grains (other 
than wheat or barley) destroyed by any 
means or used for other than grain. 

lb) "Cropland Adjustment Program* 
Therein called CAP) means the program 
authorized under Title VI of the Food 
and Agriculture Act of 1965. as amended. 
Fart 751 of this chapter, as amended. 

(c) "Cropland Conversion Program* 
therein called CCP) means the program 
authorized under section 10(e) of the 
Soil Conservation and Domestic Allot¬ 
ment Act, as amended. Part 751 of this 
chapter, as amended. 

(d) "Current year" means the cal¬ 
endar year in which the wheat crop with 
respect to which payment may be made 
under this subpart would normally be 
harvested. 

Ce> "Feed Grain Program" means the 
program authorized under Title V of the 
Agricultural Act of 1970. Part 775 of this 
chapter, as amended. 

<f> "Upland Cotton Program" means 
the program authorized under Title VI 
of the Agricultural Act of 1970, Part 7a 
of this chapter, as amended. 

(g> "Wheat acreage" means: 

< 1 > Any acreage planted to wheat, and 
any acreage of volunteer wheat which 
is harvested as groin. 

(2) Any acreage devoted to a mixture 
of crops if the county committee deter¬ 
mines that the predominant crop is 
wheat and such acreage meets the re¬ 
quirements of paragraph (g)(1) of this 
section as being wheat acreage. 

(h) "Wheat planted and considered 
planted acreage" means the wheat acre¬ 
age as defined In paragraph (g) of this 
section and: 

(1) Any acreage which the county 
committee determines was not planted 
to wheat because of drought, flood, or 
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other natural disaster or condition be¬ 
yond the control of the operator: 

<2) Any acreage credited as wheat (ex¬ 
cept for new farms) under the provisions 
of Part 719 of this chapter, as amended; 

<3> Any acreage which is planted and 
considered planted to feed grains under 
Part 775 of this chapter, as amended, in 
excess of the allotment and which is not 
credited to cotton: Provided . That feed 
grains in excess of the allotment shall 
not be considered as planted to wheat 
for purposes of $ 738.7(b) <4) (ill) ; 

(4) Any acreage which is planted and 
considered planted to cotton under Part 
722 of this chapter, as amended, in ex¬ 
cess of the allotment and which is not 
credited to feed grains: Provided, That 
cotton In excess of the allotment shall 
not be considered as planted to wheat for 
purposes of I 728.7<b> <4) (Ui): 

(5) Any other acreage which Is plant¬ 
ed to annual nonconserving crops or 
which the county committee determines 
was not planted because of drought, 
flood, or other natural disaster or con¬ 
dition beyond the control of the operator, 
excluding acreage of allotment crops 
within the applicable allotment and 
which Is not credited to cotton or feed 
grains: Provided, That such nonconserv¬ 
ing crops shall not be considered as 
planted to wheat for purposes of i 728.7 
(b)(4) (ill); and 

(6) An acreage (except for new farms) 
equal to the amount that the wheat al¬ 
lotment Is reduced for the current year 
as provided In f 728.7(c) <2). 

(i) In the regulations in this subpart 
and in all Instructions, forms, and docu¬ 
ments in connection therewith, all other 
words and phrases shall have the mean¬ 
ings assigned to them in the regulations 
governing reconstitution of farms and 
allotments. Part 719 of this chapter, as 
amended. 

§ 728.3 A«lmini»tr«lk»n. 

(a) The program will be administered 
under the general supervision of the 
Administrator. Agricultural Stabilization 
and Conservation Service (ASC8). and 
shall be carried out in the field by Agri¬ 
cultural Stabilization and Conservation 
State and county committees (herein 
called '‘State and county committees'*) 
and the ASCS Data Systems Field Office. 

(b> State and county committees, the 
ASCS Data 8ysterns Field Office, and rep¬ 
resentatives and employees thereof do 
not have authority to modify or waive 
any of the provisions of the regulations 
in this subpart, as amended or supple¬ 
mented. 

§ 728.4 1975 national wheal allotment. 

Note: The 1975 wheat allotment is set 
out in 39 FR 13889. 

§ 728.1a 1976 national wheat allotment. 

Note: The 1976 wheat allotment is set 
out in 40 FR 16831. 

§ 728.4b 1977 national wheat allotment 

l Reserved] 

I To be issued as an amendment to this 
subpart. J 
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§ 728.5 Apportionment of the 1975— 
1977 national wheat allotment* 
among the several States. 

The national allotment of wheat is 
distributed each year on a pro rata basis 
to the States on the basis of each State's 
allotment for the preceding year, ad¬ 
justed for (a) the administrative transfer 
of farms between States, (b) decreases 
resulting from farms no longer en¬ 
gaged in agricultural production, farms 
dropped from the eminent domain pool, 
farms losing allotment for failure to 
plant, and farms voluntarily relinquish¬ 
ing their allotment, and (e) established 
crop-rotation practices in the States of 
Colorado, Oregon. Utah, and Washing¬ 
ton. State allotments are available for 
Inspection in State and county ASC8 
offices. 

§ 728.6 Apportionment of the 1975— 
1977 State allotments of wheat 
among their respeetive counties. 

The State allotment for wheat, less 
reserves for new farms, appeals and 
corrections, is apportioned each year 
among the counties in the StAte on the 
basis of each county's allotment for the 
preceding year, adjusted for: 

(a) The administrative transfer of 
farms between counties. 

<b) Acreage allocated to new farms 
from the 8tatc reserve, 

(c) Acreage removed from farms no 
longer engaged in agricultural produc¬ 
tion, farms dropped from eminent do¬ 
main pool, farms losing allotment for 
failure to plant, and farms voluntarily 
relinquishing their allotment, and 
<d> Such other relevant factors as 
determined necessary by the State 
committee to establish a fair and equita¬ 
ble apportionment base for the county. 
County allotments are available for In¬ 
spection in the county ASCS office. 

§ 728.7 Farm wheat allotment. 

(a) How obtained. Except as other¬ 
wise provided In this section, the farm 
wheat allotments for each crop of wheat 
shall be determined by the county com¬ 
mittee by apportioning the county wheat 
allotment among farms in the county on 
the basis of the farm wheat allotment 
for the preceding crop, adjusted to re¬ 
flect established crop-rotation practices 
and such other factors as the Deputy 
Administrator determines should be con¬ 
sidered for the purpose of establishing 
a fair and equitable allotment. Allot¬ 
ments determined as set forth in this 
paragraph shall be approved by a rep¬ 
resentative of the 8tate committee. 

(b) New farm allotment— (1) Written 
application. Each year, the county com¬ 
mittee. with the approval of the 8tate 
committee, shall establish a wheat allot¬ 
ment (herein called “new farm allot¬ 
ment”) for each eligible farm for which 
an allotment Is requested in writing by 
July 1 of the year immediately preced¬ 
ing the current year in the winter wheat 
area, and by February 15 of the current 
year in the spring wheat area. The 
spring wheat area shall include any area 
where spring wheat is normally grown. 


even though winter wheat is also grown 
in such area. Each request shall be made 
by the farm owner or operator on Form 
MQ 25, Application for New Farm or 
Producer Allotment or Quota, which 
shall contain statements as to location 
and identification of the farm, name and 
address of the farm operator, and other 
data necessary to enable the county com¬ 
mittee to determine whether the condi¬ 
tions of eligibility prescribed in para¬ 
graph (b) (2) of this section have been 
met. 

<2) Eligibility requirements for owner 
or operator Eligibility for a new farm al¬ 
lotment shall be conditioned upon the 
following: 

(1) Allotment for farm. The farm doe* 
not otherwise qualify for a wheat allot¬ 
ment. 

(ii) Interest in another farm. Neither 
the farm owner nor the farm operator 
owns, has an ownership Interest In, or 
operates any other farm In the United 
States for which a wheat allotment is 
established for the current year. 

(Ill) Previous experience. The appli¬ 
cant has produced wheat in any year 
prior to the year for which the request 
is made for a new farm allotment. 

<iv> Availability of equipment and 
facilities. The operator has adequate 
equlnment and other foclTlttea readllv 
available for the successful production 
of the crop on the farm. 

(y) Income requirement. The operator 
expects to obtain during the current year 
more than 50 percent of his income from 
the production of agricultural com¬ 
modities or rroducts from farming 

<a> Computing operator's income. The 
following shall be considered in comput - 
ing operator's income: 

(1) Income from farming. Income 
from farming shall Include the estimated 
return from the production of the re- 
onested allotment and from home gar¬ 
dens. livestock and livestock product., 
poultry, or other agricultural products 
produced for home consumption or other 
use on the farm(s). but shall exclude 
payments authorized under the wheat 
program. 

(2) Income from non farming. Non- 
farming income shall include but shall 
not be limited to salaries, commission 
pensions, social security payments and 
unemplovment compensation. 

(3) Spouse's income. The spous* 1 '* 
farm and nonfarm income shall be used 
in the computation. 

<6) Operator a partnership. If the op¬ 
erator is a partnership, each partner 
must expect to obtain more than 50 per¬ 
cent of his current year income from 
farming. 

(c) Operator a corporation. If the op¬ 
erator is a corporation, it must have no 
major corporate purpose other than 
ownership or operation of the farm 
Farming must provide Us officers and 
general manager with more than 50 per¬ 
cent of their expected income. Salaries 
and dividends from the corporation shall 
be considered as income from fanning. 

<d) Special provision lor low-incom c 
farmers. The county committee may 


FEDERAL IfCISTIR, VOl. 40, NO. 21 •—-TUESDAY. NOVEMBER 11, 1975 






waive the Income provision* in this sec¬ 
tion provided the county committee de¬ 
termines that the farm operator’s in¬ 
come. from both farm and nonfarm 
sources, will not provide a reasonable 
standard of living for the operator and 
his family, and a State committee rep¬ 
resentative approves such action. In 
waiving the income provisions the 
county committee must exercise good 
judgment to see that such determination 
U reasonable in the light of all pertinent 
factors, and thAt this special provision 
Is made applicable only to those who 
qualify. In making such determination, 
the county committee shall consider 
such factors as size and type of farming 
operations, estimated net worth, esti¬ 
mated gross family farm income, esti¬ 
mated family off-farm Income, number 
of dependents, and other factors affect¬ 
ing the individual’s ability to provide a 
reasonable standard of living for himself 
and his family. 

(3) Eligibility requirements for the 
/arm. The eligibility requirements tor a 
new farm allotment for the farm are as 

follows: 

U) Available land, type of soil, and 
topography . The available land, type of 
soil, and topography of the land on the 
farm must be suitable for wheat produc¬ 
tion, and continuous production must 
not result In an undue erosion hazard. 

<il) Allotment reduced to zero at the 
farm owner’s request. At least 3 years 
must have elapsed from the date the 
farm wheat allotment Is reduced to zero 
at the farm owner's request, as author¬ 
ized In paragraph (c> of this section, to 
the date the request for a new farm 
allotment is considered. 

(Hi) Eminent domain . A farm which 
includes land acquired by an agency hav¬ 
ing the right of eminent domain for 
which the entire wheat allotment was 
pooled pursuant to Part 719 of this chap¬ 
ter, as amended, which is subsequently 
returned to agricultural production, shall 
not be eligible for a new farm allotment 
for a period of 3 years from the date the 
former owner was displaced. 

(iv) Entire allotment designated bp 
owner for a reconstitution. A farm which 
includes land which has no allotment be¬ 
cause the owner did not designate an al¬ 
lotment for such land when the parent 
farm was reconstituted pursuant to Part 
719 of this chapter, as amended, shall not 
be eligible for a new farm allotment for 
a period of 3 years beginning with the 
year in which the reconstitution became 
effective. 

*4) Limitations. (i> Wheat acreage 
planned. The county committee shall 
limit the wheat allotment to the smaller 
of the allotment requested or the wheat 
acreage planned for the farm for the 
first year to which the allotment would 
be applicable. 

<ii) Reserve. The total new farm wheat 
allotments approved in a State In the 
current year shall not exceed a reserve 
established by the State committee of not 
more than 1 percent of the total wheat 
allotments for all farms in the State. No 
part of that 1 percent shall be allocated 
to a farm to reflect new cropland brought 
Into production after November 30. 1970. 
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(iii) Current year wheat acreage. Not¬ 
withstanding any other provision of this 
subpart, if the wheat planted and con¬ 
sidered planted acreage for the year a 
new farm allotment is established is less 
than 90 percent of the allotment, the al¬ 
lotment for such year shall be reduced to 
the acreage planted and considered 
planted to wheat and payments computed 
on the basis of such reduced allotment. 

(5) Cancellation of new farm allotment 
for misrepresentation . If a new farm al¬ 
lotment is established and it la later de¬ 
termined by the county committee that 
the applicant unknowingly furnished in¬ 
complete or inaccurate Information the 
allotment shall be cancelled effective for 
the next crop year. If it is determined 
that the applicant knowingly furnished 
Incomplete or inaccurate Information and 
the State committee concurs In the 
county committee determination, the al¬ 
lotment shall be cancelled as of the date 
issued. 

(c) Reduced allotments. Notwithstand¬ 
ing any other provisions of tills subpart, 
wheat allotments shall be reduced as 
follows: 

(1) Permanent reductions. 

(1) The allotment shall be reduced: 

<a> To the extent requested in writing 

by the farm owner not later than the 
date established by the State committee, 
and 

To the extent acreage of crop¬ 
land on the farm is permanently re¬ 
moved from agricultural production, as 
determined by the county committee. 

<li> If the current year's wheat planted 
and considered planted acreage is less 
than 90 percent of the allotment, the al¬ 
lotment for the succeeding year shall be 
reduced by the percentage by which the 
planted and considered planted acreage 
is less than the allotment for the cur¬ 
rent year, but such reduction shall not 
exceed 20 percent of the allotment. If 
the wheat planted and considered planted 
acreage is zero for three consecutive 
years, the allotment shall be reduced to 
zero. However, no allotment shall be 
reduced or lost through failure to plant 
if all producers elect by September l.of 
the current year to limit the acres for 
deficiency payment to the wheat planted 
and considered planted acreage as pro¬ 
vided in 5 728.15(f). 

(2) Reductions for current year. The 
following reductions shall be made by 
reducing the smallest allotment first and 
continuing in order of the size of the al¬ 
lotment. unless the operator requests in 
writing that the reduction be in a differ¬ 
ent order. 

(i) Reduce feed grain, wheat, and up¬ 
land cotton allotments each year to the 
extent the sum of allotments for all 
commodities exceeds the cropland for the 
farm. 

(ii> Reduce feed grain and wheat al¬ 
lotments each year to the extent the sum 
of feed grain and wheat allotments ex¬ 
ceeds the cropland wiiich. under normal 
conditions, could reasonably be expected 
to produce an allotment crop. 

(illi In the case of a farm participat¬ 
ing in the CAP or CCP, reduce feed grain, 
wheat, and upland cotton allotments 
that are not partially or completely di¬ 
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verted under the CAP or CCP. to Uio 
extent they total more than the number 
of acres of nonconserving crops permit¬ 
ted under the CAP or CCP. 

§ 728.8 County yield*. 

County yields for the current year are 
determined for each wheat-producing 
county in the United States except for 
counties in Alaska and Hawaii, and New 
Hampshire, for which no apparent need 
for such yields exists. The county yield 
for the current year was determined on 
the basis of the average yields per har¬ 
vested acre of wheat for the county for 
the five-year period immediately preced¬ 
ing the year in which such county yield 
was determined. Such yield is deter¬ 
mined by the Statistical Reporting Serv¬ 
ice and adjusted as applicable for ab¬ 
normal weather conditions affecting such 
yields, for trends in yields, and for any 
significant changes in production prac¬ 
tices. The county yields for the current 
year are available for inspection in the 
county ASCS office. 

§ 728.0 Fnriu »irl«f«, 

(») Determining yields. The per acre 
farm yield shall be the county yield, ad¬ 
justed to reflect the farm productivity 
for the commodity ond established in 
accordance with instructions issued by 
the Deputy Administrator. 

(b) Provable yields. Notwithstanding 
the provisions of paragraph (a) of this 
section, if reliable records of the actual 
yield in bushels per acre on the farm 
for each of the five years immediately 
preceding the year in which the yield 
is determined are available to the 
county committee, the yield established 
for the farm shall not be less than the 
average of such yields, with such adjust¬ 
ment as determined necessary to provide 
a fair and equitable yield. If the actual 
yield in any one of the five years imme¬ 
diately preceding the year in which the 
yield is determined is less than two- 
thirds of the average of the actual yields 
for the other four years, the operator or 
other affected producer furnishes a 
signed and dated statement that the low 
yield is the result of a natural disaster, 
and the county committee makes no de¬ 
termination that something other than 
a natural disaster caused the yield to 
be low. 93 percent of the average for the 
other four years shall be used in lieu of 
the average for the five years In estab¬ 
lishing a yield. The operator or other 
affected producer shall report current 
year wheat acreage by filing a Report of 
Acreage ‘herein called "Form 580") if 
the foregoing provisions are to apply to 
any program year for which the five 
year period includes the current year. 

(c) Yield reduction. For the purpose 
determining eligibility for and amount of 
low yield payment os provided in f 728.17 
(b>. the established yield for the farm 
shall be reduced in accordance with in¬ 
structions issued by the Deputy Admin¬ 
istrator to reflect any reduction in the 
current year yield which is due to causes 
other than a natural disaster or condi¬ 
tion beyond the control of the producer, 
such as a change in farming practices. 
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§728.10 Payment rales* 

Payment rates shall be established 
separately for deficiency payment* and 
for disaster payment*. 

(a) Deficiency payment rates. The per 
bushel deficiency payment rate for each 
crop of wheat shall be the amount by 
which the higher of 

(1) The national weighted average 
market price received by farmers for 
wheat during the first five months of the 
marketing year for such crop beginning 
July 1 or 

(2) The national average loan rate 
established for such crop is less than the 
established price of $2.05 per bushel In 
the case of the 1975 crop, $2.05 per bushel 
adjusted to reflect any change during the 
calendar year 1975 in the index of prices 
paid by farmers for production items, in¬ 
terest. taxes, and wage rates in the case 
of the 1976 crop, and the established 
price for the 1976 crop adjusted to re¬ 
flect any change during the calendar 
year 1976 in such index in the case of 
the 1977 crop: Provided, That any in¬ 
crease that would otherwise be made In 
the established price to reflect a change 
In the index of prices paid by farmers 
shall be adjusted to reflect any change 
In: 

(i) The national average yield per acre 
of wheat for the three calendar years 
preceding the year for which the deter¬ 
mination is made, over 

(11) The national average yield per 
acre of wheat for the three calendar 
years preceding the year previous to the 
one for which the determination is made. 

(b) Disaster payment rates. The per 
bushel disaster payment rate shall be 
equal to the larger of the deficiency pay¬ 
ment rate or one-third of the estab¬ 
lished price. The disaster payment rate 
for the 1975 program year is $.68 per 
bushel. 

§ 728.11 Notice of allotment* and y irlda. 

Each operator interested In the wheat 
crop on a farm for which a wheat allot¬ 
ment is established shall be notified in 
writing of the allotment and established 
yield per acre: Provided, That the notice 
shall not be mailed to any producer who 
has filed a written request that he not 
be furnished the notice but It shall be 
filed with the producer’s request in the 
county office. The producer may with¬ 
draw his request at any time; however, 
during the period a request is in effect, 
the producer shall be considered as hav¬ 
ing been timely and correctly notified of 
the contents of this notice. 8uch notices 
will be on Form ASCS-476, Notice of 
Allotments and Yields (herein called 
“Form 476"). 

§ 728.12 Rcron*tilution of farm*. 

Farms shall be reconstituted and wheat 
allotments established therefor In ac¬ 
cordance with Part 719 of this chapter 
as amended. Yields for farms which are 
reconstituted after yields arc originally 
established shall be determined as 
follows: 

(a) Combination . Multiply the allot¬ 
ment by the yield for each parent farm, 
and divide the sum of the result* for all 
parent farms by the sum of allotment* 
on the parent farms. 
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<b> Division. Determine a yield in ac¬ 
cordance with ! 728 9. The weighted 
average yields for all the farms resulting 
from the division arc limited to the yield 
for the parent farm, except for rounding. 

§ 728.13 Requirement* for t ,r °g ram 
participation. 

(a) General A person is eligible for 
the program If he is a producer on a farm 
which meets the requirements of para¬ 
graph (b) of this section and he fulfills 
the requirement* of paragraph (c) of 
this section. 

(b) Farm requirements. (1) For dis¬ 
aster payment*, a Form 680 and an Ap¬ 
plication for Disaster Credit (herein 
called “Form 574") shall be filed by the 
operator of an eligible farm with the 
office of the county committee having 
jurisdiction over the county where the 
farm Is located. He shall aLso file a Rec¬ 
ord of Acreages. Production, and Disposi¬ 
tion (herein called ’ Form 658”) when the 
information thereon is needed for pro¬ 
gram determinations. These forms shall 
be filed within the period authorized by 
the Deputy Administrator. 

(2) In the case of any farm participat¬ 
ing in the CAP or CCP. the acreage of 
wheat and other nonconserving crops 
shall not exceed the number of acres of 
nonconserving crops permitted under the 
CAP or CCP. 

(3) Land owned by the Federal Gov¬ 
ernment shall be Ineligible for participa¬ 
tion in the program if it is occupied with¬ 
out a lease, permit, or other right of pos¬ 
session. 

(4) Producers on a farm acquired for 
future development for purposes other 
than agricultural production shall not be 
eligible for participation in the program, 
unless the county committee determines 
that the farm Is actively engaged in the 
production of crops for harvest other 
than hay, sod. ornamentals, or Umber. 

<c> Producer eligibility requirements . 

(1) The producer must be a person 
who as landowner, landlord, tenant, or 
sharecropper, shares In the wheat pro¬ 
duced in the current year (or the pro¬ 
ceeds therefrom) on a farm meeting the 
requirement* of paragraph (b) of this 
section or would have shared if wheat 
had been produced on such farm In the 
current year. 

(2) A minor will be eligible to partici¬ 
pate in the program only if: 

<i> The right of majority has been con¬ 
ferred on him by court proceedings; 

(11) A guardian has been appointed to 
manage his property and the applicable 
documents are signed by the guardian; 
or 

(ill) A bond is furnished under which a 
surety guarantees to protect the Com¬ 
modity Credit CorporaUon from any loss 
Incurred for which the minor would be 
liable had he been an adult. Notwith¬ 
standing the foregoing, payment may be 
made to a minor after December 31 of 
the current year upon a determination 
by the county committee that the minor 
ha* met the requirements of the pro¬ 
gram. 

fi 728.14 Drtrrmination of roinplianrf, 

(a) Determination of the acreage de¬ 
voted to wheat and other annual non¬ 


conserving crops shall be made In ac¬ 
cordance with Part 718 of this chapter, 
as amended. 

<b> A representative of the county 
committee or the State committee or any 
authorized representative of the Secre¬ 
tary shall have the right at any reason¬ 
able time to enter a farm, concerning 
which representations have been made 
on any forms filed under the program, in 
order to measure the acreage planted to 
wheat and other annual nonconacrvhu; 
crops, to examine any records pertaining 
thereto, and otherwise to determine the 
accuracy of a producer's representation 
and the performance of his obligation 
under the program. 

§ 728.15 General payment pro* i* ion*. 

(a) Issuance . Payment* of any 
amounts due the producers on a farm 
shall be made only after they sign an 
Application for Payment (herein called 
'•Form 516”). and the payment* are ap¬ 
proved by the county committee or by 
an authorized representative thereof. A 
Form 516 signed after May 1 of the year 
following the current year shall not be 
accepted by the county committee unle*? 
prior approval of the State committee is 
obtained. 

<b) Failure to fully comply. Except ns 
otherwise provided herein and in Pan 
791 of this chapter, as amended, pay¬ 
ment shall not be made for a farm or to 
a producer when there Is failure to com¬ 
ply fully with the regulations contained 
in this subpart. and in Part 718 of this 
chapter. 

(c) Payment due producer . Subject to 
the provisions of the payment limitation 
regulations In Part 795 of this chapter 
as amended, the total earned payment 
due each eligible producer under the pro¬ 
gram shall be determined by multiplyiiv 
the total earned payment for the farm by 
the producer's share of such payment, 

<d> Payment declined . If a producer 
declines to accept all or any part of his 
share of the payment computed for a 
farm In accordance with the provision 1 
of this section, such payment or portion 
thereof shall not become available for 
any other producer on the farm. 

(e) Idle farms. Producers on a farm 
not used tor the commercial production 
of crops or livestock on cropland, or 
from which only sod, ornamentals, or 
timber are harvested, shall not be eligible 
for program payments when the wheat 
allotment Is preserved with vegetative 
cover as authorized by the regulations In 
Part 719 of this chapter, as amended. 

it) Allotment protection . Producer: 
otherwise eligible for payment may elect 
by September 1 of the current year to 
limit the acres for deficiency payment to 
the wheat planted and considered 
planted acreage In order to protect the 
wheat allotment from reduction due to 
failure to plant 

<g) Unearned payments. Payments to 
any producer which exceed the total 
payment he earns under the program 
with respect to any farm shall be re¬ 
funded to the Commodity Credit Corpo¬ 
ration and, if for any reason such earned 
payment is zero, he shall pay Interest at 
the rate of 6 percent per annum on the 
amount of the refund from the Issue 
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dates of the sight drafts to the date the 
payments are refunded. The provisions 
of the foregoing sentence requiring the 
payment of Interest when no payment Is 
earned shall not apply If the producer 
earns any feed grain or upland cotton 
payments for the farm or receives an 
unearned payment through no fault of 
his. 

§ 728,16 Deficiency payment*. 

(a) Deficiency payments shall be 
terminated by multiplying the allotment 
by the farm yield established as provided 
in S 728.9 and by the per bushel rate 
determined In accordance with $ 728.10 
(a) ; Provided, That no deficiency pay¬ 
ment shall be made for any part of the 
allotment times the yield for which a 
disaster payment is made. 

(b) Deficiency payments win be made 
to producers as soon as practicable after 
December 1 of the current yean 

§ 728.17 Diwwtfr payments 

Producers may qualify for disaster 
payments only when the county commit¬ 
tee determines that prevented planting 
or a low yield as hereinafter described In 
this section occurs because of drought, 
flood, or other natural disaster or con¬ 
dition beyond the control of the pro¬ 
ducer. Disaster payments shall be made 
as soon as practicable after the disaster 
Is reported, the extent of crop loss is de¬ 
termined, and payment is approved. 

(a) Prevented plan ting (1) The acre¬ 
age for prevented planting payments 
shall be determined by grouoing the 
farm*3 wheat and feed grain allotments 
together and shall equal the smaller of: 

(1) The acreage of annual noncon¬ 
serving crops the producer is prevented 
from planting, or 

(ill The amount that the sum of feed 
grain and wheat allotments exceeds the 
total acreage of annual nonconserving 
crops, excluding acreage within the ap¬ 
plicable allotment of commodities other 
than feed grains and wheat, acreage dis¬ 
regarded for low yield purposes accord¬ 
ing to paragraph (bXlXl) thru (111) 
of this section, and failed upland cotton 
acreage which could have been replanted 
but was not. 

(2) Prevented planting payments shall 
be determined by : 

(0 Crediting the acreage for payment 
first to the underplanting of the allot¬ 
ment for the crop with the highest per 
acre payment rate and continuing in 
order of the size of the payment rate, 
but limiting the acreage credited to feed 
Rrains to the total feed grain under- 
planting. 

<ii> Reducing the acreage otherwise 
c redited to each crop by the acreage 
of that crop disregarded for low yield 
purposes according to paragraph <b> 
*1> (1) thru (ill) of this section. 

<lii) Multiplying the acreage credited 
to each feed grain by the applicable yield 
established as provided In §775.9 and 
by the applicable per bushel rate deter¬ 
mined In accordance with 1 775.10(b). 

ib) Low yields. (1) For the purpose of 
determining eligibility for low yield pay¬ 
ments and the total acreage on which 
such payments will be made, the “dls- 
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aster allotment" for wheat means the 
effective allotment for wheat adjusted 
downward to the extent it Is under¬ 
planted or adjusted upward to the extent 
It is overplanted as a substitute for 
underplanted feed grain allotment 
established for the farm: Provided. 
That such adjustment shall disregard 

(1) Barley or wheat acreage desig¬ 
nated solely for grazing or non-feed use 
in accordance with Instructions Issued 
by the Deputy Administrator, (ii) failed 
feed grain or wheat acreage which could 
have been replanted but was not, (111) 
barley or wheat acreage planted to a 
variety bred to produce no grain, and 
(lv) feed grain or wheat acreage desig¬ 
nated solely for wildlife use in accord¬ 
ance with Instructions issued by the 
Deputy Administrator. 

(2) For low yield payment purposes, 
the county committee shall disregard 
the production from the disregarded 
acreage as well as production from acre¬ 
age in excess of the disaster allotment 
which is mechanically destroyed without 
feed benefit prior to the time meet of 
the wheat in the area has headed. 

(3) A farm shall not be deemed to have 
suffered a loss which qualifies it for a 
low yield payment unless the current 
year production of wheat Is less than the 
dLsaster allotment multlpled by the yield 
established as provided In 9 728.9 and by 
a factor determined by dividing the 10- 
year average county yield by the county 
yield referred to in § 728.8 and multiply¬ 
ing the result by two-thirds: Provided . 
That If county yields are available for less 
than 10 years the factor shall be based 
on the number of years available. No 
county factor shall exceed 0.6687. A farm 
may qualify for a low yield payment even 
though it does not qualify under the fore¬ 
going provision if (1) the provisions of 
§ 728.9(c) do not result In a reduction in 
the established yield and (11) the current 
year production is less than two-thirds 
of what the production would be If com¬ 
puted by multiplying the disaster allot¬ 
ment by one of the following: 

(1) The smaller of the yield established 
as provided in 9 728.9 or the actual unad¬ 
justed average yield for the preceding 
five years. 

(ID The yield established as provided in 
§ 728.9 and: 

(a) There is convincing proof that the 
loss was due to a sudden and identifiable 
destruction of the crop. 

(b> Part of the acreage is substantially 
unaffected t/ the disaster, all of which 
averages at least two-thirds of the estab¬ 
lished yield, and the county committee 
determines that but for the disaster the 
per acre yield for the farm would have 
been at least two-thirds of the estab¬ 
lished yield, and 

(c) Payment is approved In writing 
by a representative of the State 
committee. 

(4) The wheat production fron. acre¬ 
age not harvested shall be appraised and 
added to the actual production for the 
purpose of determining eligibility for 
and amount ot low yield payments, in 
accordance with instructions issued by 
the Deputy Administrator. 
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(5) Any wheat acreage destroyed with¬ 
out opportunity for appraisal for which 
the production was not excluded in para¬ 
graph <b) (2) of this section shall be 
charged with the larger of the estab¬ 
lished yield or the per acre yield from 
the harvested acres. 

(6) Low yield payments shall be deter¬ 
mined by multiplying the disaster allot¬ 
ment by the yield established as provided 
In 9 728.9, subtracting the determined 
production therefrom, and multiplying 
the result by the applicable per bushel 
rate determined In accordance with 
§ 728.10(b). 

§ 728.18 Division of payments and ad¬ 
ditional provisions relating to ten¬ 
ants and sharecroppers. 

The regulations relating to the division 
of payments and additional provisions 
relating to tenants and sharecropper- ore 
set forth in Part 794 of this chapter, as 
amended. 

§ 728.19 Sueees«ors-in interest. 

(a) In the case of the death. Incom¬ 
petency, or disappearance of any pro¬ 
ducer whose name appears on Form 516, 
the payment due him shall be made to his 
successor as determined In accordance 
with the regulations In Part 707 of this 
chapter, as amended. 

<b) When any person who had an in¬ 
terest as a producer of wheat or would 
have had an Interest as a producer if 
wheat had been produced (herein called 
"predecessor**) Is succeeded on the farm 
by another producer (herein called "suc¬ 
cessor**) after Form 516 has been filed, 
the payment to the predecessor and suc¬ 
cessor shall be divided between them on 
such basis as they agree Is fair and 
equitable. If such persons are unable to 
agree to a division of the payment, a fair 
and equitable division shall be deter¬ 
mined by the county committee. 

(c) In any case where any payment 
due any successor producer has previ¬ 
ously been paid to the producer who filed 
Form 516, such payment shall not be paid 
to the successor producer unless It Is re¬ 
covered from the producer to whom it 
has been paid or payment is authorized 
by the Deputy Administrator. 

§ 728.20 MiftreprrM'iitation om! (trhente 
or dev ire. 

(a) A producer who Is determined by 
the county committee or the State com¬ 
mittee to have erroneously represented 
any fact affecting a program determina¬ 
tion shall not be entitled to payments 
under the program for the farm with re¬ 
spect to which the representation was 
made and shall refund to the Commodity 
Credit Corporation the payments re¬ 
ceived by him with respect to such farm. 

<b> A producer who Is determined by 
the State committee, or the county com¬ 
mittee with the approval of the State 
commltee, to have knowingly (1) adopted 
any scheme or device which tends to de¬ 
feat the purpose of the program, <2> 
made any fraudulent representation, or 

(3) misrepresented any fact affecting a 
program determination shall not be en¬ 
titled to payments for any farm under 
the program and shall refund to the 
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Commodity Credit Corporation oil pay¬ 
ments received by him with respect to 
the program. 

(c) The provisions of this section shall 
be applicable In addition to any liability 
under criminal and civil fraud statutes. 

§ 7211.2 1 Setoff* and anignnKna. 

<a) Producer indebtedness. The reg¬ 
ulations Issued by the Secretary govern¬ 
ing setoffs and withholdings. Part 13 of 
tills chapter, as amended, shall be appli¬ 
cable to this program. 

<b) Assignments. Payments may be 
assigned only to the Farmers Home Ad¬ 
ministration In accordance with Instruc¬ 
tions Issued by the Deputy Adminis¬ 
trator. 

fi 7211.22 Appeal*. 

A producer may obtain reconsideration 
and review of determinations made un¬ 
der this subpart In accordance with the 
Appeal Regulations. Part 780 of this 
chapter, as amended. 

t 728.23 Performance bated upon ad¬ 
vice or action of county or State com¬ 
mittee. 

The provisions of Part 790 of this 
chapter, os amended, relating to per¬ 
formance based upon action or advice of 
an authorized representative of the Sec¬ 
retary shall be applicable to this subpart. 

S 728.24 Supervisory authority of State 
committee. 

The State committee may take any 
action required by these regulations 
which has not been taken by the county 
committee. The State committee may 
also (a) correct.* or require a county 
committee to correct, any action token by 
such county committee which is not In 
accordance with the regulations of this 
subpart, or <b) require a county com¬ 
mittee to withhold taking any action 
which is not in accordance with the regu¬ 
lations of this subpart. 

S 728.25 LMrgnlion of authority. 

No delegation herein to a State or 
county committee shall preclude the Ad¬ 
ministrator. ASC8 or his designee, from 
determining any question arising under 
the program or from reversing or modi¬ 
fying any determination made by a State 
or county committee. 

Effective date . It Is essential that the 
foregoing regulations governing the 
Wheat Program for Crop Years 1975- 
1977 be mode effective as soon as pos¬ 
sible. It is hereby found and determined 
that compliance with the notice and pub¬ 
lic procedure provisions of 5 U.S.C. 553 
Is Impracticable and contrary to the pub¬ 
lic interest Accordingly, these regula¬ 
tions shall become effective November 11. 
1975. 

Signed at Washington, D.C., on No¬ 
vember 3, 1975. 

E. J. Person, 

Acting Administrator , Agricul¬ 
tural Stabilization and Con¬ 
servation Service. 

|FB D©c.75-3C378 Filed 11-10-75:8:46 am| 
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SUBCHAPTER C—SPECIAL PROGRAMS 

PART 775—FEED GRAINS 

Feed Grain Program for Crop Years 
1975-1977 

On July 17, 1974. a notice of proposed 
rulemaking regarding determinations 
with respect to the 1975 crop of feed 
grains was published In the Federal Reg¬ 
ister (39 FR 26159). Interested persons 
were invited to submit written data, 
views, and recommendations regarding 
the determinations within 30 days. The 
comments and recommendations received 
have been duly considered. 

This subpart, which is issued pursuant 
to the Agricultural Act of 1949, as 
amended by the Agricultural Act of 1970. 
Public Law 91-524. 84 SUt 1358. and by 
the Agriculture and Consumer Protection 
Act of 1973 Public Law 93-86. 87 8tat, 
230. and Public Law 93-228. 87 8tat. 944. 
supersedes for the crop years 1975-1977 
the regulations governing the F'eed Grain 
Program for Crop Years 1974-1977. PR 
25633. as amended. This subpart, which 
incorporates the provisions of the exist¬ 
ing regulations with the following prin¬ 
cipal changes, sets forth the conditions 
under which feed grain producers may 
qualify for program benefits: 

(1) No Intention to participate in the 
program is filed. Producers report dis¬ 
asters when they occur, report crop acre¬ 
ages as necessary for program adminis¬ 
tration. and apply for any applicable 
payments. 

(2) All acreage planted to feed grains 
Is defined as feed grain acreage and con¬ 
sidered to be nonconserving. There is pro¬ 
vision for excluding part of the acreage 
for low yield disaster payment purposes 
in such instances as when the acreage 
is planted solely for pasture or nonfeed 
use or is in excess of the allotment and is 
timely destroyed without feed benefit. 

(3) Allotments are adjusted for low 
yield payment purposes to reflect under- 
planting and tlie substitution of feed 
grains for wheat. 

<4) Feed grain payments are computed 
separately from wheat and upland cot¬ 
ton payment*. 

<5) Disaster payments are made for 
feed grains only when feed grains in total 
have suffered a production loss and are 
computed on the bushels lost 
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AuTHoamr: The provisions of this subpart 
issued under aec. 105, 87 Stat. 230. 7 VS.C 
1441 note. 

§ 775.1 General. 

(a) The regulation* in this subpart 
provide terms and conditions for the feed 
grain programs for the 1975 through 1977 
crops of feed grains, respectively, under 
which producers on farms for which an 
allotment Is established for corn, grain 
sorghum, or barley (herein called "‘feed 
grains'*) may qualify for payments au¬ 
thorised under the program. 

(b) Producers who meet the eligibility 
requirements In S 775.13(c) may qualify 
for payments. 

<c) In accordance with section 101 of 
the Agricultural Act of 1970, as amended 
and the regulations in Part 795 of this 
chapter, as amended, the total amount, 
of payments which a person shall be en¬ 
titled to receive annually under the feed 
grain program, the wheat program, and 
the upland cotton program shall not ex¬ 
ceed $20,000. 

(d) In accordance with the regulation* 
in Part 796 of this chapter, payments 
are prohibited to program participants 
who harvest or knowingly permit to be 
harvested for illegal use marihuana or 
other such prohibited drug-producin. 
plants on any part of the lands owned 
or controlled by them. 

<e) The program is applicable 
throughout the United 8tates except 
Alaska and Hawaii. 

S 775-2 Definition*. 

In the regulations in this subpart and 
in all instructions, forms, and documents 
in connection therewith, the words and 
phrases defined in this section shall have 
the meaning assigned to them herein 
unless the content or subject matter 
otherwise requires. 

(a) “Annual nonconserving crop* 
means any annual crop Intended for 
harvest or utilized in any feed form ex¬ 
cept for the following: 

(1) Grasses, regardless of use, includ¬ 
ing sweet sorghum, millet, and sudan 
grass. 

12) Legumes, other than peas or beam 
produced for seed, grain, or processing 
(3) Immature small grains (other 
than barley or wheat) destroyed by any 
means or used for other than grain* 
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(b) ‘‘Barley acreage” means: 

(1) Any acreage planted to barley, and 
any acreage of volunteer barley which 
to harvested as grain 

<2) Any acreage devoted to a mixture 
of crops if the county committee deter¬ 
mines that the predominant crop Is bar¬ 
ley and such acreage meets the require¬ 
ments of subparagraph < 1 ) of this para¬ 
graph os being barley acreage. 

(c) “Corn acreage” means: 

<1> Any acreage planted to Held corn 
or sterile htgh-sugar corn. 

(2) Any acreage devoted to a mixture 
of crops If the county committee deter¬ 
mines that the predominant crop Is corn 
and such acreage meets the require¬ 
ments of subparagraph (1) of this para¬ 
graph as being com acreage. 

<d) “Conservation Reserve Program” 
(herein called CRP' means the program 
authorized under the 8oil Bank Act. as 
amended. Part 750 of this chapter, as 
amended. 

(€> “Cropland Adjustment Program” 
(herein called CAP) means the program 
authorised under Title VI of the Food 
and Agriculture Act of 1965, as amended. 
Part 751 of this chapter, as amended. 

(1) “Cropland Conversion Program” 
herein called CCP) means the program 
authorized under section 16(e) of the 
Soil Conservation and Domestic Allot¬ 
ment Act. as amended. Part 751 of this 
chapter, as amended. 

(g) “Current year” means the calendar 
year In which the feed grain crop with 
respect to which payment may be made 
under this subpart would normally be 
harvested* 

ih) “Feed grain acreage” means the 
sum of the com. grain sorghum, and 
barley acreages on the farm. 

(1) “Feed grain planted and consid¬ 
ered planted acreage” means the sum 
of the com, grain sorghum, and barley 
acreages as defined In paragraphs <b>, 
(c). and (J) of this section, and: 

(1) Any acreage which the county 
committee determines was not planted 
to feed grains because of drought, flood, 
or other natural disaster or condition 
beyond the control of the operator; 

(2) Any acreage credited as feed grain 
acreage (except for new farms) under 
the provisions of Part 719 of this chap¬ 
ter, as amended; 

(3) Any acreage which Is planted and 
considered planted to wheat under Part 
728 of this chapter, as amended. In ex¬ 
cess of the allotment and which Is not 
credited to cotton: Provided. That wheat 
In excess of the allotment shall not be 
considered as planted to feed grains for 
purposes of « 775.7(d) (4> (ill); 

<4> Any acreage which Is planted and 
considered planted to cotton under Part 
(22 of this chapter as amended. In ex¬ 
cess of the allotment and which Is not 
credited to wheat; Provided. That cot- 
Jon in excess of the allotment shall not 
be considered as planted to feed grains 
107 Purposes of f 775 7(d) (4) (HI); 

c 5) Any other acreage which Is planted 
Jo annual nonconserving crops or which 
tne county committee determines was 
not planted because of drought, flood, or 


other natural disaster or condition be¬ 
yond the control of the operator, exclud¬ 
ing acreage of allotment crops within the 
applicable allotment, and which is not 
credited to cotton or wheat: Provided . 
That such nonconserving crops shall not 
be considered as planted to feed grains 
for purposes of f 775.7(d) (ill); and 

(6) An acreage (except for new farms) 
equal to the amount that a feed grain 
allotment Is reduced for the current 
year as provided in | 775.7(e) (2). 

(J) “Grain sorghum acreage" means: 

(1) Any acreage planted to grain sor¬ 
ghums of a feed grain or dual purpose 
variety (including any cross which, at 
all stages of growth, has most of the 
characteristics of a feed grain or dual 
purpose variety). 

(2) Any acreage devoted to a mixture 
of crops If the county committee deter¬ 
mines that the predominant crop is 
grain sorghums and such acreage meets 
the requirements of subparagraph d) of 
this paragraph as being gram sorghum 
acreage. 

(k) “Great Plains Conservation Pro¬ 
gram" means the program authorized 
under section 16(b) of the Soil Conser¬ 
vation and Domestic Allotment Act, as 
amended, Part 601 of this title, ns 
amended. 

(l) “Total feed grain allotment” means 
the sum of the feed grain allotments 
established for corn, grain sorghums, and 
barley for the farm, except that each 
allotment shall be excluded that Is par¬ 
tially or completely diverted under the 
CAP or CCP. 

(m) “Upland Cotton Program” means 
the program authorized under Title VT of 
the Agricultural Act of 1970. Part 722 of 
this chapter, as amended. 

(n) “Wheat Program" means the pro¬ 
gram authorized under TlUe IV of the 
Agricultural Act of 1970. Part 726 of this 
chapter, as amended. 

(o) In the regulations tn this subpart 
and In an Instructions, forms and docu¬ 
ments In connection therewith, ail other 
words and phrases shah have the mean¬ 
ings assigned to them tn the regulations 
governing reconstitution or farms and 
allotments. Part 719 of this chapter, as 
amended. 

§ 775.3 AdminUtrallon. 

(a) The program will be administered 
under the general supervision of the Ad¬ 
ministrator. Agricultural Stabilisation 
and Conservation 8ervlce (ASC8), and 
shall be carried out in the field by Agri¬ 
cultural Stabilization and Conservation 
State and county committees cherein 
called “State and county committees”) 
and the A8CS Data Systems Field Office. 

(b) State and county committees, the 
ASCS Data Systems Field Office, and 
representatives and employees thereof 
do not have authority to modify or waive 
any of the provisions of the regulations 
in this subpart, as amended or supple¬ 
mented. 

§ 7734 1975 national ferd grain allot, 

mrnt. 

The 1975 national feed grain allot¬ 
ments are set out In 39 FR 44403. 
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§ 775.4a 1976 national feed grain allot¬ 

ment (Kfirnrd) 

ITo be issued as an amendment to this 
subpart.1 

§ 775.4b 1977 national feed grain allot¬ 

ment (RcMTVfd] 

[To be issued as an amendment to this 
subpart.) 

§ 775.5 K«utili«hnifnt of the 1975— 
1977 State feed grain allotments. 

The 1975-1977 State feed grain allot¬ 
ments are established each year by ap¬ 
portioning the national feed grain allot¬ 
ment to the States on the basis of each 
State’s feed grain allotment established 
for the preceding year, adjusted for (a) 
the administrative transfer of farms be¬ 
tween States. <b) decreases resulting 
from farms no longer engaged In agricul¬ 
tural production, farms dropped from 
the eminent domain pool, farms losing 
allotment for failure to plant, and farms 
voluntarily relinquishing their allot¬ 
ment, and (c) Increases resulting from 
acreage allocated to old feed grain farms 
from the national feed grain pool State 
feed grain allotments are available for 
inspection In State and county ASCS 
offices. 

§ 775.6 EffVahlbftment of thr 1975- 
1977 county feed grain allotments. 

The 1975-1977 county feed grain al¬ 
lotments are established eacl year by 
apportioning each State's feed grain al¬ 
lotment (less reserves of not to exceed 1 
per centum of the State feed grain allot¬ 
ment for new farms and reserves for ap¬ 
peals and corrections) among the coun¬ 
ties In the State on the basis of each 
county's feed grain allotment established 
for the preceding year, adjusted for (a) 
the administrative transfer of farms be¬ 
tween counties, (b) acreage allocated to 
new farms from the State reserve, (c) 
acreage removed from farms no longer 
engaged in agricultural production* 
farms dropped from the eminent do¬ 
main pool, farms losing allotment for 
failure to plant, and farms voluntarily 
relinquishing their allotment, and <dl 
such other relevant factors as deter¬ 
mined necessary by the State committee 
to establish a fair and equitable appor¬ 
tionment base for the county. County 
feed grain allotments are available for 
Inspection tn the count/ ASCS offices. 

§ 775.7 Farm feed grain allotment. 

(a) How obtained. Except as otherwise 
provided in this section, the farm allot¬ 
ment for each crop of the commodities— 
com. grain sorghums, and barley—shall 
be the average of the 1959 and 1960 acre¬ 
ages of the commodity produced on the 
farm, based upon information available 
to the county committee, as adjusted by 
the county committee to correct for ab¬ 
normal (actors affecting production, and 
to give due consideration to tillable acre¬ 
age. crop-rotation practices, types of soil 
soil and water conservation measures, 
and topography. On farms with recog¬ 
nized history or irrigated and nonirri- 
gaied feed grain acreage in the base pe¬ 
riod for establishing yields, the allotment 
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for each applicable commodity shall be 
established separately for the Irrigated 
acreage and for the nonlrrigated acre¬ 
age. Separate allotments for irrigated 
acreage and for nonlrrigated acreage 
shall not be established for forms where 
irrigation is used only in drier years. Al¬ 
lotments determined as set forth In this 
paragraph shall be approved by a rep¬ 
resentative of the State committee. 

<b) Adjustment authorized by Admin¬ 
istrator. The Administrator, A8CS, may, 
upon request of the State committee, au¬ 
thorize the 8tate committee to adjust any 
feed grain allotment for farms within 
the State to the extent necessary to es¬ 
tablish fair and equitable feed grain al¬ 
lotments within such State. 

(c) Farms with no J9S9 and I960 his¬ 
tory. A farm shall not qualify for pay¬ 
ments under the program If there was no 
feed grain acreage on the farm In 1959 
and 1960 unless <1> cropland on the farm 
was in the conservation reserve program 
or the great plains conservation program 
during one or both of the years 1959 and 
1960 and either the conservation reserve 
program contract or the great plains 
conservation program contract is no 
longer in effect for all or part of such 
land, <2> one or more feed grains were 
grown in 1957 or 1958 and a feed grain 
allotment was established in accordance 
with 8 775.212(c) <2) of the 1963 feed 
grain program regulations, or (3) a new 
farm allotment is established for the 
current year in accordance with para¬ 
graph (d) of this section or In a pre¬ 
vious year under a comparable provision 
of the feed grain program regulations. 

(d) New farm allotment. —(1) Written 
application. Each year, the county com¬ 
mittee. with the approval of the State 
committee, shall establish a feed grain 
allotment (herein called "new farm al¬ 
lotment-) for each eligible farm for 
which an allotment is requested in writ¬ 
ing by February 15 of the current year. 
Each request shall be made by the farm 
owner or operator on Form MQ-26, Ap¬ 
plication for New Farm or Producer Al¬ 
lotment or Quota, which shall contain 
statements as to location and identifica¬ 
tion of the farm, name and address of 
live farm operator, and other data neces¬ 
sary to enable the county committee to 
determine whether the conditions of eli¬ 
gibility prescribed In paragraph <d) (2) 
of this section have been met. 

(2) Eligibility requirements tor owner 
or operator. Eligibility for a new farm 
allotment shall be conditioned upon the 
following: 

(I) Allotment for farm. The farm does 
not otherwise qualify for a feed grain al¬ 
lotment. 

<ii> Interest in another farm . Neither 
the farm owner nor the farm operator 
owns, has an ownership interest in. or 
operates any other farm In the United 
8tates for which a feed grain allotment 
is established for the current year. 

(iii) Availability of equipment and fa¬ 
cilities. The operator has adequate equip¬ 
ment and other facilities readily avail¬ 
able for the successful production of the 
crop on the farm. 
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(lv) Income requirement. The opera¬ 
tor expects to obtain during the current 
year more than 50 percent of his income 
from the production of agricultural com¬ 
modities or products from farming. 

(a) Computing operator's income. The 
following shall be considered in comput¬ 
ing operator’s Income: 

(1) Income from farming. Income 
from farming shall Include the estimated 
return from the production of the re¬ 
quested allotment and from home gar¬ 
dens. livestock and livestock products, 
poultry, or other agricultural products 
produced for home consumption or other 
use on the farm(s), but shall exclude 
payments authorized under the feed 
grain program. 

(2) Income from nonfarming. Non¬ 
farming income shall include but shall 
not be limited to salaries, commissions, 
pensions, social security payments and 
unemployment compensation. 

<J) Spouse's income. The spouse’s 
farm and nonfarm income shall be used 
in the computation. 

(b) Operator a partnership. If the op¬ 
erator is a partnership, each partner 
must expect to obtain more than 50 per¬ 
cent of his current year Income from 
farming. 

(c) Operator a corporation. It the 
operator is a corporation, it must have 
no major corporate purpose other than 
ownership or operation of the farm. 
Farming must provide its officers and 
general manager with more than 50 per¬ 
cent of their expected income. Salaries 
and dividends from the corporation shall 
be considered as income from farming. 

(d) Special provision for low-income 
farmers. The county committee may 
waive the income provisions in this sec¬ 
tion provided the county committee de¬ 
termines that the farm operator’s in¬ 
come. from both farm and nonfarm 
sources, will not provide a reasonable 
standard of living for the operator and 
his family, and a State committee rep¬ 
resentative approves such action. In 
waiving the income provisions the county 
committee must exercise good Judgment 
to see that such determination is reason¬ 
able in the light of all pertinent factors, 
and that this special provision is made 
applicable only to those who qualify. In 
making such determination, the county 
committee shall consider such factors as 
size and type of farming operations, 
estimated net worth, estimated gross 
family form Income, estimated family 
off-farm income, number of dependents, 
and other factors affecting the individ¬ 
ual’s ability to provide a reasonable 
standard of living for himself and his 
family. 

<3) Eligibility requirements for the 
farm. The eligibility requirements for a 
new farm allotment for the farm are as 
follows: 

(I) Available land, type of soil, and 
topography. The available land, type of 
soil, and topography of the land on the 
farm must be suitable for the production 
of the commodity, and continuous pro¬ 
duction must not result In an undue 
erosion hazard. 


<ii) Allotment reduced to zero at the 
farm owner's request. At least 3 years 
must have elapsed from the date the 
farm feed grain allotment is reduced to 
zero at the farm owner’s request, as au¬ 
thorized in paragraph <e) of this section, 
to the date the request for a new farm 
allotment is considered. 

fill) Eminent domain. A farm which 
includes land acquired by an agency 
having the right of eminent domain for 
which the total feed grain allotment was 
pooled pursuant to Part 719 of this chap¬ 
ter, as amended, which is sub s e q u ently 
returned to agricultural production, 
shall not be eligible for a new farm allot¬ 
ment for a period of 3 years from the 
date the former owner was displaced 

(iv) Entire allotment designated by 
owner for a reconstitution. A farm which 
includes land which has no allotment 
because the owner did not designate an 
allotment for such land when the parent 
farm was reconstituted pursuant to Part 
719 of this chapter, as amended, shall not 
be eligible for a new farm allotment for 
a period of 3 years beginning with the 
year in which the reconstitution became 
effective. 

(4) Limitations —(1) Feed grain acre¬ 
age planned. The county committee 
shall limit the new feed grain allotment 
to the smaller of the allotment requested 
or the feed grain acreage planned for the 
farm for the first year to which the allot¬ 
ment would be applicable. 

(11) Reserve. The total new farm feed 
grain allotments approved in a State in 
the current year shall not exceed a re¬ 
serve established by the State committee 
of not more than 1 percent of the total 
feed grain allotments for all farm? in 
the State. No part of that l percent shall 
be allocated to a farm to reflect new 
cropland brought Into production after 
November 30, 1970. 

(Iii) Currenf year feed grain acreage 
Notwithstanding any other provision of 
this subpart, if the feed grain planted 
and considered planted acreage for the 
year a new farm allotment is established 
Is leas than 90 percent of the allotment, 
the allotment for such year shall be re¬ 
duced to the acreage planted and consid¬ 
ered planted to feed grains and pay¬ 
ments computed on the basis of such 
reduced allotment. Allotments by com¬ 
modities for the succeeding year shall be 
established in proportion to the acreage 
devoted to each feed grain in the prior 
year. 

(5) Cancellation of new farm allot¬ 
ment for misrepresentation . If a new 
farm allotment is established and it is 
later determined by the county commit¬ 
tee that the applicant unknowingly fur¬ 
nished incomplete or Inaccurate infor¬ 
mation the allotment shall be canceled 
effective for the next crop year. If it is 
determined that the applicant knowingly 
furnished incomplete or inaccurate in¬ 
formation and the 8tate committee con¬ 
curs in the county committee determina¬ 
tion. the allotment shall be canceled a* 
of the date Issued. 

(e) Reduced allotments. Notwith¬ 
standing any other provisions of thi> 
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r.ubpart, feed grain allotments shall be 
reduced as follows: 

(1) Permanent reductions. (1) The al¬ 
lotment shall be reduced: 

i A) To the extent requested In writ¬ 
ing by the farm owner not later than the 
date established by the State committee, 
and 

<B> To the extent acreage of cropland 
on the farm is permanently removed 
from agricultural production, as deter¬ 
mined by the county committee. 

(U) If the current year s feed grain 
planted and considered planted acreage 
Is less than 90 percent of the total feed 
grain allotment, the feed grain allotment 
for the succeeding year shall be reduced 
by the percentage by which the planted 
and considered planted acreage Is less 
than the total feed grain allotment for 
the current year, but such reduction 
shall not exceed 20 percent of the total 
feed grain allotment. In making any such 
reduction, commodity allotments shall 
be reduced proportionately. If the feed 
grain planted and considered planted 
acreage Is zero for three consecutive 
years, the total feed grain allotment shall 
be reduced to zero However, no feed 
grain allotment shall be reduced or lost 
through failure to plant if all producers 
elect by September 1 of the current year 
to limit the acres for deficiency payment 
to the feed grain planted and considered 
planted acreage as provided In § 775.15 
<f>. 

• 2) Reductions for current year. The 
following reductions shall be made by re¬ 
ducing the smallest allotment first and 
continuing In order of the size of the al¬ 
lotment, unless the operator requests In 
writing that the reduction be In a differ¬ 
ent order. 

<1> Reduce feed grain, wheat, and up¬ 
land cotton allotments each year to the 
extent the sum of allotments for all 
commodities exceeds the cropland for 

the farm. 

(U) Reduce feed grain and wheat al¬ 
lotments each year to the extent the 
-uim of feed grain and wheat allotments 
exceeds the cropland which, under nor¬ 
mal conditions, could reasonably be ex¬ 
pected to produce an allotment crop. 

(Ill) In Uie case of a farm participat¬ 
ing In the CAP or CCP. reduce feed 
grain, wheat, and upland cotton allot¬ 
ments that are not partially or com¬ 
pletely diverted under the CAP or CCP 
to the extent they total more than the 
number of acres of nonconserving crops 
Permitted under the CAP or CCP. 

if) National pool. Allotments elimi¬ 
nated from farms under the provisions oI 
Paragraph <e> of this section and acre¬ 
age removed from the eminent domain 
pool pursuant to Part 719 of this chap¬ 
ter. as amended, shall be placed In a na¬ 
tional pool for distribution and adjust¬ 
ments In accordance with Instructions 
Psued by the Deputy Administrator. 

§ 775.8 County yield*. 

County yields for the current year are 
determined for each feed grain produc¬ 
ing county In the United States, except 
lor counties tn Alaska and Hawaii They 
are determined on the basts of the yields 


established for the county for the pre¬ 
ceding crop with such adjustments as 
are determined necessary to provide fair 
and equitable yields. The county yields 
for the current year are available for 
Inspection In the county ASCS office. 

g 775.9 Farm yield*. 

(a) Determining yields. The per acre 
farm yield for com, grain sorghums, and 
barley shall be the county yield for the 
commodity, adjusted to reflect the farm 
productivity for the commodity and es¬ 
tablished in accordance with Instruc¬ 
tions Issued by the Deputy Administra¬ 
tor. 

<b) Yield reduction. £or the purpose of 
determining eligibility for and amount 
of low yield payment as provided In 
| 775.17(b). the established yield for the 
farm shall be reduced in accordance with 
instructions issued by the Deputy Ad¬ 
ministrator to reflect any reduction In 
the current year yield which Is due to 
causes other than a natural disaster or 
condition beyond the control of the 
producer, such as a change In fanning 
practices. 

g 775.10 Payment rates. 

Payment rates shall be established sep¬ 
arately for deficiency payments and for 
disaster payments. 

(a) Deficiency payment rates . The per 
bushel deficiency payment rate for 
each crop of com shall be the amount 
by which the higher of (1) the national 
weighted average market price received 
by farmers for com during the first five 
months of the marketing year for such 
crop beginning October 1 or (2) the na¬ 
tional average loan rate established for 
such crop Is less than the established 
price of $1.38 per bushel In the case of 
the 1975 crop, $1.38 per bushel adjusted 
to reflect any change during the calen¬ 
dar year 1975 In the index of prices paid 
by farmers for production items. In¬ 
terest, taxes, and wage rates in the case 
of the 1976 crop, and the established 
price for the 1976 crop adjusted to re¬ 
flect any change during the calendar 
year 1976 in such Index in the case of the 
1977 crop: Provided, That any Increase 
that would otherwise be made In the 
established price to reflect a change In 
the index of prices paid by farmers shall 
be adjusted to reflect any change in (1) 
the national average yield per acre of 
feed grains for the three calendar years 
preceding the year for which the deter¬ 
mination is made, over (11) the national 
average yield per acre of feed grains for 
the three calendar years preceding the 
year previous to the one for which the 
determination Is made Per bushel rates 
shall be established In like manner for 
grain sorghum and barley based on 
marketing years beginning October 1 for 
grain sorghum and July 1 for barley, and 
on prices established each program year. 
The established prices for the 1975 pro¬ 
gram year are $1.31 per bushel for grain 
sorghum and $1.13 per bushel for barley. 

(b> Disaster payment rates. The per 
bushel disaster payment rate for each 
feed grain shall be equal to the larger of 
the deficiency payment rate or one-third 
of the established price. Disaster pay¬ 


ment rates for the 1975 program year are 
$.46 per bushel for com, $.44 per bushel 
for grain sorghums, and $.38 per bushel 
for barley. 

§ 775.11 Notice of allotment* and yield*. 

Each operator Interested In the feed 
grain crop on a farm for which a feed 
grain allotment Is established shall be 
notified In writing of the allotment and 
established yield per acre for com, grain 
sorghums, and barley, as applicable: 
Provided » That the notice shall not be 
mailed to any producer who has filed a 
written request that he not be furnished 
the notice but It shall be filed with the 
producer's request in the county office. 
The producer may withdraw his request 
at any time: however, during the period 
a request Is In effect, the producer shall 
be considered as having been timely and 
correctly notified of the contents of this 
notice. Such notices will be on Form 
A8CS-476. Notice of Allotments and 
Yields, (herein called "Form 476"). 

§ 775.12 RceonM station of farm*. 

Farms shall be reconstituted and feed 
grain allotments established therefor tn 
accordance with Part 719 of this chap¬ 
ter. as amended. Yields for farms which 
are reconstituted after yields are origi¬ 
nally established shall be determined as 
follows: 

(a) Combination. Multiply the com¬ 
modity allotment by -he yield for each 
parent farm, and divide the sum of the 
results for all parent farms by the sum 
of allotments for the commodity on the 
parent farms. 

(b) Division. Determine a yield in ac¬ 
cordance with f 775.9. The weighted av¬ 
erage yields for all the farms resulting 
from the division are limited to the yield 
for the parent farm, except for rounding. 

g 775.13 Requirement* for program 
participation. 

(a) General . A person is eligible for 
the program IX he is a producer on a farm 
which meets the requirements of para¬ 
graph (b) of this section and he fulfills 
the requirements of paragraph (c) of 
this section. 

(b) Farm requirements . (I) For dis¬ 
aster payments, a Report of Acreage 
(herein called "Form 580") and an Ap¬ 
plication for Disaster Credit (herein 
called "Form 574") shall be filed by tho 
operator of an eligible farm with tho 
office of the county committee having 
Jurisdiction over the county where the 
farm Is located. He shall also file a Rec¬ 
ord of Acreages, Production and Dis¬ 
position (herein called "Form 658") 
when the Information thereon Is needed 
for program determinations. These forms 
shall be filed within the period author¬ 
ized by the Deputy Administrator. 

(2) In the case of any farm participat¬ 
ing In the CAP or CCP, the acreage of 
feed grains and other nonconserving 
crops shall not exceed the number of 
acres of nonconserving crops permitted 
under the CAP or CCP. 

(3) Land owned by the Federal Gov¬ 
ernment shall be Ineligible for participa¬ 
tion In the program If it is occupied with¬ 
out a lease, permit, or other right of 
possession. 
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(4) Producers on a farm acquired for 
future development for purposes other 
than agricultural production shall not be 
eligible for participation in the program, 
unless the county committee determines 
that the farm is actively engaged in the 
production of crops for harvest other 
than hay, sod, ornamentals, or timber. 

(c) Producer eligibility requirements. 
(1) The producer must be a person who 
as landowner, landlord, tenant, or share¬ 
cropper shares in the com, grain sor¬ 
ghums, or barley produced in the current 
year (or the proceeds therefrom) on a 
farm meeting the requirements of para¬ 
graph (b) of this section or would have 
shared in one or more of these commod¬ 
ities If feed grains had been produced 
on such farm in the current year. 

(2) A minor will be eligible to partici¬ 
pate in the program only if (1) the right 
of majority has been conferred on him by 
court proceedings; <ii) a guardian has 
been appointed to manage his property 
and the applicable documents are signed 
by the guardian; or (ill) a bond is fur¬ 
nished under which a surety guarantees 
to protect the Commodity Credit Corpo¬ 
ration from any loss incurred for which 
the minor would be liable had he been an 
adult. Notwithstanding the foregoing, 
payment may be made to a minor after 
December 31 of the current year upon a 
determination by the county commit¬ 
tee that the minor has met the require¬ 
ments of the program. 

g 775.14 Determination of eompliance. 

(a) Determination of the acreage de¬ 
voted to feed grains and other annual 
nonconserving crops shall be made in 
accordance with Part 718 of this chap¬ 
ter. as amended. 

<b> A representative of the county 
committee or the State committee or any 
authorized representative of the Secre¬ 
tary shall have the right at any reason¬ 
able time to enter a farm, concerning 
which representations have been made 
on any forms filed under the program, 
in order to measure the acreage planted 
to feed grains and other annual noncon¬ 
serving crops, to examine any records 
pertaining thereto, and otherwise to de¬ 
termine the accuracy of a producer's 
representation and the performance of 
his obligations under the program. 

§ 775.15 General payment provision*. 

(a) Issuance . Payments of any 
amounts due the producers on a farm 
shall be made only after they sign an 
Application for Payment (herein called 
“Form 516”), and the payments arc ap¬ 
proved by the county committee or by 
an authorized representative thereof. A 
Form 516 signed after May 1 of the year 
following the current year shall not be 
accepted by the county committee un¬ 
less prior approval of the State commit¬ 
tee is obtained. 

<b) Failure to fully comply. Except as 
otherwise provided herein and in Part 
791 of this chapter, as amended, pay¬ 
ment shall not be made for a farm or to 
a producer when there is failure to com¬ 
ply fully with the regulations contained 
in this subpart, and in Part 718 of this 
chapter. 
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(c) Payment due producer. Subject to 
the provisions of the payment limitation 
regulations in Part 795 of this chapter, 
as amended, the total earned payment 
due each eligible producer under the 
program shall be determined by multi¬ 
plying the total earned payment for the 
farm by the producer’s share of such 
payment. 

(d) Payment declined. If a producer 
declines to accept all or any part of his 
shore of the payment computed for a 
farm in accordance with the provisions 
of this section, such payment or portions 
thereof shall not become available for 
any other producer on the farm. 

(e) Idle farms. Producers on a farm 
not used for the commercial production 
of crops or livestock on cropland, or 
from which only sod. ornamentals, or 
timber are harvested, shall not be eligible 
for program payments when the feed 
grain allotment is preserved with vege¬ 
tative cover as authorized by the regu¬ 
lations In Part 719 of tills chapter, as 
amended. 

(f) Allotment protection. Producers 
otherwise eligible for payment may elect 
by September 1 of the current year to 
limit the acres for deficiency payment 
to the feed grain planted and considered 
planted acreage in order to protect the 
feed grain allotment from reduction due 
to failure to plant. The acres of each feed 
grain on which payment will be made 
shall be proportionate to the allotment 
for each such feed grain, 

<g) Unearned payments. Payments to 
any producer which exceed the total pay¬ 
ment he earns under the program with 
respect to any farm shall be refunded 
to the Commodity Credit Corporation, 
and. if for any reason such earned pay¬ 
ment is zero, he shill pay interest at the 
rate of 6 percent per annum on the 
amount of the refund from the issue 
dates of the sight drafts to the date the 
payments are refunded. The provisions 
of the foregoing sentence requiring the 
payment of Interest when no payment 
is earned shall not apply if the producer 
earns any wheat or upland cotton pay¬ 
ments for the farm or receives an un¬ 
earned payment through no fault of 
his own. 

§ 775.16 Deficiency payment*. 

(a) Deficiency payments shall be de¬ 
termined by multiplying the allotment 
for each commodity by the applicable 
farm yield established as provided in 
9 775.9 and by the applicable per bushel 
rate determined in accordance with 
fi 775.10(a): Provided , That no deficiency 
payment shall be made for any part of 
the allotment times the yield for which 
a disaster payment is made. 

<b> Deficiency payments will be made 
to producers as soon as practicable after 
March 1 following the current year. 

| 775.17 DiftAfttcr payment*. 

Producers may qualify for disaster 
payments only when the county com¬ 
mittee determines that prevented plant¬ 
ing or a low yield as hereinafter de¬ 
scribed in this section occurs because of 
drought, flood, or other natural disaster 
or condition beyond the control of the 


producer. Disaster payments shall be 
made as soon as practicable after the 
disaster is reported, the extent of the 
crop loss is determined, and payment b 
approved. 

<a) Prevented planting. (1) The acre¬ 
age for prevented planting payment** 
shall be determined by grouping the 
farm's feed grain and wheat allotment.* 
together and shall equal the smaller of : 

(1) the acreage of annual nonconserv¬ 
ing crops the producer is prevented from 
planting; or 

<il) the amount that the sum of feed 
grain and wheat allotments exceeds the 
total acreage of annual nonconservh;;/ 
crops, excluding acreage within the ap¬ 
plicable allotment of commodities other 
than feed grains and wheat, acreage dis¬ 
regarded for low yield purposes accord¬ 
ing to paragraph (b)(1) (i) thru (Ul» 
of this section, and failed upland cotton 
acreage which could have been replanted 
but was not. 

(2) Prevented planting payments shall 
be determined by; 

(1) Crediting the acreage for payment 
first to the underplanting of the allot¬ 
ment for the crop with the highest per 
acre payment rate and continuing In 
order of the size of the payment rate 
but limiting the acreage credited to feed 
grains to the total feed grain underpin t* 
lng. 

(ii) Reducing the acreage otherwise 
credited to each crop by the acreage of 
that crop disregarded for low yield pur¬ 
poses according to paragraph (b)(1) 
thru clil> of this section. 

Oil) Multiplying the acreage credited 
to each feed grain by the applicable yield 
established as provided in § 775.9 and by 
the applicable per bushel rate determined 
in accordance with § 775.10(b). 

( b) Low Yields. (1) For the purpose of 
determining eligibility for low yield pay¬ 
ments and the total acreage on which 
such payments will be made, the "dis¬ 
aster allotment" for each feed grain 
means the effective allotment for such 
feed grain ad lusted downward to the ex¬ 
tent it is underplanted or adjusted up¬ 
ward to the extent it is overplanted as a 
substitute for an underplanted feed grain 
or wheat allotment established for the 
farm: Provided. That such adjustment 
shall disregard: 

(1) Barley or wheat acreage designated 
solely for grazing or nonfeed used in ac¬ 
cordance with instructions issued by the 
Deputy Administrator, 

(ii) Failed feed grain or wheat acreage 
which could have been replanted but was 
not, 

(Ui) Barley or wheat acreage planted 
to a variety bred to produce no grain, 
and 

(iv) Feed grain or wheat acreage des¬ 
ignated solely for wildlife use In accord¬ 
ance with instructions issued by the 
Deputy Administrator. 

(2) For low yield payment purpe*' s 
the county committee shall disregard the 
production from the disregarded acreage 
as well as production from acreage in ex¬ 
cess of the disaster allotment which ^ 
mechanically destroyed without feed 
benefit prior to the time most of the crop 
in the area has reached the following 
stage of growth: 
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(i) Barley. Headed. 

{ 11) Corn. Ear shoots begin to emerge. 

(Ill) Grain Sorghum. Early boot stage. 

(3) A farm shall not be deemed to 
have suffered a loss which qualifies It 
for a low yield payment unless the cur¬ 
rent year production of feed grains totals 
less than the disaster allotments multi¬ 
plied by the applicable yields established 
as provided In f 775.0 and by a factor 
determined by dividing the 10-year aver¬ 
age county yield by the county yield re¬ 
ferred to In | 775.8 and multiplying the 
result by two-thirds: Provided . That if 
county yields are available for less than 
10 years the factor shall be based on the 
number of years available. No county 
factor shall exceed 0:6667. A.farm may 
qualify for a low yield payment even 
though it docs not qualify under the fore¬ 
going provision if (i) the provisions of 
* 775.9(b) do not result in a reduction 
in the established yield and <li> the 
current year production is less than two- 
thirds of what the production would be 
if computed by multiplying the disaster 
allotment by one of the following: 

(a) The smaller of the applicable yield 
established as provided in f 775.9 or the 
actual unadjusted average yield for the 
preceding five years. 

(b) The applicable yield established as 
provided in i 775.9 and: 

<J) There is convincing proof that the 
loss was due to a sudden and Identifiable 
destruction of the crop, 

<2> Part of the acreage is substantially 
unaffected by the disaster, all of which 
averages at least two-thirds of the estab¬ 
lished yield, and the county committee 
determines that but for the disaster the 
per acre yield for the farm would have 
been at least two-thirds of the estab¬ 
lished yield, and 


(3) Payment is approved in writing by 
a representative of the State committee. 

<4> The feed grain production from 
acreage not harvested shall be appraised 
and added to the actual production for 
the purpose of determining eligibility for 
and amount of low yield payments, in 
accordance with Instructions issued by 
the Deputy Administrator. 

(5) Any feed grain acreage destroyed 
without opportunity for appraisal for 
which the production was not excluded 
in paragraph (b> (2) of this section shall 
be charged with the larger of the estab¬ 
lished yield or the per acre yield from 
the harvested acres. 


(6) Low yield payments shall be deter- 
nined for each feed grain by multiply- 
*ng the disaster allotment by the appli¬ 
cable yield established as provided in 
5 775.9. subtracting the determined pro- 
auction therefrom, and multiplying the 
result by the applicable per bushel rate 
determined in accordance with l 775.10 
, : Provided, That any production of a 

feed grain in excess of its disaster allot¬ 
ment times established yield shall reduce 
the bushels for payment by the same 
amount for another feed grain, beginning 
nrst with the feed grain with under¬ 
production that has the highest per 
tm*hcl payment rate. 


g 775.18 Divbion of payment* and ad¬ 
ditional provision* relating to toh 
ant* and • ha recrop per*. 

The regulations relating to the division 
of payments and additional provisions 
relating to tenants and sharecroppers 
are set forth In Part 794 of this chapter, 
as amended. 

§ 775.19 Surrmon-in-inlrrmt. 

(a) In the case of the death, incora- 
petency. or disappearance of any pro¬ 
ducer whose name appears on Form 516. 
the payment due him shall be made to 
his successor as determined in accord¬ 
ance with the regulations in Part 707 of 
this chapter, as amended. 

(b) When any person who had an In¬ 
terest as a producer of feed grains or 
would have had an interest as a producer 
if feed grains had been planted (herein 
called “predecessor") is succeeded on the 
farm by another producer (herein called 
“successor”) after Form 516 has been 
filed, the payment to the predecessor and 
successor shall be divided between them 
on such basis as they agree Is fair and 
equitable. If such persons are unable to 
agree to a division of the payment, a fair 
and equitable division shall be deter¬ 
mined by the county committee. 

(c) In any case where any payment 
due any successor producer has previous¬ 
ly been paid to the producer who filed 
Form 516, such payment shall not be paid 
to the successor producer unless It Is re¬ 
covered from the producer to whom it 
has been paid or payment is authorized 
by the Deputy Administrator. 

g 775.20 Misrepresentation and scheme 
or device. 

(a) A producer who is determined by 
the county committee or the State com¬ 
mittee to have erroneously represented 
any fact affecting a program determina¬ 
tion shall not be entitled to payments 
under the program for the farm with 
respect to which the representation was 
made and shall refund to the Commodity 
Credit Corporation the payments re¬ 
ceived by him with respect to such farm. 

(b) A producer who is determined by 
the State committee or the county com¬ 
mittee with the approval of the State 
committee, to have knowingly (1) adopt¬ 
ed any scheme or device which tends to 
defeat the purpose of the program, (2) 
made any fraudulent representation, or 
(3) misrepresented any fact affecting a 
program determination shall not be en¬ 
titled to payments for any farm under 
the program and shall refund to the 
Commodity Credit Corporation all pay¬ 
ments received by him with respect to 
tlie program. 

(c) The provisions of this section shall 
be applicable in addition to any liability 
under criminal and civil fraud statutes. 

§ 775.21 Setoff* ntid alignment*. 

(a) Producer indebtedness . The regu¬ 
lations issued by the Secretary govern¬ 
ing setoffs and withholdings. Part 13 of 
tills chapter, as amended, shall be ap¬ 
plicable to this program. 


(b> Assignments. Payments may be as¬ 
signed only to the Farmers Home Ad¬ 
ministration in accordance with Instruc¬ 
tions issued by the Deputy Administrator. 

§ 775.22 Appeal*. 

A producer may obtain reconsidera¬ 
tion and review of determinations made 
under this subpart in accordance with 
the Appeal Regulations, Part 780 of this 
chapter, as amended. 

§ 775*23 Performance bated upon ad¬ 
vice or action of county or State com¬ 
mittee. 

The provisions of Part 790 of this chap¬ 
ter, as amended, relating to performance 
based upon action or advice of an author¬ 
ized representative of the Secretary shall 
be applicable to this subpart. 

§ 775.24 Supervisory authority of State 
committee. 

The State committee may take any ac¬ 
tion required by these regulations which 
has not been taken by the county com¬ 
mittee. The State committee may also 
(a) Correct, or require a county com¬ 
mittee to correct, any action taken by 
such county committee which is not In 
accordance with the regulations of this 
sub part, or (b) Require a county com¬ 
mittee to withhold taking any action 
which is not in accordance with the regu¬ 
lations of this subpart. 

§ 775.25 Delegation of authority. 

No delegation herein to a 8tnte or 
county committee shall preclude the Ad¬ 
ministrator. ASCS, or his designee, from 
determining any question arising under 
the program or from reversing or modify¬ 
ing any determination made by a State 
or county committee. 

Effective date. It is essential that the 
foregoing regulations governing the Feed 
Grain Program for Crop Years 1975-77 
be made effective as soon as possible. It 
is hereby found and determined that 
compliance with the notice and public 
procedure provisions of 5 U.S.C. 553 is 
impracticable and contrary to the public 
interest. Accordingly, these regulations 
shall become effective November 11.1975. 

Signed at Washington, D.C. on Novem¬ 
ber 3. 1975. 

E. J. Person. 

Acting Administrator, Agricul¬ 
tural Stabilization and Con¬ 
servation Service. 

|FR Doc.75 30377 Filed 11-10-76:8:45 om| 


CHAPTER IX—AGRICULTURAL MARKET- 
ING SERVICE (MARKETING AGREE¬ 
MENTS AND ORDERS; FRUITS. VEGE¬ 
TABLES, NUTS), DEPARTMENT OF 
AGRICULTURE 

(Docket No. A0-267-AS J 

PART 911—HANDLING OF UMES 
GROWN IN rLORIDA 

Order Amending Order 

Findings and Determinations 

The findings and determinations here¬ 
inafter set forth are supplementary and 
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in addition to the findings and deter¬ 
minations previously made in connec¬ 
tion with the issuance of the aforesaid 
order and each previously issued amend¬ 
ment thereto; and all of said previous 
findings and determinations are hereby 
ratified and affirmed, except Insofar as 
such findings and determinations may 
be in conflict with the findings and de¬ 
terminations set forth herein, 

(a) Findings upon the basis of the 
hearing record. Pursuant to the provi¬ 
sions of the Agricultural Marketing 
Agreement Act of 1937. os amended (7 
Ufi.C. 601 et seq.), and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR Part 
900). a public hearing was held upon 
a proposed amendment of the marketing 
agreement, os ame nded, and Order No. 
911. as amended (7 CFR Part 911), reg¬ 
ulating the handling of limes grown in 
Florida. 

Upon the basis of the record it is found 
that: 

<1> The marketing agreement and or¬ 
der, as amended, and as hereby further 
amended, and all of the terms and con¬ 
ditions thereof, will tend to effectuate 
the declared policy of the act; 

(2) The marketing agreement and or¬ 
der, as amended, and as hereby further 
amended, regulate the handling or limes 
grown in the production area in the same 
manner as. and are applicable only to 
persons in the respective classes of com¬ 
mercial and Industrial activity specified 
in. the marketing agreement and order 
upon which hearings have been held: 

<$) The marketing agreement and or¬ 
der. as amended, and as hereby further 
amended, are limited in their applica¬ 
tion to the smallest regional production 
area which is practicable, consistently 
with carrying out the declared policy of 
the act. and the issuance of several orders 
applicable to subdivisions of the produc¬ 
tion area would not effectively carry out 
the declared policy of the act; 

(4) There are no differences in the 
production and marketing of limes grown 
In the production area which make nec¬ 
essary different terms and provisions ap¬ 
plicable to different parts of such area; 
and 

<5) All handling of limes grown In the 
production area as defined in the mar¬ 
keting agreement and order, as amended, 
and as hereby further amended, is in the 
current of Interstate or foreign com¬ 
merce or directly burdens, obstructs, or 
affects such commerce. 

<b) Determinations. It is hereby deter¬ 
mined that: 

Cl) The “Marketing Agreement, as 
Amended, Regulating the Handling of 
Limes Grown In Florida*' upon which the 
aforesaid public hearing was held has 
been signed by handlers (excluding co¬ 
operative associations of producers who 
are not engaged in processing, distribut¬ 
ing. or shipping limes covered by the said 
order, as amended, and as hereby further 
amended) who. during the period April 1. 
1974. through March 31. 1975. handled 


not less than 50 percent of the volume of 
such limes covered by the said order, as 
amended, and as hereby further 
amended, and 

(2) The issuance of this amendatory 
order, amending the aforesaid order, as 
amended, is favored or approved by at 
least two-thirds of the producers who 
participated In a referendum on the ques¬ 
tion of its approval and who during the 
period April 1, 1974. through March 31. 
1975 (which has been deemed to be a rep¬ 
resentative period), have been engaged 
within the production area. In the pro¬ 
duction of limes for market, such pro¬ 
ducers having also produced for market 
at least two-thirds of the volume of such 
commodity represented In the referen¬ 
dum. 

Ofu>KA Relative to Handling 

ft Is therefore ordered. That on and 
after the effective date hereof, the 
handling of limes grown in Florida, shall 
be in conformity to and in compliance 
with the terms and conditions of the said 
order, as amended, and as hereby further 
amended, as follows: 

1. Revise paragraph ib) <1). <2),and 
(3) of 1911.22 Nombiation to read as 
follows: 

§ 911.22 Noruinntkm. 


tb> Successor members . (1) The com¬ 
mittee shall hold or cause to be held a 
meeting or meetings of growers and 
handlers in each district to designate 
nominees for successor members and al¬ 
ternate members of the committee, or 
the committee may conduct nominations 
by mail In District 2 In a manner recom¬ 
mended by the committee and approved 
by the Secretary. 8uch nominations shall 
bo submitted to the Secretary by the 
committee not later than February 16 
of each year. The committee shall pre¬ 
scribe procedural rules, not inconsistent 
with the provisions of this section, for 
the conduct of nominations. 

<2) Only growers may participate in 
the nomination and election of nominees 
for grower members and their alternates. 
Each grower shall be entitled to cost only 
one vote for each nominee to be elected 
In the district in which he produces 
limes. No grower shall participate In the 
election of nominees in more than one 
district in any one fiscal year. 

(3) Only handlers may participate in 
the nomination and election of nominees 
for handler members and their alter¬ 
nates. Each handler shall be entitled to 
cast only one vote for each nominee to 
be elected in the district in which he 
handles limes, which vote shall be 
weighted by the volume of limes shipped 
by such handler during the immediately 
preceding twelve month period January 
through December. No handler shall par¬ 
ticipate In the election of nominees in 
more than one district In any one fiscal 
year. 

2. Revise 8 921.4Kb) Assessments to 
read as follows: 


§911.41 AMTMmmu. 

• • • • • 

(b) The Secretary shall fix the rate of 
Assessment not In excess of 20 cents per 
55 pounds of fruit to be paid by each such 
person. At any time during or after a 
fiscal year, the Secretary may, subject 
to the limitations in this paragraph 
increase the rate of assessment in order 
to secure sufficient funds to cover any 
later finding by the Secretary relative 
to the expense which may be incurred 
Such Increase shall be applied to all 
fruit handled during the applicable fiscal 
year. In order U> provide funds for the 
administration of the provisions of this 
part, the committee may accept the pay. 
ment of assessments in advance. 

3. Revise 8 911.45 Marketing research 
and development to read as follows: 

§911.45 Production rrumrrli, market* 
ing research and development. 

The committee may. with the approval 
of the Secretary, establish or provide for 
the establishment of production re¬ 
search. marketing research and devel¬ 
opment projects designed to assist, 
prove, or promote the marketing, dis¬ 
tribution. and consumption or efficient 
production of limes. Such projects may 
provide for any form of marketing pro¬ 
motion, including paid advertising. The 
expenses of such projects shall be paid 
from funds collected pursuant to the 
applicable provisions of 1911.41. 

4. Amend 8 911.48 Issuance of regula¬ 
tion as follows: 

Renumber paragraphs (a)(3). (a) (4'. 
and (a)(5). os paragraphs (a)(4), (a) 
(5>. and (a)(6). and Insert a new para¬ 
graph (a) (3) to read as follows: 

§ 911.48 Kftuancc of regulation. 

• • • • • 

(a) • • • 

(3) Limit the shipment of the total 
quantity of limes by prohibiting the ship¬ 
ment thcrcol: Provided . That no such 
prohibition shall be effective during any 
fiscal period other than for four periods 
not exceeding six days each Immediately 
prior to. including, or following July 4 
Labor Day. Thanksgiving Day. and 
Christmas Day. 

• • • • • 

5. Revise 8 911.57 Overshipments to 
read as follows: 

§ 911.57 Ovcrs-hiproont*. 

During .ny week for which the Secre¬ 
tary has fixed the total quantity of limes 
which may be handled, any person who 
has received an allotment including any 
handler who received zero allotment 
computed pursuant to ft 911.55 and 
911.56 may handle. In addition to the 
total allotment available to him. an 
amount of limes equal to 50 bushels or 
two percent of such total allotment, 
whichever Is the greater, except that 
during two weeks of each regulatory 
period any handler may overship his 
total allotment by more than such 
amount: Provided, That such overship- 
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ment shall not exceed an amount equal 
to 10 percent of such total allotment: 
And provided . further . That each han¬ 
dler who Intends to so over&hip notifies 
the committee of his intended overship¬ 
ment no later than the close of business 
on Thursday during the week of such 
intended overshipment. 

(Bee* 1-19, 40 Stat. 81. u amended: 7 U-S.C. 
601-074) 

Effective date: December 22. 1975. 

Signed at Washington. D.C., on No¬ 
vember 5,1975. 

Richard L. Feltwer. 

Assistant Secretary . 

[FR Doc.75-30311 Pllod 11-10-75;8:45 am] 


| Docket No. AO-254-A71 

PART 915—HANDLING OF AVOCADOS 
GROWN IN SOUTH FLORIDA 

Order Amending Order 

Findings and Determinations 

The findings and determinations here¬ 
inafter set forth are supplementary and 
in addition to the findings and determi¬ 
nations previously made in connection 
with tho Issuance of the aforesaid order 
and each previously issued amendment 
thereto: and all of said previous findings 
and determinations are hereby ratified 
and affirmed, except insofar as such find¬ 
ings and determinations may be In con¬ 
flict with the findings and determinations 
set forth herein. 

(a) Findings upon the basis of the 
hearing record. Pursuant to the provi¬ 
sions of the Agricultural Marketing 
Agreement Act of 1937. as amended (7 
US.C. 601 et seq.) t and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR Part 
900 ). a public hearing was held upon a 
proposed amendment of the marketing 
agreement, as amended, and Order No. 
915 . as amended (7 CFR Part 915). reg¬ 
ulating the handling of avocados grown 
in South Florida. 

Upon the basis of the record it is 

found that: 

(1) The marketing agreement and 
order, as amended, and as hereby further 
am ended, and all of the terms and con¬ 
ditions thereof, will tend to effectuate the 
declared policy of the act; 

<2) The marketing agreement and 
order, as amended, and as hereby fur¬ 
ther amended, regulate the handling of 
avocados grown in the production area 
in the same manner as, and are appli¬ 
cable only to persons In the respective 
classes of commercial and industrial ac¬ 
tivity specified in, the marketing agree¬ 
ment and order upon which hearings 
have been held; 

( 3> The marketing agreement and or¬ 
der, as amended, and as hereby further 
amended, are limited in their applica¬ 
tion to the smallest regional production 
area which is practicable, consistently 
with carrying out the declared policy of 
ihe act. and the Issuance of several or¬ 
ders applicable to subdivisions of the 
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production area would not effectively 
carry out the declared policy of the act; 

(4) The marketing agreement and or¬ 
der prescribe, so far as practicable, such 
different terms applicable to different 
parts of the production area as are neces¬ 
sary to give due recognition to the dif¬ 
ference in the production and marketing 
of avocados grown in the production 
area; and 

(5) All handling of avocados grown 
in the production area as defined in the 
marketing agreement and order, as 
amended, and as hereby further 
amended, is in the current of interstate 
or foreign commerce or directly burdens, 
obstructs, or affects such commerce. 

(b) Determinations. It is hereby de¬ 
termined that: 

(1> The “Marketing Agreement, as 
Amended, Regulating the Handling of 
Avocados Grown in South Florida'* upon 
which the aforesaid public hearing was 
held has been signed by handlers (ex¬ 
cluding cooperative associations of pro¬ 
ducers who are not engaged in process¬ 
ing, distributing, or shipping avocados 
covered by the said order, as amended, 
and as hereby further amended) who. 
during the period April 1, 1974. through 
March 31, 1975, handled not less than 
50 percent of the volume of such avo¬ 
cados covered by the said order, as 
amended, and as hereby further 
amended, and 

(2) The issuance of this amendatory 
order, amending the aforesaid order, as 
amended, is favored or approved by at 
least two-thirds of the producers who 
participated in a referendum on the ques¬ 
tion of its approval and who during the 
period April 1. 1974. through March 31, 
1975 (which has been deemed to be a 
representative period), have been en¬ 
gaged within the production area, in tho 
production of avocados for market, such 
producers having also produced for mar¬ 
ket at least two-thirds of the volume of 
such commodity represented In the 
referendum. 

Order Relative to Handling 

It is therefore ordered . That on and 
after the effective date hereof, the han¬ 
dling of avocados grown In South Florida, 
shall be in conformity to and In com¬ 
pliance with the terms and conditions of 
the said order, as amended, and as here¬ 
by further amended, as follows: 

1. Revise paragraphs <b) (1), (2) and 

(3) of ft 915.22 Nomination to read as 
follows: 

§915.22 Nomination. 


(b) Successor members. (1) The com¬ 
mittee shall hold or cause to be held a 
meeting or meetings of growers and han¬ 
dlers in each district to designate nom¬ 
inees for successor members and alter¬ 
nate members of *he committee; or the 
committee not later than February 15 
mall in District 2 in a manner recom¬ 
mended by the committee and approved 
by the Secretary. 8uch nominations shall 
be submitted to the Secretary by the 
commit^.* not later than February 15 
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of each year. The committee shall pre¬ 
scribe procedural rules, not Inconsistent 
with the provisions of this section, for 
the conduct of nomination. 

(2) Only growers may participate In 
the nomination and election of nomi¬ 
nees for grower members and their alter¬ 
nates. Each grower shAll be entitled to 
cast only one vote for each nominee to 
be elected in the district in which he pro¬ 
duced avocados. No grower shall partici¬ 
pate in the election of nominees in more 
than one district In any one fiscal year, 

(3) Only handlers may participate In 
the nomination and election of nominees 
for handler members and their alter¬ 
nates. Each handler shall be entitled to 
cast only one vote for each nominee to 
be elected in the district in which he 
handles avocados, which vote shall be 
weighted by the volume of avocados 
shipped by such handler during the im¬ 
mediately preceding twelve month pe¬ 
riod January through December. No 
handler shall participate in the election 
of nominees in more than one district 
in any one fiscal year. 

2. Amend ft 915.41(b) Assessments to 
read as follows: 

§ 915.41 AMfwummln. 

• • • • • 

(b) The Secretary shall fix the rate 
of assessment not in excess of 20 cents 
per 55 pounds of fruit to be paid by each 
such person. At any time during or after 
a fiscal year, the Secretary may. subject 
to the limitation in this paragraph, in¬ 
crease the rate of assessment in order to 
secure sufficient funds to cover any later 
finding by the Secretary relative to the 
expense which may be incurred. Such 
increase shall be applied to all fruit 
handled during the applicable fiscal year. 
In order to provide funds for the ad¬ 
ministration of the provisions of this 
part, the committee may accept the pay¬ 
ment of assessments in advance. 

3. Revise ft 915.45 Marketing research 
and development to read as follows: 

§ 915.45 Production rc*c*rch, market¬ 
ing research and development. 

The committee may. with the ap¬ 
proval of the Secretary, establish or pro¬ 
vide for the establishment of production 
research, marketing research and devel¬ 
opment projects designed to assist, im¬ 
prove. or promote the marketing, distri¬ 
bution. and consumption or efficient 
production of avocados. 8uch projects 
may provide for any form of marketing 
promotion, including paid advertising. 
The expenses of such projects shall be 
paid from funds collected pursuant to 
the applicable provisions of ft 915.41. 

4. The following new section is added 
immediately following ft 911.45: 

§915.49 Murk cling policy. 

Each season prior to making any 
recommendations pursuant to ft 915.50. 
the committee shall submit to the Secre¬ 
tary a report setting forth its marketing 
policy for the ensuing season. Such mar¬ 
keting policy report shall contain infor¬ 
mation relative to (a) the estimated 
total production of avocados within the 
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production area; (b) the expected gen- 
cral quality and maturity of avocados in 
the production area and in competing 
areas; (c) the expected demand condi¬ 
tions for avocados in different market 
outlets; <d> the expected shipments of 
avocados produced in the production 
area and competing areas; (e) supplies 
of competing commodities; tf) trend and 
level of consumer Income; (g) other 
factors having a bearing on the market¬ 
ing of avocados; and <h> the type of 
regulations expected to be recommended 
during the season. In the event it becomes 
advisable, because of changes in the sup¬ 
ply and demand situation for avocados, 
to modify substantially such marketing 
policy, the committee shall submit to the 
Secretary a revised marketing policy re¬ 
port setting forth the information pre¬ 
scribed in this section. The committee 
shall publicly announce the contents of 
each marketing policy report and copies 
thereof shall be maintained in the offices 
of the committee where they shall be 
available for examination by growers 
and handlers. 

5. Amend f 915.51 Issuance of reputa¬ 
tions as follows: 

Renumber paragraphs (a)(3). (a)(4), 
and (a)(5) as paragraphs (a)(4), (a) 
(5). and (a)(6). and Insert a new para¬ 
graph (a) (3) to read as follows: 

§ 915.S1 I*»uaiioc* of regulation*. 


(a) • • • 

(3) limit the shipment of the total 
quantity of avocados by prohibiting the 
shipment thereof: Provided. That no 
such prohibition shall be effective during 
any fiscal period, other than for four 
periods not exceeding six days each im¬ 
mediately prior to, including, or follow¬ 
ing July 4. Labor Day. Thanksgiving 
Day, and Christmas Day. 


(8cca. 1-19. 48 8Ut. 31, ** amended; 7 U.8.C. 
601-674) 

Effective date; December 22,1975. 

Signed at Washington. D.C„ on No¬ 
vember 5,1975. 

Rxchaxd L. Feltner, 
Assistant Secretary. 
|FR Doc.76-90312 Piled ll-10-75;8:45 am) 

CHAPTER XIV—COMMODITY CREDIT COR¬ 
PORATION, DEPARTMENT OF AGRI¬ 
CULTURE 

JCCC Oraln Price 8upport Regulation*. 1970 
and Subsequent Crop* Oraln Sorghum 
Supplement. Amendment 4] 

PART 1421—GRAINS AND SIMILARLY 
HANDLED COMMODITIES 

Subpart—1970 and Subsequent Crops 
Grain Sorghum Loan and Purchase Pro¬ 
gram 

Adjustment in Support Rates for 
Shipment 

The regulations issued by the Com¬ 
modity Credit Corporation (CCC), pub¬ 
lished in the Federal Register at 35 FR 
10745. as amended, containing provisions 


for price support loans and purchases 
applicable to the 1970 and subsequent 
crops grain sorghum arc further 
amended as follows: 

1. Section 1421.214(d) is revised to 
delete “at not to exceed the USGA rates", 
to read as follows: 

$ 1421.211 Wnrrliotiat* receipt*. 

• • • • • 

(d) Liens. Warehouse receipts and 
sorghum represented thereby stored in 
an approved warehouse operating under 
the Uniform Grain Storage Agreement 
(UGSA) may be subject to liens only 
for warehouse handling charges. How¬ 
ever, in no event shall a warehouseman 
be entitled to satisfy the lien by sale of 
the sorghum when CCC is holder of the 
warehouse receipt. 


2. Since storage is no longer on a uni¬ 
form-rate basis, it Is desirable to delete 
all references to UGSA rates and insert 
"truck receiving and rail loading-out 
charges in effect for the shipping ware¬ 
house". Accordingly f 1421.21 Stb> Is re¬ 
vised to read as follows, and l 1421.218 
(c) (2) is revised to increase the add-on 
rate for grain stored within the switch¬ 
ing limits of designated terminal mar¬ 
kets, to read as follows: 

§ 1421.218 Support rate*, 

• • • • « 

<b) Basic support rates for warehouse- 
stored (train sorghum received by rail or 
utilizing combination barge-rail rates — 
(1) When shipped by rail and stored in - 
transit at interior locations. The applica¬ 
ble basic support rate for warehouse- 
storage loans on grain sorghum which 
was received by rail and stored in an 
approved warehouse at other than a port 
terminal market shall be determined by 
adding to the basic support rate estab¬ 
lished for the county from which the 
grain sorghum was shipped, the amount 
of freight charges per hundred weight 
actually paid In and an amount equal to 
the truck receiving and rail loading-out 
charges in effect for the shipping ware¬ 
house, computed on a hundredweight 
basis to the nearest one-half cent. The 
freight rate paid into the storage point 
shall not exceed the lowest rate which 
will permit the storage lntranslt privilege 
and protect the lowest single car rate ap¬ 
plying from origin through point of stor¬ 
age to a terminal market designated in 
paragraph (c) (2) of this section that 
would be used in commercial channels of 
trade. If the grain sorghum Is stored in an 
approved warehouse at a transit point 
which takes a penalty by reason of back¬ 
haul or out-of-line movement when des¬ 
tined to a designated terminal market 
that would be used in commercial chan¬ 
nels of trade, such penalty or cost by 
reason of such movement shall be de¬ 
ducted from the support rates as deter¬ 
mined in this paragraph. 

(2) When shipped by rail and stored at 
designated port terminal market loca¬ 
tions. The applicable basic support rate 
for warehouse-storage loans on grain 
sorghum which was received by rail and 


stored In an approved warehouse at a 
port terminal market designated in para¬ 
graph (c) (2) (Id) of this section shall be 
determined by adding to the basic sup¬ 
port rate established for the county from 
which tlie grain sorghum was shipped, 
the amount of freight charges per hun¬ 
dredweight actually paid In and an 
amount equal to the truck receiving and 
rail loading-out charges in effect for the 
shipping warehouse computed on a hun¬ 
dredweight basis to the nearest one-half 
cent. The freight rate paid Into the stor¬ 
age point shall not exceed the lowest ap¬ 
plicable freight rate to the port terminal 
market that would be used in commercial 
channels of trade. 

(3) When shipped utilizing combina¬ 
tion barge-rail rates . The applicable 
basic support rate for warehouse-storage 
loans on grain sorghum which was 
shipped utilizing combination bargc-rai! 
freight rates which are published and on 
file with the Interstate Commerce Com¬ 
mission and stored in an approved ware¬ 
house shall be determined by adding to 
the basic support rate established for the 
county from which the grain sorghum 
was shipped, the amount of freight 
charges per hundredweight actually paid 
in and an amount enual to the truck re¬ 
ceiving and rail loading-out charges in 
effect for the shipping warehouse, com¬ 
puted on a hundredweight basis to the 
nearest one-half cent. The freight rate 
paid into the storage point shall be « rate 
which will permit the storage in tram; 
privilege and protect the lowest single car 
or barge freight rate applying from origin 
point through point of storage to one of 
the interior or port terminal markets 
designated in paragraph (c)(2) of this 
section that would be used in commercial 
channels of trade. If the grain sorghum 
is stored In an approved warehouse at a 
transit point which takes a penalty by 
reason of backhaul or out-of-line move¬ 
ment when destined to the designated 
interior or port terminal market that 
would be used in commercial channels of 
trade, such penalty or cost by reason of 
such movement shall be deducted from 
the support rates as determined in this 
paragraph. 

(4) When shipped by rail through on 
unapproved warehouse. The applicable 
basic support rate for warehouse itonw 
loans on sorghum which was received by 
rail, shipped through an unapproved 
warehouse and stored in an approved 
warehouse at a terminal market desig¬ 
nated in paragraph (c)(2) (ill) of tills 
section shall be determined by adding to 
the basic support rate established for 
the county from which the sorghum was 
shipped, the amount of freight rim; 
per hundredweight actually paid in and 
truck receiving and rail loading-out 
charges. The county office shall deter¬ 
mine receiving and loading-out charges 
by obtaining the truck receiving and rail 
loading-out charges from approved 
warehouses In the local area from which 
the sorghum was shipped. An average of 
these charges shall become the truck re¬ 
ceiving and rail loading-out charge to be 
added on. The freight paid into the stor¬ 
age point shall be the lowest applicable 
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freight rate to the port terminal market 
that would be used In commercial chan¬ 
nels of trade. 

<c> Basic support rates /or warehouse- 
stored grain sorghum received by truck 
or nontariff barge . • • • 

(2) Stored unthin the switching limits 
ol designated terminal markets . (i) The 
applicable basic county support rate for 
wurchouse-ctoraea loons on grain sor¬ 
ghum which was received by truck or by 
barge not utilizing combination barge- 
rail freight rates, and stored in an ap¬ 
proved warehouse located within the 
switching limits of a terminal market 
designated in subdivision til) or (ill) of 
tills ub paragraph shall be determined 
by adding 14.25 cents per hundredweight 
to the basic county support rate estab¬ 
lished for the county (or city) in which 
the terminal market is located. 

* « « • i 

Since grain sorghum is currently be- 
ins harvested in many parts of the sor¬ 
ghum-producing area and the provisions 
of this amendment are needed to carry 
out the loan program more effectively, 
compliance with the notice of proposed 
nih-making would be impractical and 
contrary to the public interest. There¬ 
fore. this amendment is issued without 
following such procedure. 

(Sees. 4 and 5, 62 Stat. 1070, a* amended (16 
USC. 714b and c); kc«. 105, 401. 63 StaL 
1061. ns amended <7 U SC. 1411 Note and 

1421 )> 

Effective date: November 11.1975. 

Signed at Washington. D.C., on No¬ 
vember 3, 1975. 

E. J. Person, 

Acting Executive Vice President. 

Commodity Credit Corporation. 

|PK Doc 75-30379 Filed 11-10-75.8:46 am) 


CHAPTER XVHI—FARMERS HOME ADMIN 

ISTRATION. DEPARTMENT OF AGRI 

CULTURE 

SUDCHAPTOt C—LOANS PRIMARILY FOR 
PRODUCTION PURPOSES 

| Pm HA Instruction 441.1) 

PART 1831—OPERATING LOANS 

Subpart A—Operating Loan Policies and 
Authorizations 

Youth Loan Program 

On June 5, 1975, there was published 
In the Federal Register (40 FR 24204) 
& notice of proposed rulemaking to re¬ 
vise it 1831.4(e). 1831.5(h). and 1831.12 
of Subpart A of Part 1831, Title 7, 
Code of Federal Regulations. Interested 
persons were invited to submit written 
comments, suggestions or objections re¬ 
siding the proposed amendment. All 
comments submitted with respect to the 
proposed revisions were given due con¬ 
sideration. 

As a result of the comments received, 
certain proposed changes published In 
the Federal Register notice of proposed 
nilcmaklng of June 5. 1975 (40 FR 
-4204) are being adopted without 
change, except 1 1831.5 was changed to 
Scant an exception to recipients of 
youth loans from the general eligibility 
requirement for operating loans that the 
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recipient must be operating not larger 
than the equivalent of a family farm as 
an owner or tenant and 11831.12 was 
changed to require a cosigner for all 
youth loans greater than $2,500. 

Accordingly, with this change the pro¬ 
posed revisions arc adopted as set forth 
below: 

Effective date. This revision is effective 
November 11, 1975. 

Dated: November 4. 1975. 

It is hereby certified that the economic 
and Inflationary effects of this proposal 
have been carefully evaluated in accord¬ 
ance with Executive Order 11821. 

Frank W. Naylor. Jr.. 

Acting Administrator . 

Farmers Nome Administration . 

L Sections 1831.4(c), 1831.5(h), and 
1831.12(g), are revised to read as fol¬ 
lows: 

8 1831.4 Definition of a family farm. 

• • • • • 

(e) Rural youths. Applicants who have 
reached the age of 10 years but have not 
reached the age of 21 and who do not 
reside in any area in any city or town 
which has a population in excess of ten 
thousand inhabitants. 


§ 18313 Eligibility requirement*. 

• • • • • 

(h) Loans may be made to rural youths 
without regard to the requirements of 
paragraphs (c) and Cf) of this section. 
All youth projects must be recommended 
by their project advisor. In addition, 
youths who have not reached their ma¬ 
jority. as set forth by State regulations 
will obtain their parent's or guardian's 
favorable recommendation for the loan. 
All recommendations will be in writing 
and filed with the application in the 
County Office case file. 

• • • • • 

8 1831.12 .Security policies. 

• • • • • 

(g) The security requirements for 
loans to rural youths will be the same as 
required for other Operating loans. In 
addition, all youth loans greater than 
$2,500 will be cosigned. In exceptional 
coses the loan approval official may re¬ 
quire a cosigner for loans of $2,500 and 
less if he determines such action is nec¬ 
essary to assure repayment of the loan. 

(7 VJB.C. 1969; delegation of authority by the 
Sac. of AgrL. 7 CFR 223; delegation of au¬ 
thority by the Asst. Sec. for Rural Develop¬ 
ment. 7 CFR 2.70.) 

|FR Doc.75-30380 Filed 11-10-76:8:45 am J 


Title 14—Aeronautics and Space 

CHAPTER I—FEDERAL AVIATION ADMIN 
ISTRATION, DEPARTMENT OF TRANS¬ 
PORTATION 

(Docket No. 76-NW-36 AD. Arndt 39 24211 

PART 39—AIRWORTHINESS DIRECTIVES 

Boeing Model 707-300, -300B, -300C, 
and -400 Series Airplanes 

Amendment 39-2074 <40 FR 3287) AD 
75-03-01 requires inspections of the up¬ 


52607 

per wing skin splice plate at WJB. 380 on 
Boeing 707-300. -300B. -300C. and -400 
series airplanes, with more than a speci¬ 
fied number of landings since new, or 
since fastener holes were oversized. After 
issuing Amendment 39-2074, two six foot 
cracks and a 13 inch crack were found 
after the required Inspections failed to 
detect these cracks. A telegraphic AD was 
issued on October 17. 1975, to require a 
one time inspection in accordance with 
improved inspection techniques on air¬ 
planes with more than the specific hours 
since new. This telegraphic AD Included 
airplanes previously exempted from 
Amendment 39-2074 because of fastener 
hole oversteing. Accordingly, Amendment 
39-2074 which requires repetitive inspec¬ 
tions of the upper wing skin splice plate 
is being amended to require the improved 
Inspection techniques on 707-300/400 
with 13.000 or more landings since new. 
on 707-300B with 11.000 or more landings 
since new and on 707-300C with 8.000 or 
more landings since new. Airplanes 
which had fastener holes oversized per 
Boeing Service Bulletin No. 2510, Part IV 
will no longer be exempted. 

Since a situation exists that requires 
Immediate adoption of UUs regulation, it 
is found that notice and public procedure 
hereon are Imnractlcable and good cause 
exists for making this amendment effec¬ 
tive in less than 30 da vs. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator <31 FR 13697) 
i 39.13 of the Federal Aviation Regula¬ 
tions. Amendment 39-2074. AD 75-03-01 
is amended by superseding the applica¬ 
bility block, paragraph A and B with the 
following. Paragraphs C, D. and E of 
Amendment 39-2074 remain unchanged. 

Bonxo: Applies to all Booing Model 707-300. 
-300B, -300C. and -400 mtIvr airplane* 
Hated in Boeing Service Bulletin No. 3157, 
Revision 4, or later FAA approved re* 
vision* upon Ova accumulation of the 
following number of landing* wince new: 

Models: 707-800, -400. 13.000 or more land¬ 
ings; 707-300B. 11,000 or more landings; 707- 
800C. 8.000 or more landings. 

Compliance required as Indicated. 

To detect cracks In the upper wing akin 
splice plate at WA 360. accomplish the fol¬ 
lowing : 

A Within the next 50 landings, unless 
accomplished with the last 350 landing*, 
and at intervals thereafter not to exceed 400 
landings, inspect the upper wing splice plate 
at station 360 In accordance with (1). (2). or 
(3) below. Special attention should be 
focused tn the area of stringer 11 as It la In 
the high stressed area of the spltoe plate. 
If cracks are found, repair prior to further 
flight in accordance with paragraph B below. 

(1) X-ray Inspect per Boeing Service Bul¬ 
letin No. 3157, Revision 3 and visually In¬ 
spect the splice plate by remo\lng the 
aerodynamic sealant between the wing skins 
from front to rear spar. This Inspection 
method Is acceptable for only two successive 
inspections after tbo effective date of this 
amendment. 

(2) Low frequency eddy current Inspect 
as specified tn Boeing Service Bulletin No. 
6167, Revision 4. or later FAA approved 
revisions. 

(3) Inspect In a manner approved by the 
Chief. Engineering and Manufacturing 
Branch. FAA Northwest Region. 

B. If crocks are found, repair prior to fur¬ 
ther flight In accordance with Boeing 8m- 
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ice Bulletin No. 2510. RevtMcm 3. or Uter 
PAA approved revision*, or in « manner ap¬ 
proved by the Chief. Engineering and Manu¬ 
facturing Branch. PAA Northwest Region. 
The repetitive inspection* of paragraph A 
must be accomplished In areas not covered 
by repairs per Part VII of Boeing 8ervice 
Bulletin No. 2510. Revision 3, or later PAA 
approved revision*. 

The manufacturer** specifications and 
procedures Identified and described In this 
directive are Incorporated herein and made 
a part hereof pursuant to 5 U.8.C. 562(a) (1). 

All persons affected by this directive, 
who have not already received these 
documents from the manufacturer, may 
obtain copies upon request to Boeing 
Commercial Airplane Company, P.O. Box 
3707. Seattle. Washington 98124. The 
documents may aho be examined at 
PAA Northwest Region. 9010 East Mar¬ 
ginal Way South, Seattle. Washington. 

This amendment becomes effective 
December 4. 1975. 

(8ecs. 813(a). 001. and 603. Federal Aviation 
Act of 1958 ( 49 U.8.C. 1354(a). 1421. and 
1423); sec. 6(c), Department of Transporta¬ 
tion Act (49 U-8.C. 1656(C))) 

J. H. TANNER. 

ActinQ Director , 
Northwest Region, 

(The incorporation by reference pro¬ 
visions In the document were approved 
by the Director of the Federal Register 
on June 19. 1967.) 

Issued In 8eattle. Washington, Novem¬ 
ber 3. 1975. 

(PR Doc.75 30249 Plied 11-10-75:8:46 am] 

(Docket No. 75-NW-35-AD. Amendment 
39-2429) 

PART 39—AIRWORTHINESS DIRECTIVES 

Boeing 747-200C and 747-200F Series 
Airplanes 

Pursuant to the authority delegated 
to me by the Administrator a telegraphic 
airworthiness directive was adopted on 
October 23, 1975. and made effective 24 
hours after receipt of the AD. The direc¬ 
tive requires a visual inspection of the 
latch condition on the nose cargo door 
after each door operation. 

Since it was found that immediate cor¬ 
rective action was required, notice and 
public procedure thereon was imprac¬ 
ticable and contrary to the public inter¬ 
est and good cause existed for making 
the airworthiness directive effective Im¬ 
mediately. These conditions still exist, 
and the airworthiness directive is hereby 
published In the Federal Register as 
an amendment to Section 39.13 of the 
Federal Aviation Regulations. This 
amendment contains the provisions for 
terminating action which was not avail¬ 
able at time of the telegraphic AD. 

Boeing: Appllaa to all Bo*lng 747-2000 und 
747-200P aeries airplane* certificated In 
all categoric*. Compliance required a* 
Indicated. 

In addition to the door warning light pro¬ 
cedure* in Boeing B-747 Operation* Manual 
Bulletin 74-13, the following procedure* are 
required to provide assurance of latch system 
integrity. Before further flight, and there¬ 
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after following each nose cargo door oper¬ 
ation. accomplish the following: 

A. Close door electrically or manually un¬ 
til each latch pin la extended and the green, 
latches closed, light i* lUuminated on the 
noae door control panel at the loadmaster'a 
atatlon. 

B. Pull and collar circuit breakers Cl407/ 
28V DC "control noee cargo door." Circuit 
breakers are located on the P15 panel on 
the right hand aide of the electronics bay. 
Acceaa to this area 1* either from the ground 
through the electronics bay hatch or through 
the main deck floor. Optional to pulling and 
collaring Cl407 and Cl572 circuit breakers, 
pull and collar C1629. C1630. C1631. C1632. 
C1633, and C1634 circuit breakers on the 
Hi22 cargo door power panel. 

C. Placard the none door control panel 
H121 and the nose wheel well control panel 
P37, “POWER REMOVED PER AD—CIRCUIT 
BREAKERS C1407 AND C1672 PULLED:" If 
optional circuit breakers procedure l* used, 
placard the H122 cargo door power panel. 
“POWER REMOVED—CIRCUIT BREAKERS 
PULLED." 

D. Verify that all 16 latches are closed for 
dispatch by noting that each latch pin is 
fully extended Into the latch fitting, per 
Boeing B-747 Dispatch Deviation Procedure* 
Guide, Document D6^3391, page 2 62.68. 
View B. 

Boeing Service Bulletin 747-52-2117 will be 
released in the near future which will give 
instructions for the modification of the nose 
cargo door latch and lock system. Incorpo¬ 
ration of this PAA approved modification will 
constitute terminating action under the In¬ 
spection provisions of this AD. 

The manufacturer's specification* and pro¬ 
cedures identified and described in this di¬ 
rective are incorporated herein and made a 
part hereof pursuant to 6 CSC. 662(a)(1). 

All persons affected by this directive 
who have not already received these 
documents from the manufacturer may 
obtain copies upon request to Boeing 
Commercial Airplane Company. P.O. Box 
3707, Seattle, Washington 98124. The 
documents may also be examined at PAA 
Northwest Region. 9010 East Marginal 
Way South. Seattle. Washington. 

This amendment becomes effective 
upon publication In the Federal Register 
for all persons except those to whom It 
was made effective immediately by tele¬ 
gram dated October 23, 1975. 

(8eca. 313(a), 601, and 603. Federal Aviation 
Act of 1958 (49 OS.C. 1354(a). 1421. and 
1423): *ec. 6(c). Department of Transporta¬ 
tion Act (49 OS.C. 1655(C))) 

Issued In Seattle, Washington. Novem¬ 
ber 3. 1975 

• J. H. Tanner, 

Acting Director . 

Northwest Region . 

(The incorporation by reference provi¬ 
sions In the document were approved by 
the Director of the Federal Register on 
June 19. 1967.) 

I PR Doc 76-30260 PUod 11-10-75:6:45 am) 


f Airspace Docket No. 75-GL-38J 

PART 71—DESIGNATION OF FEDERAL 
AIRWAYS. AREA LOW ROUTES. CON¬ 
TROLLED AIRSPACE, AND REPORTING 
POINTS 

Designation of Transition Area 

On page 23765 of the Federal Register 
dated June 2, 1975, the Federal Aviation 


Administration published a notice of pro¬ 
posed rule making which would amend 
5 71.181 of Part 71 of the Pederal Avia¬ 
tion Regulations so as to designate a 
transition area at Cambridge, Minnesota 

Interested persons were given 30 days 
to submit written comments, suggestion 
or objections regarding the proposed 
amendment 

No objections have been received and 
the proposed amendment is hereby 
adopted without change and is set forth 
below. 

This amendment shall be effective 0901 
G-m.t , December 11, 1975. 

(Sec. 307(a). Federal Aviation Act of 1958 (49 
US.C. 1348); sec. 6(c) of the Department of 
Transportation Act (49 UJ8.C. 1656(C))) 

Issued In Des Plaines. Illinois on Octo¬ 
ber 24.1975. 

R. O. Ziegler. 

Acting Director . Great Lakes Region 

In 5 71.181 (40 Fit. 441). the follow¬ 
ing transition area Is addod: 

Cambrhmxk, Minnesota 

That at rep ace extending upward from 700 
feet above the surface within a 5-mlle radius 
of the Cambridge Municipal Airport (lati¬ 
tude 45*33'35" N., longitude 93*15*49" W): 
and within 3 mile* each side of the 173* 
hearing from the airport, extending from the 
5 mile radius area to 8 mile* south of the 
airport. 

I PR Doc.75-30252 Plied 11-10-75:8:46 am] 


Title 21—Food and Drugs 

CHAPTER I—FOOD AND DRUG ADMINIS¬ 
TRATION. DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 

SUBCMAPTFR B — FOOD AND FOOD PRODUCTS 
(Docket No. 7SP-01891 

PART 121—POOD ADDITIVES 

Subpart F — Food Additives Resulting From 
Contact With Containers or Equipment 
and Food Additives otherwise Affecting 
Food 

Resinous and Polymeric Coatings for 
Polyolefin Films 

The Commissioner of Food and Drugs 
Is amending the food additive regulations 
In 5 121.2569 Resinous and polymer ir 
coatings /or polyolefin films (21 CFR 
121.2569) to provide for an Increase in 
the permitted level of petroleum alicycllc 
hydrocarbon resins for use as a compo¬ 
nent of coatings on polyolefin fabrics In¬ 
tended for bulk packaging of fruits and 
vegetables; effective November 11, 1975; 
objections by December 11, 1975. The 
amendment Increases the permitted use 
level of the additive from 25 percent to 
30 percent by weight of coating solids 
Notice was given by publication in the 
Federal Register of August 18. 1975 (40 
FR 34623) that a petition (FAP 6B3123) 
had been filed by Exxon Corp., P.O. Box 
45, Linden. N.J. 07036. proposing that 
5 121.2569 (21 CFR 121.2569) bo amende 
to provide for an increased use level of 
petroleum alicycllc hydrocarbon resins w 
a component of coatings on polyolefin 
fabrics Intended for the bulk packaging 
of fruits and vegetables. 

The Commissioner, having evaluated 
the data in the petition, and other rele- 
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vant material, concludes that S 121.2569 
should be amended, as set forth below, 
to provide for the safe use of up to 30 
percent by weight of coating solids of 
petroleum alicyclic hydrocarbon resins 
blended with butyl rubber. The additive 
Is to be used as a component of coatings 
on polyolefin fabrics Intended for bulk 
packaging of fruits and vegetables. 

Therefore, pursuant to provisions of 
the Federal Food. Drug, and Cosmetic 
Act <sec. 409(c)(1). 72 SUt 1786 (21 
US.C. 348(c)(1)) and under authority 
delegated to the Commissioner <21 CFR 
2.120), f 121.2569 Is amended In para¬ 
graph (b> (3) (1) by revising the listing 
for petroleum alicyclic hydrocarbon 
resins as follows: 

§ 121.2569 Rroinoo* mid polvmrrir coal¬ 
ing* for polyolefin film*. 


<b) • • • 

<3) •• • 

Lt't of mbstoncet 
(!) !ta iaB and 

polymar« : 
Petroleum *U- 
cycllc hydro- 
carbon 

reel nr. 


Limitation* 

An defined In 9 1212626. 
Blended with butyl 
rubber for u*e a* a 
component of coat¬ 
ing* on polyolefin 
fabric for bulk pack¬ 
aging of raw fruit* 
and vegetables and 
uoed at a level not 
to exceed 30 percent 
by weight of the to¬ 
tal coating solids. 


• • • • • 

Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time on or before December 11. 1975. file 
with the Hearing Clerk. Food and Drug 
Administration, Hm. 4-65, 5600 Fishers 
Lane. Rockville, MD 20852. written ob- 
jtcUons thereto. Objections shall show 
wherein the person filing will be ad¬ 
versely affected by the order, specify 
with particularity the provisions of the 
order deemed objectionable, and state 
the grounds for the objections. If a hear¬ 
ing is requested, the objections shall state 
the Issues for the hearing, shall be sup¬ 
ported by grounds factually and legally 
sufficient to justify the relief sought, and 
shall Include a detailed description and 
analysis of the factual Information in¬ 
tended to be presented in support of the 
objections In the event that a hearing Is 
held. Six copies of all documents shall be 
filed and should be identified with the 
Hearing Clerk docket number found in 
brackets in the heading of this order. 
Received objections may be seen in the 
above office during working hours, Mon¬ 
day through Friday. 

Effective date. This order shall become 
effective November 11,1976. 


(Sec. 400(e)(1), 72 8Ut. 1786 (21 TLS.C. 
348(e)(1)).) 

Dated November 5,1975. 

Sam D. Fixe. 

Associate Commissioner for 
Compliance. 

|PR Doc.76-30268 Piled ll-10-76;8:45 am] 


SUBCHAPTER E—ANIMAL DRUGS. FEEDS, ANO 
RELATED PRODUCTS 

[Docket No. 75N-02881 

PART 514—NEW ANIMAL DRUG 
APPLICATIONS 

Submission of Applications 

The Commissioner of Food and Drugs 
is amending the regulations (21 CFR 
Part 514) concerning submission of new 
animal drug applications <N ADA’s) to 
delete the provision for the distribution, 
by the Food and Drug Administration, of 
folders intended for the binding and 
submission of NADA’6 and to add a new 
provision prescribing certain procedures 
for numbering the pages of NADA *6, ef¬ 
fective December 11, 1975. 

In a notice published in the Federal 
Register of November 4, 1974 <39 FR 
38909). the Commissioner proposed these 
amendments to the new animal drug 
regulations concerning NADA’s sub¬ 
mitted to the Food and Drug Adminis¬ 
tration pursuant to section 512(b) of 
the Federal Food. Drug, and Cosmetic 
Act. The proposal allowed for filing of 
comments by January 3. 1975, 

The two comments received in response 
to the proposal and the Commissioner’* 
conclusions arc as follows: 

1, One comment, while agreeing with 
the proposal in principle, stated that the 
amendment was unnecessarily restric¬ 
tive and suggested that it be revised “To 
eliminate the problem of illegible page 
numbers without restricting the flexibil¬ 
ity that is desirable and sometimes nec¬ 
essary • • V 

The Commissioner agree? and lias 
amended the final regulation to permit 
the numbering of pages in locations 
other than in the upper right hand 
corner if such numbering Is clearly legi¬ 
ble following binding of the NADA. 

2. One comment stated that the provi¬ 
sion for sequential numbering of the 
pages of an NADA should be broadened 
to permit. In the case of multivolume 
NADA’s, sequential numbering of the 
pages in each volume. 

The Commissioner agrees and has 
amended the Anal regulation to permit 
sequential numbering of pages either on 
the basis of the entire NADA or on a vol- 
umc-by-volume basis. 

For clarity, the Commissioner has also 
made some editorial changes in the final 
regulation. 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act (secs. 512, 701 
(a), 52 StaL 1055, 82 SUt 343 et seq. 
(21 U.8.C. 360b. 371(a))) and under au¬ 
thority delegated to the Commissioner 
(21 CFR 2 120). Part 514 is amended by 
revising 9 514.1(b) (15) to read as follows: 


§514.1 Application*. 

• • • 9 ' 9 

(b) • • • 

(15) Assembling and binding the ap¬ 
plication. Assemble and bind an original 
and two copies of the application as 
follows:. 

(1) Bind the original or ribbon copy of 
the application as copy No. 1. 

(tl) Bind two identical copies as copy 
No. 2 and copy No. 3. 

(Hi) Identify each front cover with 
the name of the applicant, new animal 
drug, and the copy number. 

<iv> Number each page of the Applica¬ 
tion sequentially in the upper right hand 
comer or in another location so that the 
page numbers remain legible after the 
application has been bound, and organise 
the application consistent with para¬ 
graph (b) d) through (14) of this sec¬ 
tion. Each copy should bear the same 
page numbering, whether sequential in 
each volume or continuous and sequen¬ 
tial throughout the application. 

<v) Include complete labeling In each 
of the copies. It is suggested that labeling 
be Identified by date of printing or date 
of preparation. 

(Tl) Submit separate applications for 
each different dosage form of the drug 
proposed. Repeating basic information 
pertinent to all dosage forms In each ap¬ 
plication is unnecessary If reference Is 
made to the application containing such 
information. Include in each application 
Information applicable to the specific 
dosage form, such as labeling, composi¬ 
tion. stability data, and method of 
manufacture. 

<vil > Submit In folders amendments, 
supplements, and other correspondence 
sent after submission of an original ap¬ 
plication. The front cover of these sub¬ 
missions should be Identified with the 
name of the applicant, new animal drug, 
copy number, and the new animal drug 
application number, if known. 


Effective date. This regulation is effec¬ 
tive December 11.1975. 

(Sec*. 512. 701(a). 52 StaL 1065. 82 Stat 343 
et oeq. (21 UAC. 360b. 371 (a)).) 

Dated: November4.1975. 

Sam D. Fine, 

Associate Commissioner for 
Compliance. 

|FR Doc 75-30267 Piled 11-10-75:8:45 ami 


CHAPTER II—DRUG ENFORCEMENT AD¬ 
MINISTRATION, DEPARTMENT OF 
JUSTICE 

PART 1308—SCHEDULES OF 
CONTROLLED SUBSTANCES 

Librax and Mennum; Excepted From 
Schedule IV 

On May 29. 1975, the Administrator of 
the Drug Enforcement Administration 
issued an order placing chlordlaxepoxlde 
(Librium) into Schedule IV of the Com¬ 
prehensive Drug Abuse Prevention and 
Control Act of 1970. (40 FR 23998, June 4, 
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1075). Application of this order was re- 
served in part as to the prescription 
products Ubrax and Menrium, which 
contain chlordiazepoxide. (40 FR 26675- 
76. June 25. 1975>. 

In addition to the May 29. 1975 order 
controlling chlordlazepoxlde. the Admin¬ 
istrator also issued on that date a notice 
of proposed rulemaking to amend section 
1308,32 (b) of Title 21 of the Code of Fed¬ 
eral Regulations (CFR) by adding Librax 
and Menrium to the list of excepted pre¬ 
scription drugs. (40 FR 24216-17, June 5. 
1975>. In that notice, the Administrator 
set forth his determinations and findings 
Justifying the proposed rulemaking, and 
invited all Interested persons to submit 
comments or objections in response 
thereto, no later than July 15, 1975. One 
comment was received. It was submitted 
by the Pharmacy Examining Board, De¬ 
partment of Regulation St Licensing. 
State of Wisconsin, which stated that it 
supports the proposed rulemaking re¬ 
garding Ubrax and Menrium. No other 
comments, and no objections, were re¬ 
ceived in response to the notice. 

Therefore, having determined and 
found that Ubrax and Menrium are 
preparations which contain chlordlaz- 
cpoxlde. a depressant listed in 21 CFR 
1308.14(b) as amended, and other ingre- 
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dionts in such combinations, quantity, 
preparation or concentration so as 
to vitiate the potential for abuse 
of chlordtazepoxlde, by virtue there¬ 
of. and in a ccordance with and pur¬ 
suant to section 202(d) of the Com¬ 
prehensive Drug Abuse Prevention and 
Control Act of 1970, and under the 
authority vested in the Attorney General 
by sections 301 and 501(b) of the Act 
(21 UB.C. 821, 871(b)) and delegated 
to the Administrator of the Drug En¬ 
forcement Administration by } 0.100 of 
Title 28 of the Code of Federal Regula¬ 
tions (See 38 FR 18380. July 2.1973), and 
redelegated to the Deputy Administrator 
of the Drug Enforcement Administration 
by 28 CFR 3 0.104 I Appendix to Subpart 
R1 Sec. 6(g). the Deputy Administrator 
of the Drug Enforcement Administration 
hereby orders that Part 1308 of Title 21 
of the Code of Federal Regulations be 
amended as follows: 

Section 1308.32(b) is amended by add¬ 
ing, in appropriate alphabetical order, 
the following excepted prescription 
drugs: 

$ 1308.32 Exceptrd compound*. 


(b) * * # 


presort?No* it rug n 


Trade name 
or orb** 
teKtiaUiin 


(^onumalclon 


Miuiiifattnrvr or 
wpptirri 




Slcorlum H 
frtanrtuin 5-4.. 


r:.|«iiV CMonJlflMpusittt hytlmrUtorlrW 5 mg oluUi.mm bromide Lft mg.. Booh* Labor* 

lories. 

• ••••• 

Tablet; ChU*rdim«|ioUde 6 tof ftt»4 treter-tohiW* tmmitjfA mtrasm* 02 mg. 

Tftblrt: Chianti—rpoaddift t> lug end wnIrf-soluM* eelerifted e*ira*«*us M—. 


Menrium Kbi! TftlrfM: Chlordl—opoilde 10 uif mh! wnter-eolalde eelrrltied —Irnfeta 0.4 tn^.. 


Do. 
I >.» 
l)o. 


This order is effective on November 28. 
1975, 

Dated: October 24. 1975. 

Jehry N. Jenson. 
Deputy Administrator, 
Drug Enforcement Administration 
lFR Doc.75-30314 Filed ll-iO-76;8:45 anil 


Title 25—Indians 

CHAPTER I—BUREAU OF INDIAN AF¬ 
FAIRS, DEPARTMENT OF THE INTERIOR 

PART 221—OPERATION AND 
MAINTENANCE CHARGES 

San Xavier Indian Irrigation Project, 
Arizona 

On page 43513 of the Federal Register 
of September 22, 1975, there was pub¬ 
lished a notice of proposal to modify 
g$ 221.170 and 221.171 of TiUe 25. Code 
of Federal Regulations, dealing with op¬ 
eration and maintenance assessments 
and excess water charges on the San 
Xavier Indian Irrigation Project, Arizona. 

Interested persons were given 30 days 
within which to submit written com¬ 
ments, suggestions or objections with 
respect to the proposed amendments. No 
comments, suggestions, nor objections 
were received, and the proposed revisions 


are hereby adopted without changes, as 
set forth below. 

Tlie revised sections will read as 
follows: 

§221.170 Charge*. 

The annual basic operation and main¬ 
tenance assessment rate for land to 
which water can be delivered under the 
San Xavier Indian Irrigation Project. 
Artaona. is hereby fixed at $60.00 per 
acre whether the water is used or not. 
Non-Indian owned land and Indian 
owned land leased to non-Indians shall 
pay the full assessment rate. Indian 
owned and operated land and Indian 
land leased and operated by Indians shall 
pay a minimum rate determined by the 
Superintendent based on the Indian own¬ 
er's financial ability to pay but not to 
exceed the established basic assessment 
rate and shall be fixed prior to the be¬ 
ginning of the calendar year for which 
it is effective. The payment of the assess¬ 
ment rate shall entitle the water user to 
his pro-rated share of the water as de¬ 
termined by the production capacity of 
tlie wells and/or the availability of funds 
available to pay the pumping operation 
and maintenance costs. The foregoing 
assessment rates shall become effective 
for the calendar year 1976 and continue 
In effect thereafter until further notice. 


§221.17! Pa>m mu. 

The annual basic water charge fixed in 
3 221.170 shall become due and payable 
on or before March 1 of each year, and 
any unpaid charges shall stand as a first 
lien against the land without penalty 
until paid. 

Charles D. Worthman, 
Assistant Area Director 
(FR Doc.75--30337 Filed 11-10-75:8:45 am} 

Title 29—Labor 

CHAPTER V—WAGE AND HOUR DIVISION, 
DEPARTMENT OF LABOR 
PART 870— RESTRICTION ON 
GARNISHMENT 

Disposable Earnings Subject to 
Garnishment 

By the Fair Labor Standards Amend¬ 
ments of 1974 <P.L. 93-259) section 6(a) 

(1) of the Fair Labor Standards Act was 
amended to provide a minimum rate of 
$2.30 per hour, commencing January 1. 
1976. By the Consumer Credit Protection 
Act ({ 303. P.L. 90-321, 80 Stat. 837; 15 
U.S.C. 1673) the minimum amount of 
disposable earnings which is exempt from 
garnishment Is increased with each in¬ 
crease in the minimum wage rate set 
forth in section 6(a)(1) of the Fair Labor 
Standards Act. Accordingly, it Is neces¬ 
sary to revise 3 870.10 to Include In our 
regulations the revised dollar amounts 
of disposable earnings exempted from 
garnishment. 

Inasmuch as these changes are made 
to conform our regulations to the Fair 
Labor Standards Act as amended by the 
Fair Labor Standards Amendments of 
1974, no notice of proposed rule noticing 
nor dclAy in the effective date is required. 
Accordingly, these regulations shall be 
effective on January 1. 1976. 

In 5 870.10, paragraphs <b> through 
(d> arc revised to read as follows and 
paragraphs (e)-(f) are deleted. 

§ 870.10 Maximum pnrt of ajggrrgalr 
di«I>o*Ablc nirning* »ul>jrct lo gnr- 
iii-limrnt. 

• • • • • 

(b) Weekly pay period. The statutory 
exemption formula applies directly to 
the aggregate disposable earnings paid 
or payable for a pay period of 1 work¬ 
week. or a lesser period. Its intent is to 
protect from garnishment, and save to 
an individual earner, the specified 
amount of compensation for his personal 
services rendered In tlie workweek, or s 
lesser period. Thus, so long as the Fed¬ 
eral minimum wage prescribed by section 
6(a)(1) of the Fair Labor Standards 
Act of 1938 is $2.30 an hour— 

(1) If an individual's disposable earn¬ 
ings for a workweek or lesser period are 
$69 (30X$2.30) or less his earnings may 
not be garnished in any amount. 

(2) If an Individual's disposable earn¬ 
ings for a workweek or lesser period are 
more than $69, but less than $92 only 
the amount above $69 Is subject to gar¬ 
nishment. 

(3) If an individual's disposable earn¬ 
ings for a workweek or lesser period are 
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$92 or more, 25 percent of his disposable 
tamings is subject to garnishment. 

<c) Pay for a period longer than 1 
week. In the case of disposable earnings 
which compensate for personal services 
rendered in a pay period longer than 1 
workweek, the weekly statutory exemp¬ 
tion formula must be transformed to a 
formula applicable to such earnings pro¬ 
viding equivalent restrictions on wage 
garnishment, 

<1) The 25 percent part of the for¬ 
mula would apply to the aggregate dis¬ 
posable earnings for all the workweeks 
or fractions thereof compensated by the 
pay for such pay period. 

<2) The "multiple" of the Federal 
minimum hourly wage equivalent to that 
n i -pllcable to the disposable earnings for 
1 week is represented by the following 
formula: The number of workweeks, or 
fractions thereof <x> X30x the appli¬ 
cable Federal minimum wage <$2.30. 
For the purpose of this formula, a cal¬ 
endar month is considered to consist of 
4 *4 workweeks. Thus, so long as the Fed¬ 
eral minimum hourly wage is $2.30 an 
hour, the "multiple" applicable to the 
deposable earnings for a 2-week period 
is $13$ <2x30x$2.30) ; for a monthly 
period, $299 <4%X30x$2.30); and for 
a < mlmonthly period, $149.50 <2ftX 
SOX $2.30) . The "multiple" for any other 
pay period longer than 1 week shall be 
computed in a manner consistent with 
section 303(a) of the Act and with this 
paragraph, 

<d) Date wages paid or payable con¬ 
trolling. The date that disposable cam- 
ings are paid or payable, and not the 
date the Court issues the garnishment 
order, is controlling in determining the 
amount of disposable earnings that may 
be garnished. Thus, a garnishment order 
issued in September, 1975, providing for 
withholding from wages over a period of 
time, based on exemptions computed at 
the minimum rate then in effect, would 
be modified by operation of the change 
in the law so that wages paid after Jan¬ 
uary 1. 1976. would be subject to gar¬ 
nishment only to the extent described in 
paragraphs <b> and (©) of this section 
which are based on a $2.30 minimum 
wage, 

<8*. »03. 82 fitAt. 163 (15 UJB.C. 1673); 8©c. 
3 Pub. L 93 259. 84 8Ut 55) 

Signed at Washington. D.C., on this 
5th day of November. 1975. 

Warren D. Landis, 
Acting Administrator, Wage 
and Hour Division, U.S. De¬ 
partment of Labor. 

I PR Doc.?5-30367 Filed 11-10-76:8:45 am] 


Title 36—Parks, Forests and Public 
Property 

CHAPTER II—FOREST SERVICE, 
DEPARTMENT OF AGRICULTURE 

PART 212—ADMINISTRATE OF THE 
FOREST DEVELOPMENT 

Transportation System 

Ingress and Egress 

This is an amendment to Part 212 
making minor changes in f 212.8 to clar- 
tfy the meaning. 
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The last sentence of paragraph (a) has 
been deleted and a new sentence sub¬ 
stituted which states more clearly the 
requirement for written authorization 
in order to construct, reconstruct or 
maintain a road or highway on lands and 
easements administered by the Forest 
Service. 

The words ‘'forest development** have 
been inserted between the words "ex¬ 
isting” and "roads" in the first sentence 
of paragraphs '.b) and <c). The revision 
makes clear that permission to use roads 
applies to existing forest development 
roads and not to all existing roods. 

The revision does not constitute a sub¬ 
stantive change In the regulations. In 
accordance with exceptions to rulemak¬ 
ing procedures in 5 U.8.C. 553 and USDA 
policy <36 FR 13804) it has been found 
and determined that advance notice and 
request for comments would be unneces¬ 
sary. 

Part 212 is amended by revising ) 212.8 
to read as follows: 

$212.8 Ingres and rgrcAis, 

(a) Policy in acquiring and granting 
access. To assure effective protection, 
management, and utilization of lands ad¬ 
ministered by the Forest Service and in¬ 
termingled and adjacent private and 
public lands, and for the use and develop¬ 
ment of the resources upon which com¬ 
munities within or adjacent to the Na¬ 
tional Forests are dependent, the Chief 
shall as promptly as is feasible obtain 
needed access thereto and shall grant 
appropriate accers across National 
Forest and other lands and easements 
administered by the Forest Service to 
intermingled or adjacent landowners. 
Construction, reconstruction or main¬ 
tenance of a road or highway without 
written authorization is prohibited. 

<b> Actual settlers and other persons 
residing within the National Forests and 
other areas administered by the Forest 
Service. Actual settlers and other per¬ 
sons residing within the National Forests 
and other areas administered by the 
Forest Service shall be permitted ingress 
and egress over the same and use of ex¬ 
isting forest development roads and trails 
in order to reach their homes and to 
utilize their property: Provided, such in¬ 
gress and egress or use shall conform to 
rules and regulations governing the pro¬ 
tection and administration of the lands 
and the roads or trails to be used. 

<c) Others. Entering upon the National 
Forests and other lands administered by 
the Forest Service and use of existing 
forest development roads and trails shall 
be permitted for all proper and lawful 
purposes, subject to compliance with 
rules and regulations governing the 
lands and the roads or trails to be used. 

<25 sut. 857. 26 8tat. 1103. 30 8tat. 35-36. 
1233 38 8Ut 430, 46 6Ut. 1421. 64 Slat. 82. 
72 8tat. 885, ai amended. 74 8tat. 215, 78 
8tml. 1089: 16 UZ.C. 471. 478, 498. 625, 528- 
631. 632. 538. 651. 572. 23 VS.C. 101. 205. 40 
UJ3.C. 257, 268a et aeq4 42 Atty. Oen. Op. 
No. 7: Comp. Oen B-65972. May 19. 1947: 
40 Comp. Oen. 372; 41 Comp Oen. 1; 41 
Comp. Oen 576. and 42 Comp. Oen 590) 
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Effective date. This revision takes ef¬ 
fect November 11. 1975. 

Robert W. Long, 
Assistant Secretary . 

November 5, 1975. 

|PR Doc.75 30289 Filed 11-10-75:8:45 am] 


Title 43—Public Lands: Interior 

CHAPTER II—BUREAU OF LAND 
MANAGEMENT 

APPENDIX—PUBLIC LAND ORDERS 

[Public Land Order 6544; AA-56711 

ALASKA 

Withdrawal of Lands for Classification and 
Protection of the Public Interest; Partial 
Revocation of Public Land Order No. 
960 

Correction 

In FR Doc. 75-29383, appearing at page 
51038 In the issue for Monday. Novem¬ 
ber 3, 1975. the headings should read aa 
set forth above. 


Title 49—Transportation 

CHAPTER X—INTERSTATE COMMERCE 
COMMISSION 

SUBCHAPTER A—GENERA!. RULES AND 
REGULATIONS 

(SO. No. 1224] 

PART 1033—CAR SERVICE 
Distribution of Grain Cars 

November 6. 1975. 

At a Session of the Interstate Com¬ 
merce Commission. Railroad Service 
Board, held In Washington. D.C., on the 
5th day of November. 1975. 

It appearing. That there is an acute 
shortage of cars for transporting ship¬ 
ments of grain, grain products, and soy¬ 
beans; that certain tariff provisions re¬ 
quire minimum shipments of 180,000 lbs. 
or more; that many carriers are unable 
to furnish sufficient cars to transport 
shipments of such weights; that cars of 
lesser capacity are available; that such 
cars cannot be used because of certain 
tariff provisions; that there is Immediate 
need to use every available car for trans¬ 
portation of grain; that the inability of 
the carriers to furnish sufficient grain 
cars results In great economic loss; and 
that present regulations and practices 
with respect to the use. supply, control, 
movement, and distribution of grain cars 
are ineffective. It is the opinion of the 
Commission that an emergency exists 
requiring Immediate action to promote 
car service in the Interest of the public 
and the commerce of the people. Accord¬ 
ingly, the Commission finds that notice 
and public procedure are impracticable 
and contrary to the public interest, and 
that good cause exists for making this 
order effective upon less than thirty 
days’ notice. 

It is ordered. That: 

§ 1033.1221 Servlet Order 122 $. 

(a) Distribution of grain cars. Each 
common carrier by railroad subject to 
the Interstate Commerce Act may fur¬ 
nish not more than two cars of smaller 
capacity for each car of 180,000 lbs or 
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greater capacity ordered by any shipper 
for loading with grain, grain products, 
soy beans or soy bean products subject 
to the conditions and exceptions pro¬ 
vided In paragraphs (a) and (f) of this 
section. 

(b) Rates and minimum weights ap¬ 
plicable. The rates to be applied and the 
minimum weights applicable to ship¬ 
ments of two smaller cars furnished and 
loaded as authorized by paragraph (a) of 
tills section shall be the rate and mini¬ 
mum weight applicable to the larger sin¬ 
gle car ordered. 

<c) Billing to be endorsed. The car¬ 
rier substituting two smaller cars for 
one larger car as authorized by para¬ 
graph (a) of this section shall place the 
following endorsement on the bill of 
lading and on the waybills authorizing 
movement of the car: 

"Car of 180.000 lbs. or greater capacity or¬ 
dered. Two smaller care furnished authority 
ICC Service Order No. 1224." 

(d) Concurrence of shipper required. 
Two smaller cars shall not be furnished 
In Ueu of a single car of 180.000 lbs. 
or greater capacity without the consent 
of the shipper. 

Ce) Cars subject to Service Order No. 
1223 excluded. This order shall not apply 
to cars used In unit-grain-train services 
subject to the provisions of Service Or¬ 
der No. 1223. 

(f) Exceptions. Exceptions to this or¬ 
der. including extension of Its application 
to elevators located In other states, may 
be authorized to railroads by the Rail¬ 
road Sendee Board. Washington. D.C. 
20423. Requests for such extension must 
be submitted In writing, or confirmed 
In writing, and must clearly state the 


RULES AND REGULATIONS 

points at which such exceptions are re¬ 
quested and the reason therefor. 

(g) Rules and regulations suspended. 
The operation of all rules, regulations, or 
tariff provisions is suspended Insofar as 
they conflict with the provisions of this 
order. 

(h) Application. The provisions of this 
order shall apply to Intrastate, inter¬ 
state, and foreign commerce. 

(I) Effective date. This order shall be¬ 
come effective at 11:59 p.m., November 8, 
1975. 

(J) Expiration date. This order shall 
expire at 11:59 pjn.. February 29, 1976, 
unless otherwise modified, changed, or 
suspended by order of this Commission. 

(Sees. 1. 12. 15. 17(2). 24 8Ut. 379. 383. 384. 
m Amended: 49 U.S.C. I, 12. 15. 17(2). Inter¬ 
pret* or Applies Bees. 1(10-17). 15(4). And 
17(2). 40 StAt. 101. as Amended. 54 StAt. 911: 
49 OAC. 1(10-17). 15(4). And 17(2).) 

It is further ordered . That a copy of 
this order and direction shall be served 
upon the Association of American Rail¬ 
roads, Car Service Division, as agent of 
all railroads subscribing to the car serv¬ 
ice and car hire agreement under the 
terms of that agreement, and upon the 
American Short Line Railroad Associa¬ 
tion; and that notice of this order be 
given to the general public by depositing 
a copy In the Office of the Secretary of 
the Commission at Washington. D.C., 
and by filing It with the Director, Office 
of the Federal Register. 

By the Commission, Railroad Service 
Board. 

(szalI Rob sit L. Oswald. 

Secretary. 

(Fit Doc.75- 30384 Piled 11-19-75:8:45 Am) 


Title 50—Wildlife and Fisheries 

CHAPTER I—U.S. FISH AND WILDLIFE 

SERVICE, DEPARTMENT OF THE INTE¬ 
RIOR 

PART 33—SPORT FISHING 

Lake Ita National Wildlife Refuge, N. Dak. 

The following special regulation is Is¬ 
sued and Is effective on November 11. 
1975. 

§ 33.5 Special regulation; sport fishing, 
for individual wildlife refuge area*. 

North Dakota 

LAKK XLO NATIONAL WILDLIFE REITGZ 

Winter Sport Fishing on the Lake Ho 
National Wildlife Refuge, Dunn Center. 
North Dakota Is permitted In accordance 
with all applicable State regulations 
through March 28. 1976. The area open 
to fishing comprises 1050 acres, and h 
delineated on maps available at refuge 
headquarters. 1 mile west of Dunn Cen¬ 
ter. North Dakota and from the Area 
Manager, UB. Fish and Wildlife 8ervlce. 
Post Office Box 1897, Bismarck. North 
Dakota 58501. Sport fishing shall be In 
accordance with all applicable State reg¬ 
ulations. subject to the following condi¬ 
tions. 

(1) Fishing at all times shall be 
limited to daylight hours only. 

The provisions of this special regula¬ 
tion supplement the regulations which 
govern fishing on wildlife refuge areas 
generally which are set forth In Title 50. 
Code of Federal Regulations, Part 33. and 
are effective through March 28. 1976. 

Holland J. Kkizger. 

Asst. Refuge Manager , 
Lake Ilo National Wildlife Refuge. 

Nomtscx 3, 1975. 

(FB Doc.75-30245 FU«1 11-10-75:8:45 Am) 
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This section of the FEDERAL REGISTER contains notices to th# public of the proposed Issuance of rules and regulations. The purpose of 
these notices Is to give Interested persons an opportunity to participate In the rule making prior to the adoption of the final rules. 


DEPARTMENT OF THE TREASURY 
Bureau of Alcohol, Tobacco, and Firearms 
[ 27 CFR Parts 4. 5, 7 ] 

(Notice No. 285j 

INGREDIENT LABELING OF MALT BEVER¬ 
AGES, DISTILLED SPIRTS AND WINE 

Withdrawal of Notices of Proposed 
Rulemaking 

The purpose of this document is to an¬ 
nounce that Federal Register notices 
74-17720, 75-3719 and 75-3720 (39 FR 
27812. 40 FR 6354 and 40 FR 6349 re¬ 
spectively) in which the Bureau of Alco¬ 
hol. Tobacco and Firearms (ATF) pub¬ 
lished proposed amendments to 27 CFR 
Parts 7, 5 and 4, respectively, regarding 
ingredient labeling of malt beverages, 
distilled spirits and wine are hereby with¬ 
drawn. All of the oral representations 
received during the three public hear¬ 
ings held on the ingredient labeling pro¬ 
posals nnd all of the written comments, 
numbering in excess of 1,000, received by 
the Bureau of Alcohol, Tobacco, and 
Firearms regarding the proposals have 
been considered. 

Prom these representations it was de¬ 
termined. first, that it appears the cost 
of ingredient labeling to the industry, 
and ultimately to the consumer, would be 
excessive in relation to the benefit re¬ 
ceived. While the evidence presented at 
these hearings did not conclusively es¬ 
tablish the ultimate cost that would have 
been borne by the industry, there would 
without doubt have beeh substantial 
costs Involved had the proposals been 
implemented. We do not fee] that the 
benefits to be derived from ingredient 
labeling are significant enough to war¬ 
rant imposition of the added costs upon 
the general consumer* 

Second, the content of alcoholic bever¬ 
ages is extensively regulated at the pres¬ 
ent time. Currently the Bureau will ap¬ 
prove no additive to an alcoholic bever¬ 
age unless the Food and Drug Adminis¬ 
tration first authorizes Its use. 

Third, the uniqueness of manufactur¬ 
ing processes of alcoholic beverages is 
*uch that it makes labeling of their in¬ 
gredients of little value and. In certain 
cases, even misleading. For example, the 
ingredient listing for malt beverages 
would have contained yeast, even though 
that substance is not present in the fin¬ 
ished product. As brewers yeast is com¬ 
monly sold as a health product, some 
consumers might have erroneouly been 
led to think that malt beverages were 
healthy for that reason. Similarly, the 
term ‘ cereal grains" in a distilled spirits 
ingredient list might have led some con- 
Mimers to believe that they were getting 


more nourishment than is actually avail¬ 
able in this product. 

Fourth, representations were made 
that ingredient labeling requirements 
would hinder the on-going multilateral 
trade negotiations in expanding inter¬ 
national trade. In fact, the Deputy Spe¬ 
cial Representative for Trade Negotia¬ 
tions (of the U.8.) formally stated his 
objection to the proposal on (his basis. 
Testimony at the hearings indicated that 
if the proposals were implemented, the 
United 8tates would be the only country 
In the world to require Ingredient label¬ 
ing of alcoholic beverages, even though 
a few <e.g„ Canada) have formally con¬ 
sidered and rejected such a requirement. 

Finally, ingredient labeling is sup¬ 
ported by only a small segment of the 
public. Although numerous comments 
were received from consumers and con¬ 
sumer advocate groups, we have not 
found any strong indication that the 
average consumer of alcoholic beverages 
is in favor of Ingredient labeling. 

In view of the foregoing, we have con¬ 
cluded that the public interest would 
not be served by the adoption of the 
proposed amendments at this time. 

Signed: November 3. 1975. 

Rax D. Davis, 
Director. 

Approved: November 4. 1975, 

David R. Macdonald, 

Assistant Secretary of the Treas¬ 
ury. 

(FR Doc?.75 -30260 riled 11-10-75,6:40 am) 

DEPARTMENT DF AGRICULTURE 

Agricultural Stabilization and Conservation 
Service 

[ 7 CFR Part 729 ] 

PEANUTS 

Proposed Proclamation of 1976 National 
Marketing Quota 

The Secretary of Agriculture is re¬ 
quired by 1358(a) of the Agricultural 
Adjustment Act of 1938, as amended (7 
U.8.C. 1358(a)), to proclaim, between 
July 1 and December 1 of each calendar 
year, the amount of the national market¬ 
ing quota for peanuts for the crop pro¬ 
duced in the next succeeding calendar 
year. The amount of such quota is the 
total quantity of peanuts which will make 
available for marketing a supply of pea¬ 
nuts from the crop with respect to which 
the quota ts proclaimed equal to the 
average quantity of peanuts harvested 
for nuts during the five years immedi¬ 
ately preceding the year in which such 


quota is proclaimed, adjusted for current 
trends and prospective demand condi¬ 
tions. 

Section 358(a) of the act further pro¬ 
vides that the national marketing quota 
for peanuts shall be converted to a na¬ 
tional acreage allotment by dividing such 
quota by the normal yield per acre of 
• peanuts for the United States determined 
by the Secretary on the basis of the 
average yield per acre of peanuts in the 
five years preceding the year in which 
the quota is proclaimed, with such ad¬ 
justment as may be found necessary to 
correct for trends in yields and for ab¬ 
normal conditions of production affect¬ 
ing yields. 

Section 358(a) of the act also requires 
that the national marketing quota be a 
quantity of peanuts sufficient to provide 
a national acreage allotment of not less 
than 1.610.000 acres. 

Section 358(0(1) of the act <7 U.S.C. 
1358(c)(1) provides that the national 
acreage allotment for any year shall 
be apportioned among the States on the 
basis of their shares of the national 
acreage allotment for the most recent 
year in which such apportionment was 
made. Pursuant to this provision of the 
Act, the national acreage allotment for 
the 1976 crop of peanuts will be appor¬ 
tioned to States on the basis of their 
shares of the 1975 national acreage allot¬ 
ment. 

The subjects and issues involved in 
the proposed determinations are: 

1. The amount of the national mar¬ 
keting quota. 

2. The amount of Uxe national acreage 
allotment. 

Consideration will be given to data, 
views, and recommendations pertain¬ 
ing to the proposed determinations cov¬ 
ered by this notice which ore submitted 
in writing to the Director. Tobacco and 
Peanut Division, Agricultural Stabiliza¬ 
tion and Conservation Service. United 
States Department of Agriculture, Wash¬ 
ington. DC.. 20250. All written submis¬ 
sions made pursuant to this notice will be 
made available for public inspection in 
Room 6753-South Building. U S. Depart¬ 
ment of Agriculture, 14th and Independ¬ 
ence Avenue, S.W., Washington. DC.. 
Monday through Friday from 8:15 a m 
to 4:45 p.m. (7 CFR 1.27(b)). All sub¬ 
missions must, in order to be sure of 
consideration, be postmarked not later 
than November 20,1975. 

Signed at Washington. D.C. on: No¬ 
vember 7,1975. 

E. J. Person, 

Acting Administrator, Agricul¬ 
tural Stabilization and Con - 
servetion Service . 

(FR Doc.75 30396 Filed U-10-76;8:46 am) 
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PROPOSEO RULES 


Animat and Plant Health Inspection Service 
[ 9 CFR Parts 318, 381] 

Nitrates, Nitrites, and Salt 

NOTICE OF PROPOSED RULEMAKING 

• Purpose:.The purpose of this docu¬ 
ment is to propose modifications in the 
use of nitrates, nitrites, and salt in meat 
and poultry products, ft will also advise 
that work must continue on the removal 
of preformed nitrosamines from bacon 
and that the extent of progress will be 
reviewed during and after the end of 1 
year. • 

Notice is hereby given in accordance 
with the administrative procedure pro¬ 
visions In 5 U SC. 553 that the Animal 
and Plant Health Inspection Service is 
considering amending the Federal meat 
inspection regulations, pursuant to the 
Federal Meat Inspection Act (21 U.8.C. 
601 ct scq.) t and the poultry products 
inspection regulations, pursuant to the 
Poultry Products Inspection Act (21 
U.S.C. 451 ct seq .), lor the purposes set 
forth above. 

Statement of considerations. A s used 
in the opening paragraph of this docu¬ 
ment. and in this statement of con¬ 
siderations. unless otherwise noted, the 
term “nitrate' 0 shall mean sodium 
nitrate, the term “nitrite” shall mean 
sodium nitrite, and the term ’ salt” shall 
mean sodium chloride (common table 
salt). 

The curing of meat and poultry prod¬ 
ucts today Is based partly on the art as 
practiced over thousands of years and 
partly on sound scientific principles 
developed within the last 80 years. Meat 
was first preserved with salt as the 
curing agent in the saline deserts of 
Hither Asia and coastal areas. These 
desert salts contained nitrates as impuri¬ 
ties. Even in Homer's time (900 B.C.), 
curing meat with salt, followed by smok¬ 
ing. was an established practice. Cato 
(234-149 B.C.) wrote careful Instruc¬ 
tions for dry-curing hams. It included 
rubbing with salt, overhauling with salt, 
rubbing with oil. smoking, and rubbing 
the ham again with a mixture of oil and 
vinegar. However, it was not until 
Homan times that the reddening effect 
now attributed to nitrite was mentioned. 
The Romans had learned from the 
Greeks the technique of curing pork and 
fish with salt, and they were probably 
the first to establish a trade market for 
cured meats. Meat cured with salt con¬ 
taining nitrate, and even nitrite im¬ 
purities, developed a characteristic cured 
flavor and color, as well as the prop¬ 
erties of a preserved product. In time, 
the cured flavor and color became highly 
desirable to many people. 

Reference to the use of nitrate Itself 
can be traced back several hundred 
years. Its use continued after passage of 
the Federal Meat Inspection Act of 1906. 

Chemists and meat scientists tn the 
early 1900's determined that the setive 
agent responsible for the color and flavor 
changes was nitric oxide, which was 
formed from nitrate during the curing 
process. Nitrite, in turn. Is formed from 
nitrate, but the formation process Is dif¬ 


ficult to control. Therefore, once this 
mechanism was understood, the Depart¬ 
ment In 1925, formally authorized the 
direct addition of nitrite, permitting no 
more than 200 parts per million (ppm) 
of residual nitrite in finished product. 
This limit has been in force unchanged 
since then. 

In the late 1960‘s, questions were raised 
as to the use of nitrites in food and their 
combination with other compounds In 
the food or in the body to form nitro¬ 
samines. The Federal Food and Drug 
Administration (FDA), Department of 
Health. Education, and Welfare, and the 
Department of Agriculture organized a 
scientific study group to carefully re¬ 
view information and data concerning 
the matter. This group has met regularly 
since its organization in 1970. In 1971, 
the House Intergovernmental Relations 
Subcommittee conducted hearings on the 
issue of nltrosamine formation and the 
possible Involvement of nitrite In cured 
foods. The matter was widely dL*cussed 
by the public and the media, and further 
studies were carried out by the scientific 
community. Numerous conferences were 
held during 1972, to discuss available 
information on the role of nitrite In cur¬ 
ing and preserving, and to determine 
what new information was needed. 
Again, further research was scheduled 
cooperatively among industry. FDA, and 
the Department. 

Early In 1972, the Department was 
petitioned to ban. or greatly reduce the 
amount of nitrite used In the curing 
process. The Department denied the pe¬ 
tition, indicating additional information 
was needed on the chemistry associated 
with nitrosamine formation. Another 
factor associated with the problem, and 
one which could not be Ignored, was the 
recognized role of nitrite in inhibiting 
the growth of Clostridium botulinum. 
These bacteria, under favorable condi¬ 
tions. can produce the deadly toxin re¬ 
sponsible for the food poisoning known 
as botulism. Information in literature 
indicates that In the 1920's, scientists 
were demonstrating the antimicrobial 
effect of nitrite, and further investiga¬ 
tion continued through the years. In 
the early 1970's, concentrated research 
studies were begun to learn more 
precisely the antimicrobial role of nitrite 
In modem forms of meat products. In a 
short time, sufficient data were gathered 
to satisfactorily confirm the inhibitory 
action of nitrite to the growth of Cfos- 
tridium botvlinvm. as well as the levels 
required to accomplish the desired ef¬ 
fect. The studies clearly showed that the 
amount of nitrite needed to Inhibit 
botulinal toxin formation was dependent 
upon the quantity of nitrite introduced 
into the product, rather than the resid¬ 
ual level of nitrite In the finished prod¬ 
uct It has been necessary for the De¬ 
partment to act carefully and delib¬ 
erately In this matter, since It recognizes 
that, in the desire to reduce levels to 
eliminate the possibility of nitrosamine 
formation, the very real public health 
hazard of botulism cannot be ignored. 

Late in 1973, the Secretary of Agricul¬ 
ture appointed an Expert Panel on Ni¬ 


trites and Nitrosamines to advise him on 
this difficult and controversial subject 
The Panel consisted of six well-qualified 
scientists who represent various dis¬ 
ciplines considered most important to the 
evaluation of the problem. The first three 
meetings were devoted to presentations 
by scientists to help the Panel build the 
proper foundation for its deliberations. 
Papers were presented on the occurrence 
of nitrite and nitrate In various foods, 
and a detailed report given on the meat 
curing process and its chemistry. Tho 
Panel also heard discussions on the 
toxicology, chemistry, and microbiology 
of nitrite, and on the toxicology and 
chemistry of nitrosamines. In addition, 
tho role of ascorbates (salts of Vita¬ 
min C) in curing was discussed. 
Notice of time and place of each meeting 
was published in the Federal Regtster at 
least 15 days prior to the meeting. The 
meetings were open to the public and 
were attended by a large number of par¬ 
ticipants from industry, the researrh 
community, and the media. All persons tn 
attendance were given on opportunity to 
ask questions and participate in the de¬ 
liberations. Copies of all papers presented 
and the minutes of the meetings were 
distributed, upon request, and are now 
on flic with the Hearing Clerk of the De¬ 
partment and available for inspection 
during regular hours of business. 

At its fourth meeting, the Panel form¬ 
ulated three recommendations. After re¬ 
view and approval of these recommen¬ 
dations at the fifth Panel meeting, a re¬ 
port was made to the Secretary The 
recommendations of the Pane! were* 

“1. That use of nitrate salts in the cur¬ 
ing process be discontinued In all meat 
and poultry products with two excep¬ 
tions, dry-cured products and fermented 
sausage products. These two product 
categories will be addressed at a later 
date when additional data are available. 

“2. That the level of nitrite salt per¬ 
mitted to be added for curing of meat 
and poultry be limited to 156 parts per 
million (ppnri in all processed products, 
with the exception of bacon and dry- 
cured products. Recommendation for 
these latter products will be deferred, 
pending availability of further research 
data. 

“3. That the current permitted 200 
ppm residual nitrite salt level be reduced 
In various product categories to reflect 
what is achievable with current tech¬ 
nology. The Panel believes that 100 ppm 
In cooked sausage products, 125 ppm In 
canned cured and pickle cured products, 
and 50 ppm in canned cured sterile prod¬ 
uct would be sufficient to maintain 
product safety. Action on bacon, fer¬ 
mented sausage products, and dry-cured 
products Is deferred until additional re¬ 
search data being developed become 
available. 

“It is tho consensus of the Panel mem¬ 
bers that these recommendations are 
consistent with ail safety considerations 
Levels of nitrate and nitrite are de¬ 
creased. thus reducing the consumers* 
exposure to the potential hazards of ni- 
troaamines. nltrosamldes, and related 
ohemicaU: at the some time, sufficient 
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level* of nitrite are maintained to pro¬ 
tect the consumer against the very real 
hazard of botulinal poisoning/' 

To date, no substitute for nitrite has 
been discovered. No compound or treat¬ 
ment has been found that will produce 
the characteristic product and that pos¬ 
sesses nitrite's antlbotulinai properties. 
Researcher* are still trying to find a re¬ 
placement. 

The work of the Expert Panel is not 
concluded at this point The Panel will 
continue to review pertinent research 
in.dings, such as will be developed in cur¬ 
rent studies on dry-cured products and 
fermented sausages, and they will deter¬ 
mine whether to recommend further 
changes in permitted levels of nitrate 
or nitrite. The Expert Panel will meet 
again during the comment period on this 
propo&aL The Panel's comments on those 
portions of this proposal which go be¬ 
yond their present recommendations will 
become part of the record and will re¬ 
ceive consideration. 

As recognized by the Panel, a special 
problem exists with bacon. The fact that 
a nltrosamine is formed during its fry ing 
is apparently unique to this product. The 
levels found have been decreasing stead¬ 
ily and are now in the range of 10 to 20 
parts per billion. The meat industry has 
furthered this reduction through Its re¬ 
search efforts and through voluntary ad¬ 
justments in curing procedures. 

The Department, however, recognizes 
Uiat greater efforts need to be directed 
toward the removal of rJtroaamlnes from 
bacon. The problem has been discussed 
with the meat industry and the Food and 
Drug Administration. The meat process¬ 
ing industry has already begun studies 
deigned to develop a possible solution to 
the problem and has Indicated its Intent 
to commit additional resources to the 
work. New processing procedures are. and 
will be. explored which are directed to¬ 
ward preventing the formation of nltro- 
aaminss In bacon during frying. An as- 
* cement of the need for further action 
will be carried out both during and at 
the termination of a 1-yeer period. Also, 
the Department is considering the estab¬ 
lishment of maximum levels of nitrite 
and minimum levels of ascorbate or ery- 
thorbate in the curing of bacon. Data 
available to the Department indicates 
that the proposed level* lead to reduced 
nmounts of preformed nltro6amines in 
bacon. 

As a result of the Panel’s recommen¬ 
dations, the Department proposes that 
other related matters warrant discus- 
Mon. Thus far. most of the attention 
with respect to nitrates and nitrites has 
been directed toward red meat products. 
However, for several years, a consider¬ 
able number of products have been de¬ 
veloped. using poultry in lieu of red 
meat. Such products liave the same basic 
characteristics as the red meat items, 
and have comparable need for protec¬ 
tion from botulinal toxin formation. 
Therefore, the Department believes it 
» necessary to make the same proposal 
with respect to poultry products as that 
**t forth for meat products. 


The Department is aware that some 
consumers have expressed a desire to 
purchase product* cured solely with salt. 
This should be considered, and every 
person should be given an opportunity 
to comment. Accordingly, the Depart¬ 
ment is proposing that salt (sodium 
chloride) be included In the list of ap¬ 
proved curing agents. Such use would 
be for salt-cured products, with suffi¬ 
cient brine concentration, or a water 
activity level such that Clostridium bot- 
ulinum will not grow. Based upon cur¬ 
rent information, the Department be¬ 
lieves the finished product should have 
a minimum brine concentration of 10 
percent, or a maximum water activity 
of 0.92. This brine concentration can 
usually be attained by using 7 pounds 
of salt per 100 pounds of meat. It is 
determined in the finished product by 
analyzing for salt and moisture, and di¬ 
viding the salt content by the moisture 
content. Water activity (usually abbre¬ 
viated A*) refers to the available water 
in a product which microorganisms de¬ 
pend on for growth, since their nutri¬ 
ents must be in solution. The A. for 
fresh meat is 0.99 or above, as compared 
to an A. of 1.0 for pure water. This 
A* for meat Is near the optimum for 
many varieties of microorganisms, al¬ 
though many can grow’ with a lower Aw. 
As the Aw decreases, the conditions fa¬ 
voring microbial growth also decrease. 
An Aw of 0.92 or lower will provide am¬ 
ple assurance that Clostridium botultn - 
um will not grow. 

An additional consideration of this 
proposed rulemaking relates to the use 
of curing agents In foods for babies. The 
greater toxicity of nitrite to infants in 
relation to adults has been recognized for 
several years For that reason, the ad¬ 
dition of nitrite to baby foods has not 
been practiced for some time, although 
some product* generally marketed a* 
toddler foods do contain some cured 
product as Ingredients. Therefore, to 
clarify this matter, the Department Is 
proposing to deny the use of nitrate* or 
nitrites, or meat ingredients containing 
nitrates or nitrites, in meat and poultry 
food products Intended for very small 
children. These arc usually marketed as 
Infant (strained) and Junior (chopped) 
foods. 

To this point, this document has dis¬ 
cussed sodium nitrate or nitrite. How¬ 
ever. potassium nitrate and nitrite are 
used on a limited basis. These agent* 
produce the came results as their sodium 
counterpart*. Because the potassium ni¬ 
trate and potassium nitrite salt* arc 
heavier than their sodium counterparts, 
it Is necessary to permit greater amount* 
of the potassium salt* in order to obtain 
the same amount of nitrate and nitrite. 
This proposal makes a distinction in 
quantities permitted on that basis. 

In establishing the required levels of 
nitrite to be introduced into product, the 
wording of the Panel’s recommendations 
imply a concern that the maximum 
quantities not be exceeded. While this Is 
true, it is not the only point of Interest. 
The Secretary cannot ignore the bac¬ 


teriostatic properties of nitrite and the 
amount necessary to inhibit the growth 
of Clo$tridium botulinum , since, in the 
absence of nitrites. It appears that cer¬ 
tain meat and poultry product* could be¬ 
come adulterated. What th06e exact 
levels are will vary, depending on the 
product and it* microflora, method of 
preparation, packaging and other han¬ 
dling practices. Processors need to exer¬ 
cise special care in keeping with good 
manufacturing practices to assure ade¬ 
quate introduction of nitrite into prod¬ 
uct. This means that careful control 
will be necessary in cases where pickle 
is recirculated, cleaned, and reused, so 
that it will not be diluted. Pickle solu¬ 
tion* held for*$everal hours will also re¬ 
quire special attention by the processor 
to determine the extent of nitrile dis¬ 
sipation. Further consideration* by the 
Panel or Department, or both, may be 
necessary In till* connection. 

Another consideration with respect to 
this proposal concerns the level of nitrile 
introduced into pickle cured product*. 
For the purpose of determining com¬ 
pliance with the requirement*, the quan¬ 
tity of curing agent Introduced into prod¬ 
uct would be determined on the quan¬ 
tity of curing pickle injected into the 
product, regardless of the quantity which 
may subsequently drain out. 

Because of the necessity to maintain 
strict control over the quantity of curing 
agents introduced into product, it would 
no longer be permissible to submerge in¬ 
jected product in curing pickle (cover 
pickle), or to totally pickle cure product 
by submerging it In curing pickle. How¬ 
ever. processors could use brine solutions 
provided the finished product is In com¬ 
pliance with other requirements. A pro¬ 
hibition on curing by submerging In 
pickle could affect some small processors 
of cured product* who live in cold regions 
of the country. The temperature of their 
facilities is influenced considerably by 
external temperatures. Because product 
may freeze and not cure, it has been 
necessary to employ the use of pickle In 
the curing process to successfully cure 
product. This processing procedure 
would have to be changed. 

Thls proposal, for purposes of defining 
permissible level* of residual nitrite, 
makes a distinction between shelf stable 
canned cured product and commercially 
sterile canned cured product. The shelf 
stable product depend* upon a mixture 
of nitrite, salt, and heat pasteurization 
to prevent the germination of Clostrid¬ 
ium botulinum spores. Commercially 
sterile product receives heat treatments 
sufficient to destroy Clostridium botu¬ 
linum spores. 

Based on the data and information 
available to the Department at this time, 
it is proposed to implement the Expert 
Panel's recommendations by limiting the 
use of sodium and potassium nitrite and 
nitrates as follows: 

A limit would be established of 2183 
part per million (ppm) of sodium nitrate 
or 2597 ppm of potassium nitrate (3.5 oz. 
sodium nitrate or 4.2 oz. of potassium 
nitrate per 100 lb*, of meat) to be added 
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In dry cured products; and 1716 ppm of 
sodium nitrate or 2042 ppm of potassium 
nitrate (2.75 oz. sodium nitrate or 3.3 os. 
potassium nitrate per 100 lbs. of meat) 
to be added in fermented sausages; 

A limit would be established of 624 ppm 
of sodium nitrite or 768 ppm of potas¬ 
sium nitrite (1 oz. sodium nitrite or 1.23 
oz. potassium nitrite per 100 lbs. of meat) 
to be added in dry cured products and 156 
ppm of sodium nitrite of 102 ppm of 
potassium nitrite (0.25 oz. of sodium ni¬ 
trite or 0.31 potassium nitrite in 100 lbs. 
of meat) to be added in fermented sau¬ 
sages; 

Whether nitrate, nitrite, or a combina¬ 
tion of both are used In dry cured and 
fermented sausage products, the residual 
nitrite calculated as sodium nitrite would 
be limited to 200 ppm; and 

In canned cured product, whether per¬ 
ishable. shelf stable, or sterile; In cooked 
sausages; and other cured perishable 
products (other than bacon), a limit 
would be established of 156 ppm of so¬ 
dium nitrite or 192 ppm of potassium 
nitrite Introduced by pumping of solid 
pices of meat or otherwise Incorporated 
into comminuted products. Canned cured 
sterile products would be limited to a 
residual nitrite of 50 ppm calculated as 
sodium nitrite: all other canned cured 
products, and products prepared with 
curing solutions, to 125 ppm; and cooked 
sausage products to 100 ppm. 

In addition to the above which are in 
connection with the Expert Panel’s rec¬ 
ommendations, the following also are 
being proposed by the Department: 

Use of sodium or potassium nitrites 
and nitrates would not be permitted In 
meats used in the commercial prepara¬ 
tion of Infant (strained) or Junior 
(chopped) foods; 

The maximum amount of nitrite per¬ 
mitted to be added to bacon would be 
limited to 125 ppm and a requirement 
would be established that ascorbate or 
©rythorbate be used at the maximum 
rate currently permitted by regulation: 

Salt would be permitted as a preserva¬ 
tive when added to products in an 
amount sufficient so that the finished 
product has a minimum brine concentra¬ 
tion of 10 percent or a water activity 
(A») no greater than 0.92; 

The foregoing requirements with re¬ 
spect to nitrates, nitrites, and salt would 
also apply to poultry and poultry prod¬ 
ucts which arc prepared in a manner 
similar to those prescribed for red meats. 

As stated previously. It Is recognized 
that a special problem exists with bacon. 
In this regard, the Department has been 
assured by the meat industry that it is 
accelerating studies underway concern¬ 
ing processing procedures which are di¬ 
rected toward preventing nltrosamine 
formation in fried bacon. At the same 
time, the hazard of botulism will have to 
remain an Important consideration 
throughout. The Department will con¬ 
tinue to cooperate with the industry and 
FDA in developing this needed informa¬ 
tion. This work should be substantially 
completed within 1 year’s time from the 
date of publication of this document 
(on or before November 11, 1976). Both 


during and at the end of this period pro¬ 
gress on achieving a mtrosamine-free 
product will be evaluated and a deter¬ 
mination as to need for further action 
will be made. The Department recognizes 
that 1 year may not be adequate to re¬ 
solve this matter entirely, but believes 
that sufficient Information can be de¬ 
veloped to better define what further 
steps might be necessary. 

Any person wishing to submit written 
data, views, or arguments concerning the 
proposed amendment may do so by filing 
them in duplicate with the Hearing 
Clerk. U.S. Department of Agriculture. 
Washington, D.C. 20250, by January 12, 
1976. 

Any person desiring opportunity for 
oral presentation of views should address 
such request to the Product Standards 
Staff, Scientific and Technical Services. 
Meat and Poultry Inspection Program, 
Animal and Plant Health Inspection 
Service. U.8. Department of Agriculture. 
Washington. D.C. 20250. so that arrange¬ 
ments may be made for such views to be 
presented prior to the date specified In 
the preceding paragraph. A record will 
be made of all views orally presented. 

All written submissions and records of 
oral views made pursuant to this notice 
will be made available for public inspec¬ 
tion in the Office of the Hearing Clerk 
during regular hours of business, unless 
the person makes the submission to the 
Staff identified In the preceding para¬ 
graph and requests that it be held con¬ 
fidential. A determination will be made 
whether a proper showing In support of 
the request has been made on grounds 
that Its disclosure could adversely affect 
such person by disclosing information in 
the nature of trade secrets or commercial 
or financial information obtained from 
any person and privileged or confidential 
If it is determined that a proper show¬ 
ing has been made In support of the 
request, the material will be held con¬ 
fidential ; otherwise, notice will be given 
of denial of such request and ah oppor¬ 
tunity afforded for withdrawal of the 
submission. Requests for confidential 
treatment will be held confidential (7 
CFR 1.27(c)). 

Comments on the proposal should bear 
a reference to the date and page number 
of this issue of the Federal Register. 

Done at Washington, D.C.. on; October 
30.1975. 

F. J. MuUIERPf, 
Administrator , Animal and 
Plant Health Inspection Service. 

[PR Doc.75-30331 Filed 11-10-75:8:45 am) 


DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 
Food and Drug Administration 
[ 21 CFR °art 102 ] 

[Dockot No. 75P-0250] 

FRUIT FLAVORED SWEETENED 
SPREADS 

Proposed Common or Usual Name 

The Food and Drug Administration is 
proposing a common or usual name for 


fruit flavored sweetened spreads not 
conforming to the definitions and stand¬ 
ards of identity established for fruit 
jams and Jellies because of the absence 
of fruit or the use of leas fruit than is 
required by a standard. The common or 
usual name proposed is ’’sweetened 
spread,” accompanied by a declaration 
of the characterizing flavor. A state¬ 
ment of the percentage of fruit content 
would also be required. Interested per¬ 
sons have until January 12. 1976. to sub¬ 
mit comments. 

The Commissioner of Food and Drugs 
has received a petition on behalf of the 
National Preservers Association fNPA), 
Atlanta, OA, as well as a subsequent 
clarifying letter, proposing that a new 
regula tion be issued under the provisions 
of 21 CFR Part 102 establishing a com¬ 
mon or usual name for such fruit fla¬ 
vored spreads not conforming to the 
standards of identity for fruit jams and 
Jellies. The petitioner’s proposed regu¬ 
lation Is as follows: 

I 103- Fruit flavored spreads. 

The common or usual name tor a fruit 
flavored spread not conforming to the stand¬ 
ards of Identity for Jams and Jellies shall 
he: 

(a) When the spread contains no fruit, 

*_ Spread: Contains No Fruit — 

the blank being filled in with the name of 
the flavor of the spread in accordance with 
section 1.12 of this chapter. 

(b) When the spread contains fruit. •_ 

_ Spread: Contains _____per¬ 
cent (*%•) less fruit than __/— 

The initial blank shall be Ailed In with the 
name of the flavor of the spread in accord¬ 
ance with section M3 of this chapter, the 
second blank shaU be Oiled In with the ap¬ 
propriate numerical percent, in & percent in¬ 
crements, that U not less than the percentage 
deetrmined In accordance with the formula 
In paragraph (c) of this section: and the 
last blank shall be filled in with the word 
'Jam* or 'Jelly' as applicable. 

(c) For purposes of this section, the per¬ 
cent reducton In fruit content shall be de¬ 
termined by the formula: 

PR = |.60-(FI-T)|X200 where— 

(1) PR — percent reduction In fruit con¬ 
tent; 

(2) FI = fruit Input In part by weight; 

(3) T = finished batch yield In parts by 
weight; 

(4) 0 50 Is deemd the percent fruit con¬ 
tent of standardized Jams and Jellies on a 
finished basis at 65% soluble solids, 
expressed as a decimal." 

As grounds In support of the propositi. 
NPA set forth the following: 

Both NPA and FDA reoognlve that non¬ 
standard fruit flavored spreads are marketed, 
although standards do exist for Jama. Jellies 
and preserves. FDA has, however, with the 
adoption of 21 CFR 1.8(e) changed Its regu¬ 
latory position on the conditions under 
which non-standard product* can be mar¬ 
keted. Recently, by letters to Orleans. Ltd.. 
FDA has confirmed that non-standard 
spreads may be sold If properly labeled m 
"spread" with a declaration of fruit oontent. 
but that imitation labeling is not required 

NPA does not urge that thee# spreads be 
barred from the marketplace. We believe, 
however, that It is crucial, in order to pro* 
tect the existing standards for preserves 
jams and Jellies, that non-conforming prod¬ 
ucts be clearly labeled to indicate their non¬ 
conformity. The promulgation of a common 
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or usual name regulation governing these 
products will assure their differentiation 
from the standardised products which they 
purport to resemble. 

Although 21 CFR 102.1(b) envisages a dec¬ 
laration of the total percentage content of 
the characterizing Ingredient, conformity 
with the procedure would. In this instance, 
be uninformative rattier than benefleta; to 
the consumer. A total percentage declara¬ 
tion can only convey the needed information 
If the optimal percentage involved is 100 
percent: m such a case, the declaration of. 
for example, 01 percent of the characterizing 
ingredient a tells the consumer that the prod¬ 
uct contains 30 percent leas than optimal. In 
the case of Jams and Jeliiea. of course, the 
input fruit content percentage la fixed at 45 
cr 47 parts by weight of fruit per 66 parts 
by weight of sweetner solids. The consumer, 
ho A ever. Is unlikely to know this. Thus, to 
tell the customer, for example, that a spread 
product contains 3d percent fruit does not 
convey the Information desired and needed. 
Of key Importance to the consumer Is knowl¬ 
edge of how much ten of an ingredient than 
optimal the product eontaius. 

action 102.1(h) foresees that a different 
snnrosch may well be needed under certain 
cirfumstancea and, therefore, provides for 
nvd location by a specific regulation lu Sub- 
part B. NPA believes that the proposal which 
w« make here will convey the maximum tn- 
f ruiatkm to Use consumer and will also af¬ 
ford needed protection to the existing stand¬ 
ard* tor Jams and Jellies Any other ap¬ 
proach would denigrate the existing stand¬ 
ards, and Indeed suggest the lack of need 
for any standard or benchmark of excel¬ 
lence. 

The Commissioner has also received 
correspondence from two manufactur¬ 
ers ( members of NPA) who did not agree 
with the suggestion In the petition that 

such spreads be labeled. ** _ 

Spread: Contains _ % less 

fruit than ...._ /* These manu¬ 

facturers stated that this requirement 
“would have a negative effect on the 
shelf -appeal of the product . • . when 
such a product could contain more whole 
fruit and more fresh flavor than the 
standardized product/* Both of the man¬ 
ufacturers contended that the statement 
** - — % fruit/* based on the ac¬ 

tual weight of input fruit, would be a 
more meaningful qualifying statement 

The petition from NPA. the subse¬ 
quent clarifying letter, and the corre¬ 
spondence from the two manufacturers 
are available for inspection in the office 
of the Hearing Clerk. Food and Drug Ad¬ 
ministration. Rm, 4-65, 5600 Fishers 
Lane. Rockville, MD 20652. 

The Commissioner does not agree that 
the name proposed by the petitioner de¬ 
scribes the nonstandard ized product ad¬ 
equately to differentiate it from the 
- * tndardized product. The Commissioner 
proposes that the common or usual name 
for the nonstandard teed product be 
* sweetened spread** followed by a qual¬ 
ifying statement concerning the amount 
of fruit present or the absence thereof. 
In addition, the product would be re¬ 
quired to be labeled in accordance with 
the provisions in 21 CFR 1.12(1), which 
concerns the labeling of products for 
which direct or indirect representations 
are made about flavor. In applying the 
provisions of | 1.12(1X1)(0, the pro¬ 
posed regulation provides that the non¬ 


standardized spread will be considered as 
having an amount of characterizing in¬ 
gredient insufficient independently to 
characterize the food. This determination 
is appropriate to distinguish the non¬ 
standardized food from the standardized 
food because the nonstandardized spread 
has less characterizing fruit ingredient 
than is currently expected to be present 
in a standardized Jam or jelly. The effect 
of this determination Is to require the 
word “flavored” to be part of the flavor 
declaration, e g., “grape flavored sweet¬ 
ened spread,” when additional flavor is 
added to the product. 

Furthermore, Inclusion of the term 
“sweetened” in the proposed common or 
usual name is appropriate because the 
reduction of the fruit ingredient neces¬ 
sarily results in the sweetener ingredi¬ 
ent becoming a characterizing compo¬ 
nent of the food. Since the fruit ingredi¬ 
ent constitutes about 50 percent of the 
product in the standardized food, reduc¬ 
tion of the fruit ingredient results In the 
sweetener becoming predominant com¬ 
pared to the fruit, which would other¬ 
wise be the characterizing ingredient. 

The Commissioner does not agree with 
the petition than the method prescribed 
In } 102.1(b) for declaration of the per¬ 
centage of a characterizing ingredient 
would be inappropriate for this product. 
The Commissioner is of the opinion that 
the percentage declaration of a charac¬ 
terizing ingreldcnt should be the same 
for all nonstandardized foods made to 
resembled standardized foods: the use 
of different methods of declaration in 
similar situations would lead to coqpum- 
er confusion. For several reasons, the 
preferable method Is that prescribed in 
9 102.1(b), rather than the method rec¬ 
ommended by the petition. 

First, a consumer who wishes to com¬ 
pare fruit flavored swetened products 
containing varying amounts of fruit 
would receive little guidance from a dec¬ 
laration such as “contains 20 percent 
less fruit than Jam” In determining 
which product was the better value. 
The value of a product labeled “contains 
20 percent less fruit than Jam’* cannot 
be easily compared to a product that is 
labeled “contains 10 percent less fruit 
than Jam** because the amount of fruit 
actually present cannot be ascertained. 
Although the approach suggested by the 
petitioner does adequately distinguish 
the nonstandardized product from the 
standardized food, Its lack of usefulness 
in comparing one nonstandardized prod¬ 
uct with another, an equally important 
factor, makes the approach unaccepta¬ 
ble. When the Ingredient proportions re- 


products that meet the requirements 
of the standards of identity for jams and 
Jellies, 45 parts fruit plus 55 parts sweet¬ 
ener ingredient, will contain about 50 
percent fruit when the percentage of 
fruit In the finished product is calculated 
by the proposed formula, based on the 


quired by standards no longer apply. In¬ 
formation about the content of the prod¬ 
uct must be easily understandable. 

Second, the comparative statement re¬ 
quested by the petition erroneously im¬ 
plies that the standardized product 
enjoys a higher legal status than a non¬ 
standardized spread because a similar 
comparative statement would not be re¬ 
quired to appear on the standardized 
food. 

Third, a statement comparing a non¬ 
standardized product to a standardized 
food would often be inaccurate because 
standards ordinarily establish minimum 
required proportions of characterizing 
Ingredients and marketed products often 
exceed the established minimum. A man¬ 
ufacturer of a standardized product con¬ 
taining more characterizing ingredient 
than is required by the standard of iden¬ 
tity may wish voluntarily to declare the 
percentage of characterizing ingredient 
present in his product: in which case, the 
percentage of fruit actually present in 
the nonstandardized product should be 
stated to permit accurate comparison. 

The manufacturer of a standardized 
food who believes that consumers are not 
adequately informed about the fruit con¬ 
tent of his product compared to non¬ 
standardized products may declare tilt 
fruit content. A proposal to establish a 
uniform method for such declarations 
was published in the Fedctal Register 
of June 14. 1974 (39 FR 20885). 

The Commissioner therefore proposes 
that the method established In | 102.1(b) 
of the regulations be used without modi¬ 
fication for the declaration of the per¬ 
centage of fruit Ingredient in the final 
product. 

The Commissioner Is also of the opin¬ 
ion that the qualifying statement, 

'*_ % fruit/' as suggested by 

the two manufacturers discussed above, 
would be misleading if the percentage 
were based solely on the actual weight 
of input fruit, ignoring any processing 
necessary to achieve the finished product, 
e.g., concentration or dilution. In such 
cases, the actual weight of input fruit 
would have to be adjusted for the per¬ 
centage declaration accurately to reflect 
the percentage of fruit tn the finished 
product. 

The Commissioner proposes that the 
percentage of fruit in the final product 
be determined by using the following 
formula which is based on the weight of 
the fruit Ingredient used (weight of In¬ 
put fruit or weight of fruit based on the 
Juice used) divided by the weight of the 
finished batch (yield weight). Thus, the 
formula proposed Is as follows: 


soluble solids content of the fruit and 
finished product 

The Commissioner advises that this 
proposed formula Is useful only for de¬ 
termining the percentage of fruit in the 
finished product and cannot be applied 
to both fruit and nonfruit ingredients. 


Weight of fruit Ingredient (or equivalent) X Percent soluble solids In the finished product 
Total weight of soluble solids before concentration or dilution X 
X00—Percentage of fruit Ingredient tn finished product 
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8inoe the calculation of the percentage 
of fruit is based on the ratio of the 
weight of input fruit (based on a con¬ 
stant soluble solids content for the 
fruit) to yield weight (based on the ad¬ 
justment of the total soluble solids of 
the mix to a specific soluble solids con¬ 
tent in the final product). the applica¬ 
tion of the formula to the calculation 
of the percentage of each ingredient in 
the finished product would result in an 
apparent total of more than 100 percent 
when the mix is concentrated and less 
than 100 percent when the mix is diluted 
to achieve the final product. 

The Commissioner also proposes that 
the percentage declaration of the fruit 
content should be stated In 10-percent 
increments, l.e.. “less than 10 percent", 
“10 percent 0 . "20 percent", etc., expressed 
as a multiple of 10 not greater than the 
percentage of fruit in the product. 

Utilization of 10-percent increments 
based on an average soluble solids con¬ 
tent of the fruit ingredient allows for 
natural variations in the actual soluble 
solids content of the fruit ingredients 
and for analytical limitations. The Com¬ 
missioner is of the opinion that manu¬ 
facturers, using reasonable controls and 
operating in accordance with good man¬ 
ufacturing practices, will be able to label 
their products accurately using the 10- 
percent Increments. 

The Commissioner is aware that the 
percentage declaration for those prod¬ 
ucts for which a common or usual name 
Is prescribed presents a problem of en¬ 
forcement, in that analytical means 
alone may not be sufficient to determine 
the accuracy of such a percentage dec¬ 
laration. However, such analytical prob¬ 
lems have existed for years, and experi¬ 
ence suggests that through the use of a 
combination of establishment inspections 
and product analyses, it will be possible 
to enforce this regulation In the same 
manner as are the requirements for a 
particular fruit content of standardized 
Jams and jellies. 

A food that substitutes for and resem¬ 
bles another food is required to be labeled 
as an Imitation of that food, In accord¬ 
ance with section 403(e) of the act (21 
U.S.C. 343( e)) a nd 11.8(e) of the regu¬ 
lations (21 CFR 1.8(e)). unless it is nu¬ 
tritionally equivalent to the food for 
which it substitutes and which It resem¬ 
bles. However, in accordance with 9 1.8 
(e) (4) a nonstandardized fruit flavored 
sweetened spread would not be nutri¬ 
tionally Inferior to a standardized Jam, 
Jelly, or preserve because the standard¬ 
ized foods do not contain measurable 
amounts of any essential nutrient, l.e., 
at least 2 percent of the U.8. Recom¬ 
mended Dally Allowance. Therefore, no 
requirements are established in this pro¬ 
posed regulation to define nutritional 
equivalence to standardized Jams, jellies, 
or preserves. 

The Commissioner proposes to make 
the regulation effective for products 
shipped in interstate commerce after 
December 31, 1977. 

The Commissioner has carefully con¬ 
sidered the environmental effects of the 
proposed regulation and, because the 


proposed action will not significantly af¬ 
fect the quality of the human environ¬ 
ment. has concluded that an environ¬ 
mental impact statement is not required. 
The Commissioner has also carefully 
considered the inflation Impact of the 
proposed regulation and no major infla¬ 
tion impact has been found, as defined 
in Executiye Order 11821. OMB circular 
A-107. and interim guidelines issued 
April 1. 1975 by the Department of 
Health, Education, and Welfare. Copies 
of the FDA environmental and Inflation 
impact assessments are on file with the 
Hearing Clerk, Food and Drug Adminis¬ 
tration. 

Therefore, under the Federal Food, 
Drug, and Cosmetic Act (secs. 201 (n). 
403. 701(a), 52 Stat. 1041 as amended. 
1047-1048 as amended. 1055 (21 U.S.C. 
321 <n). 343, 371(a))) and under author¬ 
ity delegated to him (21 CFR 2.120). the 
Commissioner proposes that Part 102 be 
amended in 6ubpart B by adding a new 
section to read as follows: 

§ 102.21 Fruit flnvoivd iwefictird 
spreads. 

<n) The common or usual name of a 
fruit flavored sweetened spreadable food 
that falls to conform to a definition and 
standard of identity established in Part 
29 of this chapter and that contains no 
fruit or less fruit than Is required by 
the standard of Identity shall be "sweet¬ 
ened spread." 

(b) The characterizing flavor of the 
food shall be declared in accordance with 
§ U2(t> of this chapter. For purposes of 
$ l.l£(i)(l)(l) of this chapter, such a 
food is considered to have an amount of 
characterizing Ingredient insufficient to 
characterize the food independently. If 
a generic term Is used pursuant to 91.12 

(1) (3) (ill> of this chapter in lieu of nam¬ 
ing each flavor, the term used shall be 
"mixed fruit." 

(c) The common or usual name of a 
food described in paragraph (a) of this 
section that contains fruit shall include 
a statement of the percentage of the 
fruit ingredient(s) in the manner set 
forth In 9 102.1(b), The percentage of 
each fruit ingredient, which shall be 
identified by its common or usual name, 
shall be declared in 10-percent incre- 


(1) The soluble solids content of the 
finished product shall be determined by 
the method prescribed in the "Official 
Methods of Analysis of the Association 
of the Official Analytical Chemist" 12th 
Ed.. 1975. section 22.019. "Insoluble 
Matter Absent." 

(2) The total weight of the soluble 
solids in the product before concentra¬ 
tion or dilution shall be the sum of the 
weight of the soluble solids contributed 
by the saccharine Ingredient, the weight 
of the soluble solid contributed by the 
fruit Ingredient, and the weight of solu¬ 
ble solids contributed by any other in¬ 
gredients. The weight of soluble solids 


meats, expressed as a multiple of 10 not 
greater than the nctual percentage of 
the fruit ingredient in the product, ex¬ 
cept that the percentage of a fruit In¬ 
gredient constituting less than 10 percent 
of the product shall be declared in the 
statement as "less than 10" percent 

(1 > Products containing more than one 
fruit Ingredient and declaring the char¬ 
acterizing flavor as "mixed fruit" pur¬ 
suant to paragraph (b) of this section 
shall declare the percentage of the total 
fruit content. 

(2) Products containing more than one 
fruit Ingredient and declaring each 
characterizing flavor separately shall de¬ 
clare the percentage of the total fruit 
content, which shall be followed in pa¬ 
rentheses bv a statement of the percent¬ 
age of each fruit ingredient, identified 
by its common or usual name. 

(d> The common or usual name of a 
food described in paragraph (a) of this 
section that contains no fruit shall in¬ 
clude the statement required by 9 102.1 
(c)(1) if the color of the food creates 
tiie impression that fruit is present or If 
the labeling of the food represents, sug¬ 
gests. or implies that fruit may be pres¬ 
ent, e.g M tho product label bears the 
name or a variation of the name or any 
pictorial representation of any fruit The 
blank in the statement required by 
9 102.1(c)(1) shall be filed In with the 
common or usual name of the appro¬ 
priate fruit, or with the word “Trull" 
where the presence of more than one 
fruit is represented, suggested, or Im¬ 
plied. 

<e> For purposes of paragraph (c) of 
tills section, the percentage of the fruit 
ingredient in the finished product is cal¬ 
culated by multiplying the weight of the 
fruit ingredient or equivalent used tif 
fruit Juice is used, the equivalent weight 
of the fruit ingredient is determined by 
the method prescribed In paragraph (c> 
i3> of this section) by the percentage of 
soluble solids in the finished product (as 
determined by the method prescribed in 
paragraph (e) (1 > of this section). divid¬ 
ing the product by the total weight of 
soluble solids before concentration or di¬ 
lution (as determined by the method 
prescribed in paragraph (e)(2) of this 
section) and multiplying the quotient 
by 100, os follows: 


contributed by the fruit ingredient shall 
be the soluble solids content of the spe¬ 
cified fruit calculated as the reciprocal of 
the factor given for that fruit in 9 29 2 
<c) of this chapter. For example, the 
average solids content of strawberries Is 
0.08, or 8 percent (the reciprocal of 12.5 
as given in 9 29.2(c) of this chapter'; 
thus, 5 pounds of strawberries are equiv¬ 
alent to 0.40 pound of soluble solids. 

(3) The equivalent weight of fruit In¬ 
gredient when such ingredient is a fruit 
Juice, whether concentrated, unconccn- 
trated. or diluted, shall be determined by 
the following method: Determine the 
percentage of soluble solids in the fruit 


Weight «»f fruit Inrffdlcbly iVrfeiit notable mIUi In 

<ur equivalent 1 _* th e C nUW prodoct y 100 a Percentage of fruit lajrredJeut In 

Total weljctit of soluble *olld* before concentration ttiiUhwl product 

or dilution 
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)uicc Ingredient by the method for solu¬ 
ble solids referred to in paragraph <e> 
(2> of this section; multiply the percent¬ 
age of soluble solids so found by the 
weight of the fruit Juice ingredient; from 
the product, subtract the weight of any 
added sugar or other added solids; and 
multiply the remainder by the factor for 
such fruit ingredient os given in ( 29.2 
(e) of this chapter. The result is the 
weight of fruit ingredient equivalent to 
the amount of fruit Juice used. For exam¬ 
ple: f < percent soluble solids in fruit Juice 
x weight of fruit juice used*—(weight 
of nonfruitsoluble solids» ) x l factor from 
J 29.2<c) of this chapter 1 -equivalent 
weight of the fruit ingredient. 

interested persons may. on or before 
January 12. 1976. submit to the Hearing 
Clerk, Food and Drug Administration, 
Rrn. 4-66, 5600 Fishers Lane. Rockville. 
MD 20852, written comments (preferably 
in qutntupllcate and identified with the 
Hearing Clerk docket number found in 
brackets in the heading of this docu¬ 
ment) regarding this proposal. Received 
comments may be seen in the above office 
during working hours. Monday through 
Friday. 

It is hereby certified that the economic 
and Inflationary effects of this proposal 
have been carefully evaluated in accord¬ 
ance with Executive Order No. 11821. 

Dated: November 5,1975. 

Sam D. Fink, 

Associate Commissioner for 
Compliance. 

|FR Doc.75-30269 Filed 11-10-75:8:46 am| 


[ 21 CFR Parts 600, 610, 640 ] 
(Docket No. 75N-03t2J 
BIOLOGICAL PRODUCTS 

Additional Standards for Single Donor 
Plasma (Human) Products 

The Commissioner of Food and Drugs 
L? proposing to amend Part 640—Addi¬ 
tional Standards For Human Blood and 
Blood Products <21 CFR Part 640) by 
adding a new Subpart D. which pre- 
bribes standards for single donor plasma 
products. Interested persons have until 
January 12. 1975, to submit comments. 

Pursuant to section 351 of the Public 
Health Service Act, each manufacturer 
of single donor plasmA products used for 
die prevention, treatment, and cure of 
diseases or injuries of man must be li¬ 
censed before marketing the products in 
Interstate commerce. Licenses for estab¬ 
lishment* manufacturing the plasma 
may be issued only upon a showing that 
the particular establishment will pro¬ 
duce plasma that Is safe, pure, potent 
nnd effective. Currently, licensing for the 
production and distribution of single 
donor plasma products is guided pri¬ 
marily by uncodiflcd standards original¬ 
ly developed in 1954. and published by 
the Department of Health. Education, 
ftnd Welfare as “Minimum Require¬ 
ments: Single Donor Plasma (Human).*• 

The Bureau of Biologies. Food and 
Drug Administration, has been review¬ 


ing licenses for plasma products for the 
purpose of revising older standards of 
production And testing. The proposed ad¬ 
ditional standards, set forth below, in¬ 
clude many of the provisions of the un¬ 
codiflcd standards together with changes 
and additions that reflect more recent 
experience and scientific knowledge in 
the field. 

Single Donor Plasma (Human) is the 
fluid portion of one unit of human blood 
intended for intravenous use which. In a 
closed system, has been collected, stabi¬ 
lized against clotting And separated from 
the cells. The manner in which Single 
Donor Plasma (Human) is processed de¬ 
termines the uses and names by which it 
is known. Single Donor Plasma (Human) 
may be used for the treatment of hy¬ 
povolemia. When plasma is fresh frozen 
to preserve coagulation Factors V, VTH 
(antihemophilic factor) and IX. it is 
known as Single Donor Plasma (Human) 
Fresh Frozen and may be used for treat¬ 
ment of specific clotting factor defi¬ 
ciencies. Plasma that is platelet rich is 
known as 8inglc Donor Plasma (Human) 
Platelet Rich and is used in the treat¬ 
ment of thrombocytopenia, a condition 
in which the number of platelets may be 
inadequate to prevent bleeding. In addi¬ 
tion, plasma that Is processed to remove 
the antihemophilic factor, the platelets, 
or both is known as Single Donor Plasma 
(Human) AHF Removed, 81ngle Donor 
Plasma (Human) Platelets Removed, and 
Single Donor Plasma (Human) Platelets 
and AHF Removed, respectively, which 
also may be used in the treatment of 
hypovolemia. Proposed ( 640.34 pre¬ 
scribes nomenclature and requirements 
for these single donor plasma products. 

Presently, Single Donor Plasma (Hu¬ 
man ) may be collected in an open system 
in which the blood and plasma contain¬ 
ers are entered during processing, pro¬ 
vided that a continuing check on sterile 
technique is conducted to reduce the risk 
of contamination. However, due to tech¬ 
nological advances and Increased avail¬ 
ability' of equipment, most blood-bank 
ing establishments have voluntarily con¬ 
verted to a closed system in which the 
blood and plasma containers are not en¬ 
tered during processing except for per¬ 
formance of tiie phlebotomy. The closed 
system all but eliminates the possibility 
of environmental contamination, there¬ 
by negating the need for a continuing 
check on sterile technique, and yields a 
product less likely to be contaminated 
than that collected and prepared In an 
open system. 

To promote the manufacture of a con¬ 
sistently safe and effective product, pro¬ 
posed ( 640.30. concerning the proper 
name and definition of the product, re¬ 
quires that blood collection. stabUixation 
against clotting, and separation of plas¬ 
ma be conducted in a closed system. 

Occasionally. Single Donor Plasma 
(Human) may be collected In excess of 
thereapeutlc needs or may become out¬ 
dated as a result of the need for blood 
banks to maintain sufficient inventory to 
cover emergency needs. Such outdated 
plasma must be disposed of. or it may be 


use for the manufacture of blood deriva¬ 
tives and reagents. Accordingly, pro¬ 
posed ( 640.36 prescribes labeling re¬ 
quirements for such plasma known as 
Recovered Plasma (Human) from single 
donor plasma, i.e.. plAsma diverted for 
further manufacture Into blood deriva- 
tles and reagents. The proposed stand¬ 
ards for Slngl* Donor Plasma (Human) 
do not otherwise apply to Recovered 
Plasma (Human) for which standards 
will be proposed at another time. 

The Commissioner also proposes to 
amend 8 600.15 Temperatures during 
shipment (21 CFR 600.15) and (610.53 
Dating periods for specific products 
(21 CFR 610.53) to prescribe shipping 
temperatures and dating periods for sin¬ 
gle donor plasma products, including Re¬ 
covered Plasma (Human) from single 
donor plasma. The Commissioner has 
concluded that single donor plasma prod¬ 
ucts will retain their safety, purity, po¬ 
tency and effectiveness for the entire 
length of their respective dating periods 
when the products are maintained at the 
temperatures proposed in ft 600.16 and 
610.53. 

The Commissioner has carefully con¬ 
sidered the environmental effects of the 
proposed regulation and, because the pro¬ 
posed action would not significantly af¬ 
fect the quality of the human environ¬ 
ment. has concluded hat an environ¬ 
mental impact statement is not required. 
The Commissioner has also carefully 
considered the inflation impact of the 
proposed regulation and no major infla¬ 
tion Impact has been found, as defined 
in Executive Order 11821, OMB Circular 
A-107, and Interim guidelines Issued 
April 1. 1975. by the Department of 
Health, Education, and Welfare. Copies 
of the FDA environmental and Inflation 
impact assessments and other pertinent 
background data on which the Commis¬ 
sioner relies in proposing this regulation 
are on file with the Hearing Clerk. Food 
and Drug Administration. 

Therefore, under the Public Health 
Service Act (sec. 351, 58 Stat. 702, as 
amended (42 U.8.C. 262)) and under au¬ 
thority delegated to him (21 CFR 2.120), 
the Commissioner proposes that Chapter 
I of Title 21 of the Code of Federal Reg¬ 
ulations be amended as follows: 

PART 600—BIOLOGICAL PRODUCTS: 

GENERAL 

1. In ( 600.15(a) by deleting the item 
“Single Donor Plasma (Human), Frozen” 
and adding alphabetically seven new 
items to read as follows: 

§ 600.15 Temperature* during shipment. 
• • • a • 

(a) Products. 

Product Temperature 

• • • • • • 

Single Donor Plasma —18* C or colder. 

(Human). 

Single Donor Plasma Do. 

< Human) AHP Re¬ 
moved. 

Single Donor Plaama Do. 

(Human) Fresh Frozen. 
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Product 

Single Donor Fljuim* 
(Human) Platelet* Re¬ 
moved. 

Single Donor Plasma 
(Human) Platelets and 
A HP Removed- 

Single Donor Plasma 
(Human) Platelet Rich. 

Recovered Plasma (Hu¬ 
man) from single donor 
plasma. 


Temperature 

Do. 


Do, 


1* to 10* Cor 20- 
to 34* C. 

—6* or colder. 


PART 610—GENERAL BIOLOGICAL 
PRODUCTS STANDARDS 

2. In 5 610.53 by revising the dating 
period and storage temperature require¬ 
ments for the item “Single Donor Plasma 
(Human) “ and by adding alphabetically 
six new Items to read as follows: 

8 610.53 Dating period* for eprrific 
products. 


Single donor plasma (human).-——- 

Single donor plasma (human) A11P removed. 
Single donor plasma (human) fresh Trace n— 

Single donor plasma (human) platelet* re¬ 
moved. 

Single donor plasma (human) platelet* and 
AHF removed. 

Single d ono r plasma (human) platelet rich.. 


Recovered plasma (human) from single 
donor plaama. 


5 year* ( — 18* C or colder). | 610.51 does not 
apply. 

Do. 

1 year ( — 18* C or colder). 1610.61 does not 
apply. 

5 year* ( — 18* C or colder), t 610.51 doe* not 
apply. 

Do. 

72 hour* (20* to 24* C or within a 2* range 
between 1* and 6* C). 1610.51 does not 

apply. 

In Ueu of an expiration date, the collection 
date shall appear on the label. The product 
shall be stored at —18* C. 


PART 640—ADDITIONAL STANDARDS 
FOR HUMAN BLOOD AND BLOOD 
PRODUCTS 

3. Tn Part 640 by adding a new Sub- 
part D, consisting of seven new sections, 
to read as follows: 

Subpert 0—Single Donor Plasma (Human) 

Sec. 

640.30 Single Donor Plasma (Human) . 

640.31 Suitability of donor*. 

840.32 Collection of source material. 

840 33 Testing the blood. 

840.34 Processing. 

840.35 Labeling. 

84038 Plasma diverted for further manu- 
turo. 

Subpart D—Single Donor Plasma 
(Human) 

8 610.30 Single Donor P1a«cna (Hu¬ 
man). 

(a) Proper name and definition. The 
proper name of this product shall be 
Single Donor Plasma (Human). The 
product is defined as the fiuid portion of 
one unit of human blood intended for in¬ 
travenous use. which, in a closed system, 
has been collected, stabilized against 
clotting, and separated from the cells. 

(b) Source . <1> Single Donor Plasma 
(Human) shall be obtained by plasma¬ 
pheresis or by separating plasma from 
blood collected from whole blood donors. 

(2) Single Donor Plasma (Human) 
may be obtained from a unit of Whole 
Blood (Human) collected by another li¬ 
censed establishment. 

§ 610.31 Suitability of donor*. 

(a) Whole blood donors shall meet the 
criteria for donor suitability prescribed 
In 5 640.3. 

(b) Plasmapheresis donors shall meet 
the criteria for donor suitability pre¬ 
scribed in 9 640.63. excluding the phrase 
“other than malaria*' In paragraph (c> 
(9) of that section. Informed consent 
shall be required as prescribed in 
fi 640.61. 


(c) Donors shall not be suitable if they 
are known to have been Immunized by 
Injection with human red blood cells or 
blood group substances. 

S 640.32 Collection of source material. 

(a) Whole blood shall be collected as 
prescribed in 9 640.4. except that para¬ 
graphs (d)(2) and (h> of that section 
shall not apply. Whole blood Intended for 
Single Donor Plasma (Human), Single 
Donor Plasma (Human) Fresh Frozen, 
and Single Donor Plasma (Human) 
AHF Removed shall be maintained with¬ 
in a 2-degree range between 1* and 6’ 
C until the plasma Is removed. Whole 
blood intended for Single Donor Plasma 
(Human) Platelet Rich. Single Donor 
Plasma (Human) Platelets Removed and 
Single Donor Plasma (Human) Platelets 
and AHF Removed shall be maintained 
as prescribed in 9 640 24 until the plate¬ 
lets are removed. The red blood cells 
shall be placed in storage at a 2-degree 
range between 1* and 6* C Immediately 
after the platelets are separated. 

(b) Plasma obtained by plasmaphere¬ 
sis shall be collected as prescribed in 99 
640.62. 640.64 (except that paragraph 

(c)(3) of that section shall not apply), 
and 640.65. 

g 610.33 Testing ti»e blood. 

(a) Blood from which plasma is sepa¬ 
rated shall be tested as prescribed in 
9 610.40 of this chapter and 9 640.5(a). 
tb). (e).and (e). 

(b) Pilot samples shall be collected as 
prescribed in 9 640.69(d) and shall ac¬ 
company the final product. 

<c) Manufacturers of 8ingle Donor 
Plasma (Human) collected by plasma¬ 
pheresis shall have testing and record¬ 
keeping responsibilities equivalent to 
those prescribed In 9 640.69ID and (g>. 

8 610.31 ProccMing. 

(a) Single Donor Plasma <UuTnani. 
Single Donor Plasma (Human) shall be 


separated from the red blood cells with¬ 
in 26 days after phlebotomy, and shall 
be stored at —18* C or colder within 4 
hours after transfer to the final con¬ 
tainer. 

(b) Single Donor Plasma (Human* 
Fresh Frozen. Single Donor Plasma (Hu¬ 
man) Fresh Frozen shall be prepared 
from blood collected by a single unin¬ 
terrupted venipuncture with minimal 
damage to and minimal manipulation of 
the donor's tissue. The plasma shall be 
separated from the red blood cells, frozen 
within 6 hours after phlebotomy, and 
stored at — 18« C or colder. 

(c) Single Donor Plasma (Human* 
Platelet Rich . Single Donor Plasma (Hu¬ 
man) Platelet Rich shall bo prepared 
from blood collected by a single unin¬ 
terrupted venipuncture with minimal 
damage to and minimal manlpuation of 
the donor’s tissue. The plasma shall be 
separated from the red blood cells by 
centrifugation within 4 hours after phle¬ 
botomy. The time and speed of centrif¬ 
ugation shall have been shown to pro¬ 
duce a product with at least 250.000 
platelets and no more than 20.000 red 
blood cells per cubic milliliter. The plas¬ 
ma shall be stored between 20* and 24* 
C. or within a 2-degree range between 
l* and 6* C. immediately after filling 
tho final container. 

(d> Single Donor Plasma (Human* 
Platelets Removed. Single Donor Plasma 
(Human) Platelets Removed shall be the 
plasma product remaining after Platelet 
Concentrate (Human) has been removed 
as prescribed in Subpart C of this Part 
640. Immediately after removal of the 
Platelet Concentrate (Human), the 
plasma shall be stored at —18* C or 
colder. 

(e) Single Donor Plasma (Human* 
AHF Removed. Single Donor Plasma 
(Human) AHF Removed shall be the 
plasma product remaining after Cryo- 
preclpitated Antihemophilic Factor (Hu¬ 
man) has been removed as prescribed in 
Subpart F of this Part 640. Immediately 
after removal of the Cryopredpltated 
Antihemophilic Factor (Human), the 
plasma shall be stored at —18* C or 
colder. 

(f) Single Donor Plasma (Human > 
Platelets and AHF Removed. Single 
Donor Plasma (Human > Platelets and 
AHF Removed shall be the plasma prod¬ 
uct remaining after Platelet Concentrate 
(Human) and Cryopredpltated Anti¬ 
hemophilic Factor (Human) have been 
removed as prescribed in Subparts C and 
F, respectively, of this Part 640. Immedi¬ 
ately after removal of the Platelet Con¬ 
centrate (Human) and the Cryop reel pi¬ 
ta ted Antihemophilic Factor (Human >. 
the plasma shall be stored at — 18' C or 
colder. 

(g) The final container. (1) The final 
container shall be colorless and trans¬ 
parent to permit visual inspection of the 
contents; any closure shall maintain a 
hermetic seal and prevent contamina¬ 
tion of the contents. 

(2) The final container material shall 
not interact with the contents, under the 
customary conditions of storage and use. 
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in such a manner as to have an adverse 
ciTect upon the safety, purity, potency 
and effectiveness of the product. 

i3) Prior to filling, the final container 
shall be Identified by number so as to 
relate it to the donor. 

<h> The final product (1) The final 
product shall be inspected immediately 
after separation of the plasma and shall 
not be issued for transfusion if there Is 
<] i any abnormality In color or physical 
appearance, <li> any indication of con¬ 
tamination. or (Hi) more than 25 milli¬ 
grams hemoglobin per 100 milliliters of 
pl .vma as determined by gross inspec¬ 
tion. 

(2) With the exception of Single 
Donor Plasma (Human) Platelet Rich, 
the final product shall be stored in a 
manner that will show evidence of thaw¬ 
ing and shall not be Issued if at the time 
of tissue there Is any evidence of thaw¬ 
ing of the product or breakage of the con¬ 
tainer during storage. 

(3) The final product shall not con¬ 
tain a preservative. 

§ 640.35 Labeling. 

In addition to the applicable labeling 
requirements of i 610.62 of this chapter 
and In lieu of the requirements of 
H 610.60 and 610.61 of this chapter, the 
container labels for Single Donor Plasma 
• Human) products shall bear the follow¬ 
ing informalton: 

<a) The proper name of the product, 
ttKlng the nomenclature as set forth in 

l 640.34. 

<b> The volume of source blood and 
plasma and the volume and type of anti¬ 
coagulant present in the source blood 
from which the product was prepared. 

<c) Blood group designations of the 
source blood. 

<d) Donor number. 
it) Expiration date. 

<f) Type of serologic test for syphULs 
used and the results. 

<g> Type of test for hepatitis B surface 
antigen used and the results. 

<h) Type of test for unexpected anti¬ 
bodies, if performed, and the results. 

(i) Instructions to store the product as 
prescribed In $ 610 53 of this chapter. 

<J) A warning against further process¬ 
ing of frozen product If there is evidence 
of breakage or thawing. 

<k) Instructions to thaw frozen prod¬ 
uct at a temperature between 30* and 
37* C. 

(1) Instructions to use the product 
within 2 hours after thawing. 

<m> Instructions to use a filter In the 
administration equipment. 

<n) Recommendation for administra¬ 
tion to group compatible recipients. 

(o) When applicable, a statement that 
the product should not be used In the 
treatment of coagulation defects requir¬ 
ing labile plasma factors. 

<p) A statement to see the instruction 
circular for directions for use. 

<q) The statement. “Caution: Federal 
Law prohibits dispensing without pre¬ 
scription." 

<r) Name, address, and license number 
or the manufacturer. 


(s) Where plasma has been prepared 
from whole blood processed by another 
licensed establishment, such fact, and 
the name, address, and license number of 
the establishment. 

§ 640.36 Plasma diverted for further 
manufacture. 

Single Donor plasma (Human) prod¬ 
ucts conforming to the requirements of 
this subpart and outdated Single Donor 
Plasma (Human) products may be used 
for further manufacture into blood de¬ 
rivatives or reagents: Provided , That 

(a) The final container has not been 
entered since the product was prepared. 

<b> The product has been stored con¬ 
tinuously at the temperature prescribed 
in f 610.53 of this chapter, except that 
within 72 hours from the time of phle¬ 
botomy. Single Donor Plasma (Human) 
PlAtelet Rich shall be stored at —18* C 
or colder. 

(c) The original label is covered with 
a permanent paste-on label containing: 

(1) The proper name of the product* 
Recovered Plasma (Human) from single 
donor plasma. 

(2) The volume of the source blood 
and plasma and the volume and type of 
anticoagulant present in the source blood 
from which the product was prepared. 

<3> Donor number. 

(4) Collection date of source blood. 

(5> Type of test for hepatitis B sur¬ 
face antigen used and the results. 

<6) The statement, “Do not Adminis¬ 
ter—For Manufacturing Use Only." 
prominently displayed. 

(7) When applicable, a statement In¬ 
dicating that Cryopreclpitated Antihe¬ 
mophilic Factor has been removed. 

(8) Name, address, and license num¬ 
ber of the manufacturer. 

Interested persons may. on or before 
January 12. 1976. submit to the Hear¬ 
ing Clerk, Food and Drug Administra¬ 
tion. Rm. 4-65, 5600 Fishers Lane, Rock¬ 
ville. MD 20852, written comments (pref¬ 
erably in quintuplicate and Identified 
with the Hearing Clerk docket number 
found in brackets in the heading of this 
document) regarding this proposal. Re¬ 
ceived comments may be seen In the 
day through Friday. 

It is hereby certified that the economic 
and Inflationary effects of this proposal 
have been carefully evaluated in accord¬ 
ance with Executive Order No. 11821. 

Dated: November 5.1975. 

8am D. Fin*. 

Associate Commissioner for 
Compliance. 

|TO Doc. 75-80271 FUc<l 11-10-75: 8:46 am] 


[21CFR Parts 610, 660 ] 

[Docket No. 75N-O306J 
BIOLOGICAL PRODUCTS 

Additional Standards for Reagent Red 
Blood CeHs 

The Commissioner of Food and Drugs 
Is p ropos ing to amend Parts 610 and 660 
(21 CFR Parts 610 and 660). by amend¬ 


ing 5 610.53 Dating periods for specified 
products (21 CFR 610.53) and by adding 
a new Subpart D. which prescribes 
standards for Reagent Red Blood Cells, 
to Part 660. Interested persons have un¬ 
til January 12. 1976, to submit comments. 

Reagent Red Blood Cells (Human) Is 
a preparation of human red blood cells 
used to detect or Identify human blood 
Broun antibodies Section 351 of the Pub¬ 
lic Health Service Act (58 Stat 702 (42 
USC. 262)) requires that each manu¬ 
facturer of Reagent Red Blood Cells 
(Human) be licensed before marketing 
It in interstate commerce. Licenses for 
establishments manufacturing the re¬ 
agents 8re issued only after the particu¬ 
lar establishment has demonstrated that 
it Is capable of manufacturing a prod¬ 
uct that is safe, pure, potent, and effica¬ 
cious. Currently, licensing for the pro¬ 
duction and distribution of Reagent Red 
Blood Cells (Human) is guided by un- 
codlfled standards published in 1961 by 
the Department of Health. Education, 
and Welfare, as “Tentative Control Pro¬ 
cedures: Reagent Red Blood Cells (Hu¬ 
man)." 

The Bureau of Biologies of the Food 
and Drug Administration has been re¬ 
viewing many licensed products, includ¬ 
ing Reagent Red Blood Cells (Human), 
to revise and update older standards of 
production and testing for publication 
as formal codified additional standards 
In the Code of Federal Regulations. The 
proposed additional standards below for 
red blood c*!ls prepared as diagnostic 
reagents Include many of the provisions 
of the published uncodifled standards: 
they also contain changes and additions 
that reflect more recent scientific experi¬ 
ence and developments. 

Before a transfusion is given, precau¬ 
tions must be taken to ensure that the 
blood of the donor and that of the re¬ 
cipient are compatible, i.e., there are no 
antibodies in the plasma of the recipient 
that are reactive with the equivalent 
antigens on the donor’s red blood cells. 
The effect of an incompatible transfu¬ 
sion upon the recipient varies, but a se¬ 
vere or even fatal reaction may result. 
Transfusion of on ABO incompatible 
unit of blood Is particularly dangerous to 
the recipient, since the antibodies in the 
recipient's plasma are usually capable of 
causing the rapid destruction of trans¬ 
fused red blood cells containing the cor¬ 
responding antigens, A person having 
Rh negative blood, on the other hand, 
may be sensitised, i.e.. stimulated to pro¬ 
duce antibodies, bv an initial transfusion 
with Rh positive blood: or in the case of 
a pregnant Rh negative woman, by bear¬ 
ing an Rh positive fetus, but she would 
suffer no apparent ill effects at the time 
of transfusion or during the first preg¬ 
nancy. However, any subsequent trans¬ 
fusion with Rh positive blood could cause 
a severe or even fatal reaction. Serious 
reactions due to Incompatibility of other 
blood group systems are less common. 

For these reasons, the blood of a donor 
and recipient must be tested to ensure 
the proper selection of compatible blood 
for transfusion. The tests include ABO 
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and Rh grouping tests and screening 
tests for unexpected antibodies. Unex¬ 
pected antibodies may occur In persons 
who. through pregnancy or previous 
transfusion, have been exposed to Im¬ 
munogens that their own red blood cells 
do not possess, or such anti bodies may 
appear In Individuals whose antibody- 
producing process has been affected so 
that antibodies are produced that react 
with the body's own tissue. 

Reagent Red Blood Cells (Human) is a 
preparation of red blood celln prepared 
from human peripheral blood or human 
umbilical cord blood, which hns been ob¬ 
tained from one or more donors known 
either to possess or lack certain blood 
group antigens. The product Ls used as 
an In vitro diagnostic reagent to detect 
and identify antibodies in human scrum 
or plasma as determined by the aggluti¬ 
nation s or hemolysis resulting when un¬ 
known serum antibodies react with the 
corresponding known antigens on the red 
blood cells contained In the reagent. The 
reagent product may be prepared and 
packaged in the form of a cell panel, 
which is a group of vials of red blood cell 
suspensions, each vial containing distinc¬ 
tive coll types. The cell panel Is used to 
Identify one or more presently known 
antibodies, depending upon the diversity 
of the different cell types represented In 
the cell panel. 

Licensed Reagent Red Blood Cells 
(Human) Is untally marketed In small 
containers with labels containing Infor¬ 
mation prescribed under Chapter I of 
Title 21 of the Code of Federal Regula¬ 
tions. In addition to the information pre¬ 
scribed in proposed 9 660 35 Labeling <21 
CFR 660.35). Therefore, to provide addi¬ 
tional space on the container label for 
the Information required, the Commis¬ 
sioner proposes to delete reference to the 
source "(Human) M from the proper name 
of the product The Commissioner con¬ 
cludes that such change of the proper 
name will not affect the safe use of the 
product, since It is consistent with a 
clear understanding of the Identity of 
the reagent that the source of the reagent 
Is human red blood cells. 

The labeling of Reagent Red Blood 
Cells must accurately Identify the pres¬ 
ence or absence of antigens for which 
identity tests have been performed, so 
that laboratory personnel are able to de¬ 
termine the presence and Identity of un¬ 
known antibodies In the scrum being 
tested. In the past, manufacturers of the 
reagents have been permitted to identify 
on the labeling certain antigens based 
on Inferential evidence, such as conclud¬ 
ing on the basis of experience that "e” 
antigen is present when a related antigen, 
"E“ antigen, is absent This practice has. 
for the most part, been voluntarily aban¬ 
doned by the industry and replaced with 
more definitive serological testing, since 
conclusions from inferential evidence 
have been shown to be unreliable. Ac¬ 
cordingly. the proposed standards re¬ 
quire in f 660.33 Testing of source ma~ 
tcrial (21 CFR 660.33) that a test for 
all antigens specified in the labeling be 
conducted by the manufacturer to con¬ 


firm identification of all blood group 
antigens. 

Different lots of reagents Intended for 
determining the presence and identifica¬ 
tion of antibodies of the same blood 
group systems may contain different 
combinations of cell types. To facilitate 
Identification of antibodies during a test¬ 
ing procedure. It is necessary that the 
cell types in each lot of product be 
identified by an antigenic constitution 
matrix corresponding to the cell types 
in the reagent. Accordingly, in addition 
to a package insert, which relates to 
the prod uct in general, 9 660.35 Labeling 
(21 CFR 660.35) also requires in para¬ 
graph (f) that manufacturers include 
an antigenic constitution matrix, which 
is intended to Identify the specific lot of 
product and the blood group antigens 
specified present or absent. 

The determining factor for detecting 
and identifying the presence of antibod¬ 
ies In blood serum by the use of Reagent 
Red Blood Cells 1s the agglutination or 
hemolysis, which results when the un¬ 
known antibodies In the serum react with 
the corresponding known antigens on tho 
red blood ceils of the reagent. This reac¬ 
tion becomes less distinct as the product 
becomes older and loses potency. As a 
matter of good blood-banking practice, 
quality control tests should be periodi¬ 
cally conducted to asses the ability of 
the reagent cells to distinctly react with 
weak antibodies. In light of the short 
dating period for Reagent Red Blood 
Cells, the Commissioner has determined 
that it would be impractical to require 
the submission of a representative sam¬ 
ple of each lot of Reagent Red Blood 
Cells to the Director of the Bureau of 
Biologies for approval before marketing 
each lot Instead, proposed 3 66 0.36(a) 
Samples and protocols <21 CFR 660.36 
<a)) requires that samples and protocols 
be submitted to the Bureau after each 
annual inspection, as required by I 600.21 
<21 CFR 600.21). Such samples will be 
tested by the Bureau to confirm the ac¬ 
curacy of testing by the manufacturer, as 
well as to confirm the continued ability 
of the product to consistently and effec¬ 
tively perform In accordance with its 
label claims. Additionally, proposed 
I 660.36(b) requires that a copy of the 
antigenic constitution matrix be submit¬ 
ted for each lot of product to the Direc¬ 
tor. Bureau of Biologies, to Inform him 
of the composition and availability of 
the subject products on the market at 
any given time. 

It Is also proposed that 3 610.53 be 
amended to (1) change the Item "Re¬ 
agent Red Blood Cells (Human)" to 
"Reagent Red Blood Cells," to be con¬ 
sistent with the proper name In the pro¬ 
posed additional standards, and (2) to 
extend the prescribed dating period of 
21 days to 35 days, since licenses have 
been issued for such products in response 
to data, which has been confirmed by the 
Bureau of Biologies, reflecting that the 
reagents maintain their safety, purity, 
potency, and efficacy when stored at 2* 
to 8* C for 35 days. 


The Commissioner has carefully con- 
aldered the environmental effects of the 
proposed regulation and. because the 
proposed action would not significantly 
affect the quality of the human environ¬ 
ment. has concluded that an environ¬ 
mental impact statement is not required. 
The Commissioner has also carefully 
considered the inflation impact of the 
proposed regulation and no major infla¬ 
tion Impact has been found, as defined 
in Executive Order 11821. OMB circular 
A-107, and interim guidelines Issued 
April 1, 1975 by the Department of 
Health, Education, and Welfare. Copies 
of the FDA environmental and inflation 
impact assessments and other pertinent 
background data on which the Commit 
sioner relies In proposing this regulation 
are on flic with the Hearing Clerk. Food 
and Drug Administration. 

Therefore, under the Public Health 
Service Act (sec. 351. 56 Stat. 702, as 
amended <42 U.S.C. 262)) and under au¬ 
thority delegated to him <21 CFR 2.120), 
the Commissioner proposes to amend 
Subchapter F of Chapter I of Title 21 
of the Code of Federal Regulation In 
Parts 610 and 660 as follows- 

1. Part 610 is amended in | 610.53 by 
revising the listing "Reagent Red Blood 
Cells (Human)" to read as follows; 

8 610.53 Dating periods for specified 
product*. 

• • • • • 

Reagent Red Blood Cell*, 35 dsys. | 610 51 
does not apply. 

• • • • • 

2. Part 660 Is amended as follows: 

a. By adding to the table of contents 
the following entries: 

Subpart O—Re*g*nt Rad Blood Call* 

Sec. 

660.30 Reagent Red Blood Coils. 

680.31 Suitability of tho donor. 

660.32 Collection of the source material. 

660.33 Testing of source material. 

660.34 Processing. 

660.35 Labeling. 

660.36 Samples and protocols. 

b. By adding a new Subpart D to read 
as follows: 

Subpart D—Reagent Red Blood Cells 
S 660.30 Reagent Red Blood Cells. 

(a) Proper name and deA*ition. The 
proper name of the product shall be Re¬ 
agent Red Blood Cells, which shall con¬ 
sist of a preparation of human red blood 
cells used to detect or Identify human 
blood group antibodied. 

<b) Source . Reagent Red Blood Celia 
shall be prepared from human umbilical 
cord blood or human peripheral blood 
meeting the criteria of || 660.31 and 
660.32. 

§ 660.31 Suitiihiliir of the donor. 

Reagent Red Blood Cell donors shall 
meet the criteria for donor suitability 
prescribed under 9 640.3 of this chapter, 
except that paragraphs (b)(5) and (6>. 
(d). and (e) of 9 640.3 shall not apply- 
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§ 660.32 Collection of •cntrrc mulrriaL. 

Blood for Reagent Red Blood Cells 
shall be collected as prescribed under 
f 640.4 of this chapter, except that para¬ 
graphs (d), (g>. and <h) of 1 640 4 shall 
not apply. 

§ 660.33 Testing of source material. 

A sample of each blood incorporated In 
the Reagent Red Blood Cell product shall 
be Individually tested to confirm Identifi¬ 
cation of all blood group antigens speci¬ 
fied as present or absent in the labeling. 

§ 660.34 IVoccwing. 

(a) Processing method. The process¬ 
ing method shall be one that has been 
shown consistently to yield a product 
that Is capable of detecting antibodies 
corresponding to all blood group antigens 
specified as present In the labeling 
throughout the dating period. 

(b) Red blood cell concentration . Each 
lot of final product shall have a red blood 
cell concentration of not less than 2 per¬ 
cent. 

(c) Products prepared from pooled red 
Hood cells . At least 50 percent of the red 
blood cells in a final product prepared 
from pooled red blood cells shall be posi¬ 
tive for the antigens claimed on the 
labeling. 

(d) Absence of antibodies. Each lot of 
final product shall be free of demonstra¬ 
ble antibodies. 

<e) Final containers. The final con¬ 
tainers used for each lot of product shall 
be sterile, colorless, and transparent 
Color coding of the product labels, and 
container caps or droppers supplied with 
the product shall not be used. 

<f> Date of manufacture. The date of 
manufacture of the product shall be the 
date that the blood with withdrawn from 
the donor. If the product consists of red 
blood cells from two or more donors, the 
date of manufacture of the final product 
fhall be the date of withdrawal of blood 
from tiie donor of the oldest constituent 
blood. When a product consists of more 
than one vial, eg., cell panel, the date of 
manufacture of each vial of the product 
shall be the earliest date that blood was 
withdrawn from the donor for any vial in 
tiie product. 

(g) Retention samples. Retention 
samples shall be maintained as required 
by $ 600.13 of this chapter, except that 
samples may be retained only through¬ 
out the dating period of the product. 

8 660.35 labeling. 

In addition to the items required by 
§ 328.10 of this chapter and other appli¬ 
cable labeling provisions of this chapter, 
the following Information *haJi be In¬ 
cluded in the labeling: 

(a) The container and package labels 
shall indicate the percentages of red 
blood cells in the suspension either as a 
discrete figure or as a range, the ex¬ 
tremes of which differ by no more than 
2 percent. 

<b) The words M poo!ed cells*' shall ap¬ 
pear on the container and package la¬ 
bels of products prepared from pooled 
cells. The number of donors contribut¬ 


ing to the pool shall be specified in the 
package insert. 

<c> The package label shall state the 
blood group antigens specified present 
or absent, or refer to such Information 
in an accompanying antigenic consti¬ 
tution matrix. 

<d> The package label and package 
insert shall bear the cautionary state¬ 
ment. "The reactivity of the product 
may decrease during the dating period." 

(e) The package Insert shall provide 
adequate Instructions for use. 

it) An antigenic constitution matrix 
for each lot of product shall specify 
all blood group antigens present or ab¬ 
sent in each vial of the package. 

(g> When a package contains more 
than one vial, e.g., a cell panel, the pack¬ 
age label and the label of each vial con¬ 
tained in the package shall be assigned 
the same identifying lot number, and 
shall also bear a number or symbol to 
distinguish one vial from another. Such 
number or symbol shall also appear on 
the antigenic constitution matrix. 

8 660.36 Sample* and protocol*. 

(a) The following shall be submitted 
to the Director. Bureau of Biologies, 
Pood and Drug Administration, 800 
Rockville Pike. Bethesda. MD 20014, 
within 30 days after each annual in¬ 
spection by the Bureau of Biologies per¬ 
sonnel. 

(1) A sample of each size vial of each 
product manufactured and packaged as 
for distribution. The sample shall have 
at least 14 days remaining on the dating 
period when shipped. 

(2) A protocol consisting of the date 
of manufacture of the samples and the 
results of all tests performed before dis¬ 
tribution of the lot from which the 
samples were taken. 

<b> A copy of the antigenic constitu¬ 
tion matrix specifying the antigens 
present or absent shall be submitted to 
the Director, Bureau of Biologies, at the 
time of initial distribution of each lot 
of panel cells. Products designed ex¬ 
clusively to Identify anti-A. anti-A, and 
anti-B. as well as products composed 
entrely of umbilical cord ceils, arc ex¬ 
cluded from this requirement. 

Interested persons may. on or before 
January 12, 1976, submit to the Hearing 
Clerk. Food and Drug Administration. 
Rm. 4-65, 5600 Fishers Lane, Rockville. 
MD 20852. written comments (preferably 
In qulntuplicate and identified with the 
Hearing Clerk docket number found in 
brackets In the heading of this docu¬ 
ment) regarding this proposal. Received 
comments may be seen in the above office 
during working hours, Monday through 
Friday. 

It is hereby certified that the economic 
and Inflationary effects of this proposal 
have been carefully evaluated In accord¬ 
ance with Executive Order No. 11821. 

Dated: November 5. 1975. 

Sam D. Puts, 

Associate Commissioner for 
Compliance. 

|FK Doc 75-30270 Filed 11-16-78:8:46 am| 


[21 CFR Part 660] 

(Docket No. 76N—0313] 

BIOLOGICAL PRODUCTS 

Additional Standards for Blood Grouping 
Serum 

The Commissioner of Food and Drugs 
is proposing to amend the biologies reg¬ 
ulations to provide additional standards 
governing the manufacture of Blood 
Grouping 8erum. The proposed effective 
date of the amendment Is 30 days after 
publication of the final regulations in 
the Federal Register, except that the 
proposed effective date for the labeling 
requirements is 10 months after publica¬ 
tion of the final regulations. Interested 
persons have until January 12. 1976, to 
comment. 

The Commissioner proposed regula¬ 
tions. published in the Federal Register 
of November 13.1973 (38 FR 31312). gov¬ 
erning the manufacture of Blood Group¬ 
ing Serum. Blood Grouping Serum, 
which consists of a sterile preparation of 
serum containing one or more blood 
grouping antibodies, is used to detect 
ABO. Rh-Hr. and other red blood cell 
antigens In blood. Interested persons 
were given 60 days to file written com¬ 
ments on the proposal. 

Fifteen letters of comment were re¬ 
ceived from manufacturers and other In¬ 
terested persons, were carefully evalu¬ 
ated. and most were accepted in part or 
in their entirety, resulting in substan¬ 
tive revision of the 1973 proposed regu¬ 
lations. In addition, the revised regula¬ 
tions Include requirements reflecting ad¬ 
vances in technology and knowledge, 
which were not included In the 1973 pro¬ 
posal. 81nce the revised regulations are 
substantively different from the proposed 
regulations, the Commissioner has deter¬ 
mined that the regulations should be 
published again as a proposal so that the 
final regulation will reflect the best cur¬ 
rent knowledge of all persons in the field. 
Accordingly, there would be littfe value 
In discussing in tills preamble the com¬ 
ments on the 1973 proposal In great de¬ 
tail. The Commissioner will discuss only 
very briefly those substantive comments 
addressed to the 1973 proposal, and the 
new requirements concerning advances 
In technology and knowledge will also 
be highlighted. 

Shortly after publication of the pro¬ 
posed regulations under Part 273 (21 CPR 
Part 273), the biologies tegulatians were 
recodified unde r Subchapter F. Parts 660 
to 680 ( 21 CFR Parts 600 to 680) and the 
proposed regulations below reflect the 
recodification. 

L The Commissioner has prescribed 
new potency titer values in proposed 
I 660.25(a) (5) (21 CFR 660.25'a) (5) 

formerly proposed as f 273.5032(d)) con¬ 
cerning products for which Reference 
Blood Grouping Sera are not available. 
The new values are derived from an 
analysis of potency titer values of sera 
submitted by manufacturers to the 
Bureau of Biologies after publication of 
the 1973 proposal. These potency titer 
values reflect the existing capability of 
manufacturers to produce each sped fie 
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antiserum at a potency equal to or ex¬ 
ceeding the proposed required potencies. 

2. The 1973 proposal simplified the 
labeling of all blood grouping sera final 
containers by (t> eliminating the re¬ 
quirement that the proper name of the 
product appear on the final container 
label* and (ii) providing that the source 
of the antiserum need not appear on the 
linal container label, unless the source is 
other than human. Simplification re¬ 
duces the amount of printing required 
on the final container label so that the 
antibody designations can be printed in 
large type, thereby reducing the chance 
that a technologist may select the wrong 
container of antiserum because of diffi¬ 
culty In reading the small print. 

Many comments lauded the Commis¬ 
sioner’s proposal to reduce the amount 
of printing on the final container label. 
However, three comments suggested that 
labeLs be further simplified by requiring 
that only the Fisher-Race nomenclature 
for Rh antisera appear on the label, 
rather than both the Wiener and Fish¬ 
er-Race nomenclatures, as presently re¬ 
quired. Another six comments suggested 
that the antibody designations of various 
antisera, such as “Antl-Fy* Serum < An¬ 
ti-Duffy be simplified by either re¬ 
moving the redundant “anti” notation 
from the parenthetical expression or by 
removing the parenthetical expression 
entirely. 

The Commissioner agrees that simpli¬ 
fication of the antibody designation of 
Blood Grouping Serum will reduce the 
amount of printing required on the final 
container label without confusing the 
user in distinguishing one product from 
another. Since the Fisher-Race nomen¬ 
clature for Rh antisera generally re¬ 
quires less space than the Wiener nomen¬ 
clature. the Commissioner is of the opin¬ 
ion that only the Fisher-Race nomencla¬ 
ture for Rh antisera should be used on 
final container labels of Blood Group¬ 
ing Sera. The Commissioner also agrees 
that the redundant parenthetical phrase 
of a blood grouping designation should 
be entirely deleted on such final con¬ 
tainer labels. Accor ding ly, proposed 
i 660 28 Labeling (21 CFR 660.28) pre¬ 
scribes In paragraph <d) simplified anti¬ 
body designations for final container 
labels of Blood Grouping 8ora. 

3. Four comments objected to prohibit¬ 
ing color coding of labels since it has 
been safely used for over 20 years for 
anU-C, anti-E. anti-CD, anti-DE. and 
anti-6 sera. 

The Commissioner agrees that color 
coding of labels for the products sug¬ 
gested by the comments should be per¬ 
mitted. The primary purpose of the 
proposal to prohibit color coding of labels 
was to discourage the identification of a 
product solely by the color of its label 
rather than by the information on the 
label. However, except for blood group¬ 
ing sera used in automated equipment, 
all blood grouping sera are packaged in 
volumes of 10 milliliters or less—small 
containers providing little space for all 
the necessary labeling. As indicated in 
item 2 of tills preamble, the Commissioner 


proposed that certain information be re¬ 
moved from the container label so that 
the antibody designations may be printed 
In large type. The Commissioner is of the 
opinion that the type for antibody des¬ 
ignations on blood grouping sera con¬ 
tainers as proposed under $ 660.28(a) (3) 
eliminates the likelihood that the prod¬ 
uct will be identified solely by the con¬ 
tainer label color. Moreover, color coding 
of Blood Grouping Sera container labels 
will serve as a practical akl to the technol¬ 
ogist to Identify expeditiously the con¬ 
tainer contents. Accordingly, proposed 
$ 660 28(a)(1) permits color coding of 
certain Blood Grouping 8era final con¬ 
tainer labels. 

4. The Commissioner is proposing a 
new provision under $ 660.24(a) (2) and 
<c> (21 CFR 660.24(a)(2) and (c) form¬ 
erly proposed as (273.5032(a)(2) and 
<c)) to require the use of AB serum or 
bovine albumin in the prepaartion of 
ABO antisera and antl-D Intended for 
potency testing by the saline tube test 
The AB serum or bovine albumin is 
needed to retard adherence of red blood 
cells to the test tube during performance 
of the potency test, especially at higher 
scrum dilutions. 

5. In the performance of the test for 
nonspecific qualities, prescribed In 5 660. 
26(b) (21 CFR 660.26(b) formerly pro¬ 
posed as 1 273.5033(b)) the undiluted 
Blood Grouping Serum and the cell sus¬ 
pension are usually added to the test 
tubes with a Pasteur pipette. Since it is 
not critical to use exactly 0.25 milliliter, 
proposed 5 660.26<b) (1) (1) and (ii) 
identify the required volumes as drops 
rather than as the precisely measured 
volume of 0.25 milliliter. Additionally, in 
f 660.26(b) (1) (U). the percent concen- 
ration of cell ssupenslon in saline is 
changed from 2 percent to the percent¬ 
age recommended in the product pack¬ 
age insert. The change is made to ap¬ 
proximate testing conditions with actual 
conditions of use. 

6. The avidity test In proposed } 660.- 
27(a) and (b) (21 CFR 660.27(a) and 

(b) formerly proposed as 5 273.5034(a) 
and (b)) has been revised to require the 
use of a 40-percent suspension of red 
blood cells for ABO and Rh test proce¬ 
dures, respectively. The concentration is 
changed from 10 percent for ABO and 50 
percent for Rh-Hr prescribed in the 1973 
proposal, to approximate testing condi¬ 
tions with actual conditions of use. 

7. Since the concentration of red blood 
cells has been increased from 10 percent 
to 40 percent for the ABO test procedure, 
the test may be conducted in 2 minutes, 
rather than in 3 minutes as proposed 
under 5 273.5034(a) (4). Accordingly, 
5 660.27(a) (4) requires that at the end 
of 2 minutes the size of the clumps shall 
be recorded. To simplify the measure¬ 
ment of the size of the clumps, 5 660.27- 

(c) (2) requires the clump size to be no 
less than 1 millimeter in diameter, rather 
than 1 square millimeter as required in 
5 273.5034(0(2). 

8. The Commissioner has added a new 
paragraph (b) <2) to 5 660.26 to require 
that all antisera recommended for use by 


the antiglobulin technique be negative 
for the presence of anti-Bg*. Bg* and 
Bg' antibodies. The provision is added 
because serum intended for antiserum 
production obtained from an individual 
sensitized by blood transfusion may con¬ 
tain some leukocyte antibodies, anti- 
HLr-A7, anti-W17 or anti-W28 which are 
interreactive wih red blood cell antigens 
Bg*. Bg* and Bg*. respectively. Conse¬ 
quently. antiserum containing anti-HL- 
A7. anti-W17 or anti-W28 antibodies 
may yield a false positive result If the 
blood being tested contains the Bg\ Bg* 
and Bg* antigens. 

The Commissioner has carefully con¬ 
sidered the environmental effects of the 
proposed regulation and. because the 
proposed action would not significant!:, 
affect the quality of the human environ- 
ment, has concluded that on environ¬ 
mental Impact statement is not required 
The Commissioner has also carefully 
considered the inflation impact of the 
proposed regulation and no major infla¬ 
tion Impact has been found, as defined 
in Executive Order 11821, OMB circular 
A-107, and interim guidelines issued 
April 1, 1975 by the Department of 
Health, Education, and Welfare. Copies 
of the FDA environmental and inflation 
impact assessments and other pertinent 
background data on which the Commis¬ 
sioner relies In proposing this regulation 
arc on file with the Hearing Clerk. Food 
and Drug Administration. 

Therefore, pursuant to the provisions 
of the Public Health Service Act (sec. 
351. 58 Stat. 702 as amended (42 U.S.C. 
262)) and under authority delegated to 
him (21 CFR 2.120), the Commissions -i 
proposes to amend Part 660 as followp 

1. By amending the table of contents 
by adding the following: 

Subpart C—Blood Grouping Serum 

8oc. 

600 20 Blood Grouping Scrum 
600.21 Processing. 

66022 Reference prcperaUanj* 

66023 Red blood cell preparations. 

66024 Potency test with reference prepara¬ 

tions. 

66025 Potency test without reference prep 

aratlons. 

66026 Spe-iflclty teet. 

66027 Avidity teet. 

66028 Labeling. 

66029 Samples; protocols; official rcleat* 

2. By adding a new Subpart C as fol¬ 
lows: 

Subpart C—Blood Grouping Serum 

% 660.20 Blood Grouping Scrtun. 

(a) Proper name and definition. The 
proper name of this product shall be 
Blood Grouping Serum which shall con¬ 
sist of a sterile preparation of serum 
containing one or more blood grouping 
antibodies as set forth in I 66028(d) . 

<b> Source. The source of this product 
shall be blood, plasma or serum. 

g 660.21 Proceeding. 

(a) Processing method . (I) The proc¬ 
essing method shall be one that has been 
shown to consistently yield a specific, 
potent, final product, free of properties 
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that would affect the product for Its In¬ 
tended use throughout the dating period 
<2> Only that material which has been 
fully processed, sterile-filtered into a sin¬ 
gle vessel and thoroughly mixed in that 
vessel shall constitute a lot. 

(3) A lot may be subdivided into clean, 
sterile vessels. Each subdivision shall 
constitute a sublot. If lots are to be sub¬ 
divided. the manufacturer shall include 
this information in the license applica¬ 
tion, The manufacturer shall describe 
the test specifications to verify that each 
sublot is identical to other sublots of the 
lot and that each sublot Is sterile as 
specified in I 610.12 of this chapter. 

<4) Each lot of Blood Grouping Serum 
shall be identified by a lot number. Each 
sublot shall be Identified by that lot 
number to which a distinctive prefix or 
suffix shall be added. Pinal container and 
package labels shall bear the lot num¬ 
ber and &U distinctive prefixes and suf¬ 
fixes that have been applied to identify 
the sublot from which filling was accom¬ 
plished. 

(b) Color coding of antisera. Blood 
Grouping Sera shall not be colored, ex¬ 
cept that antl-A may be colored blue, and 
antl-B may be colored yellow. 

(c) Color coding of dropper bulbs. 
Dropper bulbs may be color coded to 
match the color of the label of each an¬ 
tiserum. if the dropper bulb is not color 
coded. It shall be black. 

<d> Final containers and dropper as* 
scmblies. Pinal containers and dropper 
assemblies shall be sterile. For antisera 
for manual use, final containers and 
dropper pipettes shall be colorless and 
transparent For antisera for automated 
use, final containers shall be colorless 
and transparent or translucent 
<e> Volume of final product. A final 
container of Blood Grouping Scrum for 
manual use shall not contain more than 
10 milliliters of the product. A final con¬ 
tainer of product for use in automated 
equipment shaU not contain more than: 

(1) 150 milliliters of product for those 
sera that are to be used undiluted, or 
12) 10 milliliters of product for those 
sera that are to be diluted for use. 

(t) Date of manufacture. The date of 
manufacture shall be the date of initia¬ 
tion by the manufacturer of the last valid 
potency test reported on a protocol and 
submitted to the Director. Bureau of 
Biologies. Food and Drug Admlnistra- 


I 660.22 Reformer prep*ration*. 

The following reference Blood Group¬ 
ing Sera shall be obtained from the Bu¬ 
reau of Biologies, Food and Drug Admln- 
8800 Rodevllle Pike. Bethesda. 
MD 20014, and shall be used as described 
m the accompanying package Insert for 
Determining the potency of Blood Group¬ 
ing Sera. 

Antl-A 

Antl-B 

Antt-D for rapid tube teat 

An[il £ D # tOT * aUnc lube tcsl for Anti-O only 
rapid tube test 
tube test 
An.w for rapid tube t*et 


S 660.23 Red blood cell preparation*. 

Fresh or frozen red blood cells may be 
used for preparing cell suspensions for 
the testing of all Blood Grouping Sera 
under the following conditions: 

(a) Fresh red blood cells shall be used 
within 7 days of withdrawal from the 
donor. 

(b) Frozen red blood cells not exceed¬ 
ing 3 years old may be used In the prep¬ 
aration of cell suspensions for testing 
antisera for which Reference Blood 
Grouping Sera arc available The period 
of time in which frozen red blood cells 
may be used in the preparation of cell 
suspensions for testing of antisera for 
which no reference Blood Grouping Sera 
are available shall be determined on the 
basis of stability data submitted to the 
Director. Bureau of Biologies. Food and 
Drug Administration, demonstrating re¬ 
tention of antigenic reactivity and red 
blood cell integrity for those antigens to 
be used in control testing. The method of 
freezing, storing and thawing red blood 
cells, including a description of the cry- 
oprotective medium, shall be described In 
detail. Frozen red blood cells shall be used 
on the day of thawing. 

(c) Each time frozen blood cells arc 
thawed for use In testing antisera with 
Anti-Human Globulin Scrum, the thawed 
cells shall first be tested by the direct 
antlglobulln technique. Only those cells 
found negative by thhc direct antiglo¬ 
bulin technique shall be used in testing 
antisera with Anti-Human Globulin 
Serum. 

S 660.24 Potency to*t vrlth rr formre 
preparation*. 

Products for which Reference Blood 
Grouping Sera are available slmll be 
tested as follows: 

(a) Test procedures for ABO Blood 
Grouping Serum —(1) Cell suspension . 
<i> A 2-percent suspension of red blood 
cells In isotonic saline shall be prepared 
on the day of use. The red blood cells 
used s h all have been washed with Iso¬ 
tonic saline at least twice and shall re¬ 
sult in a clear supemate. 

(11) As a minimum, the following cells 
shall be used: 

Mood grouping 

serum Cells 

AnU-A. A t . A,B (A^B c*ll* from 

3 different donors shall 
be used). 

Antl-A. B-. A lt A„ B. 

Antl-B_.... B. / 

(2) Serum dilutions . (1) Beginning 
with undiluted serum, separate two-fold 
dilutions (1:2.1:4, etc.) of the test serum 
and the reference serum shall be pre¬ 
pared using isotonic saline containing 1 
to 2 percent AB serum or bovine albumin. 

01) A separate clean pipette shall be 
used for each dilution to avoid carry¬ 
over of higher serum concentrations. 

(Hi) For antl-A. B serum, unpooled 
Reference Blood Grouping Sera anti-A 
and antl-B shall be used. 

(3) The test. Using cells listed in para¬ 
graph (a)(1) (ill of this section. Refer¬ 
ence Blood Grouping Sera antl-A and 
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antl-B shall be tested In parallel with 
the test serum. 

(1) Place 0.1 milliliter of each serum 
dilution in a separate clean test tube ap¬ 
proximately 10x75 millimeters. Add 0.1 
milliliter of the appropriate 2 percent cell 
suspension to each test tube. 

(li> Mix contents of each test tube 
thoroughly and centrifuge Immediately 
for 1 minute at approximately 150 rela¬ 
tive centrifugal force (ref) or 20 seconds 
at approximately 1,000 ref. 

(4) Interpretation of the test. (1) The 
cell buttons of each test tube shall be 
gently dislodged and observed macro- 
scopically. The reactions shall be graded 
as follows: 

4-4- Cell button remains la one clump. 
84* Cell button dislodges into sever*! 
dumps. 

3-1* Cell button dislodges Into many *mj di 
chimps of equal size. 

14* Cell button dislodges Into finely gran¬ 
ular. but definite, small clumps. 

(U) Any doubtful reaction shall be re¬ 
corded as negative. The potency titer 
value is the reciprocal of the greatest 
serum dilution for which the reaction is 
graded os 1-f. The dilution caused by the 
addition of the cells shall not be con¬ 
sidered os contributing to the dilution of 
the antiserum. 

(b) Test procedures for anti-D . anti- 
CD. anlt-DE . anti-CDE . antl-C, antl-E 
and antl-6 for slide test or rapid tube 
test —(1) Cell suspensions . (i) A 2 per¬ 
cent suspension of red blood cells In 11 to 
15 percent bovine albumin shall be pre¬ 
pared on the day of use. The red blood 
cells used shall have been washed with 
isotonic saline at least twice and shall 
result in a clear supemate. 

(11) As a minimum, the following cells 
shall be used: 

Blood grouping 

serum Celts ( A , B. Aft. or O) 

AnU-D—. rcDe®. 

Antl-C-.... Ccddee and CcDKE or 

CODES or CCdEK. 

Antt-E... ccddEow 

Anti-4- CcDEc. 

Anti-CD-ccD*a. Ccddee. 

Antl-DE-.... ccDeo. ccddKo. 

Antl-CDE-ccddEo, ccDe*. Ccddes. 

(2) Serum dilutions. (1) beginning 
with undiluted serum, separate two-fold 
dilutions (1:2.1:4, etc.) of the test serum 
and the reference serum shall be pre¬ 
pared using 20 to 22 percent bovine 
albumin'. 

(11) A separate clean pipette shall be 
used for each dilution to avoid carryover 
of higher serum concentrations. 

(ill) for test sera containing multiple 
antibodies, e.g.. anti-CDE, the corre¬ 
sponding unpoolcd Reference Blood 
Grouping Sera shall be used. 

(3) The test. Using cells listed in para* 
graph (b)(1) (11) of this section. Refer¬ 
ence Blood Grouping Sera shall be tested 
in parallel with the test sera. 

(1) Place 0.1 milliliter of each scrum 
dilution in a separate clean test tube ap¬ 
proximately 10 x 75 millimeters. Add 0.1 
milliliter of the appropriate 2 percent 
cell suspension to each test tube. 
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(ii) Mix contents of each test tube 
thoroughly and incubate test tubes at 37* 
C for 1 hour. 

(ill> Centrifuge test tubes for 2 min¬ 
utes at approximately 150 relative cen¬ 
trifugal force (ref) or for 45 seconds at 
approximately 1,000 ref. 

(4) Interpretation o/ the test. The in¬ 
terpretation of the test shall be the same 
os described in paragraph (a) (4) of this 
section. 

<c> Test procedure for anti-D for sa¬ 
line tube test. The test procedure shall be 
the same as that described in paragraph 
(b)(1) through (4) of this section except 
that the 2 percent suspensions of red 
blood cells and the two-fold serum dilu¬ 
tions shall be made in Isotonic saline con¬ 
taining 1 to 2 percent AB serum or bovine 
albumin. 

(d) Potency requirements. Products for 
which Blood Grouping Sera are available 
shall have a potency Uter value at least 
equal to that of the reference sera. 

§ 660.25 Potency lest without reference 
preparations. 

Products for which Reference Blood 
Grouping Sera are not available shall be 
tested as follows: 

(a) Products recommended for tube 
tests —(1) Cell suspensions . <0 A 2 per¬ 
cent suspension of red blood cells in iso¬ 
tonic saline or in AB serum shall be pre¬ 
pared on the day of use. The red blood 
cells used shall have been washed with 
isotonic saline at least twice and shall 
result in a clear supemate. 

<ii) As a minimum, two group 0 red 
blood cells that are heterozygous for the 
antigen corresponding to the test anti¬ 
body shall be used. If heterozygous 
phenotypes are not available, other cells 
may be used as described in the manu¬ 
facturer’s license application. 

(2) Serum dilutions . (i) Beginning 
with undiluted serum, separate two-fold 
dilutions (1:2,1:4. etc.) of the test serum 
and the reference serum shall be pre¬ 
pared using isotonic saline or AB serum. 

(11) A separate clean pipette shall be 
used for each dilution to avoid carryover 
of higher serum concentrations. 

(3) The test. <1> Place 0.1 milliliter of 
each serum dilution in a separate clean 
test tube approximately 10x75 milli¬ 
meters. Add 0.1 milliliter of the appropri¬ 
ate cell suspension to each test tube. 

<U) Mix contents of each test tube 
thoroughly and Incubate test tubes at 
the temperature and for the length of 
time recommended in the manufacturer’s 
package insert for the product. 

(ill) Perform antiglobulln test. If re¬ 
quired in the manufacturer’s package in¬ 
sert for the product, 

<lv) Centrifuge test tubes according to 
the instructions in the manufacturer's 
package insert. 

(4) Interpretation of the test. The in¬ 
terpretation of the test shall be the same 
as described in $ 660.24<a> (4). 

($) Potency requirements. Blood 
Grouping Sera recommended for the test 
tube methods, including the Indirect 
antiglobulin test, shall have the following 
potency titer value when tested by all 
methods recommended In the manufac- 
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ttirer’s package Insert using red blood 
cells which are heterozygous for the cor¬ 
responding antigen. 

(I) For anti-K. anti-E, anti-Jk*. antl- 
Fy\ anti-c (rapid tube and slide and 
saline) and anti-C w , at least a 1+ reac¬ 
tion with a 1:8 dilution of the antiserum. 

(II) For anti-S. anti-s. anti-Pi. antl-M, 
onti-Kp". anti-Kp*. antl-I, anti-C (sa¬ 
line). anti-E (saline), antl-c (saline), 
anti-U. anti-Js*. anti-A, and antl-Fy*. 
at least a lHh reaction with a 1:4 dilution 
of the antiserum. 

(ill) For anti-K, anti-Lc\ anti-Le\ 
anti-Di*. anti-M # , anti-Jk* and anti-Xg*. 
at least a 2+ reaction with undiluted 
scrum. 

(b> Products recommended for slide 
tests. Blood Grouping Serum recom¬ 
mended for slide test methods shall pro¬ 
duce clumps of agglutinated cells at least 
1 millimeter In diameter when both un¬ 
diluted serum and a 1:2 dilution of serum 
are tested by all methods recommended 
hi the manufacturer's package insert 
using red blood cells heterozygous for the 
corresponding antigen. The dilution shall 
be made with an equal volume of group 
compatible serum or AB serum. 

(c) Products recommended for use in 
automated system. Blood Grouping Se¬ 
rum recommended for use in on auto¬ 
mated system shall be sufficiently potent 
that a two-fold dilution will produce the 
same qualitative test result as the un¬ 
diluted product tested In accordance 
with the manufacturer’s package insert. 
Tills shall be demonstrated by prepar¬ 
ing the two-fold dilution of the anti¬ 
serum with an appropriate diluent and 
testing it against red blood cells which 
arc heterozygous (except for A or B or 
D) for the corresponding antigen by the 
method described in the manufacturer’s 
package Insert. 

8 660.26 Specificity tent. 

The product shall be specific for the 
antibody or antibodies indicated on the 
label and shall be free of nonspecific 
qualities. 

(a) Test procedures. Specificity shall 
be demonstrated by testing the product 
according to all test methods described 
in the manufacturer's package insert. 
Cells selected for the test shall include 
both positive and negative cells for the 
corresponding antigen. 

(1) As a minimum, the following cells 
shall be used when testing the specificity 
of Blood Grouping Sera: 

Blood grouping 


scrum Cell* 

AnU-A .. A,. A t B, B, O. 

Antl-B__ A,. B.O. 

Anti- A3- A,. A,. B, O. 

Anti-A,. A,. A^. A,B. A3.0. 

Anti-D_ ccDec, Ccddce. ccddEc, A, 

red doc, B ocddoc. O 
ccddee. 

Anti-C_... ccDee, Ccddee, ccddEc, A, 

ccddee. B ccddee, O 
ccddee. 

Anti-K_ ccDee, Ccddee, ocddKe, A, 

ccddee. B ccddee, O 
ccddee. 

Anti-CD___ ccDee. Ccddee, ccddKe, A. 

ccddee. B ccddee. O 
ccddee. 


Blood grouping 


scrum Cells 

Anti-DE -_ ccDee. Ccddee, ccddEc, A, 

ccddee. B ccddee, O 

ccddee. 

Antl-CDB ..... ccDee, Ccddee, ccddEc, A, 
ccddee. B ccddee, O 

ccddee. 

Antl-c ........ Ccddee, A, CCDee, B 

CCDee. O CCDee. 

Anti-c.. ccddEe. A, ccDEE, B ccDEE. 

O ccDEE. 


(2) For all other Blood Grouping 8era. 
cells of any ABO group which arc het¬ 
erozygous for the corresponding antigen, 
and group A., B. and O cells which arc 
negative for the corresponding antigen 
shall be used. A,B cells may be substi¬ 
tuted for A or B cells when either or both 
are unavailable. 

(b) Additional tests far nonspecific 
qualities . (1) Group O cells which are 
negative for the antigen correspond In,: 
to the antibody in the serum under test 
shall be used for testing all Blood Group* 
lng 8era in the following test procedure 

(1) Place two drops of undiluted Blood 
Grouping Serum Into each of three dean 
teat tubes approximately 10x75 milli¬ 
meters. 

(Ill To each tube add one drop of at 
least once-washed cell suspension in sa¬ 
line in the percentage recommended for 
use with the antiserum in the package 
Insert. 

(ill) Incubate the tubes as follow*; 

Tube No. 1—37* C for 1 hour. 

Tube No. 2—20* o 25* C for 1 hour. 

Tube No. 3—2* to 8" C for 1 hour. 

<iv) Centrifuge tubes at 150 relative 
centrifugal force (ref) for 2 minute or 
1,000 ref for 45 seconds and examine 
each tube for agglutination, rouleaux 
and hemolysis. 

(v) The product is satisfactory when 
there is no agglutination, hemolysis or 
rouleaux In any of the tubes. 

(2) All antisera recommended for use 
by the antiglobulln technique shall be 
tested and found negative for the pres¬ 
ence of anti-Bg*, antl-Bg* and anti-B? 4 
using strongly reactive Bg(a+), Bg(b-r >. 
and Bg(c+) red blood cells. If strongly 
reactive Bg(a-J-). Bg(b+> or Bg(c-f) 
cells lacking the antigen corresponding 
to the antibody in the serum under test 
are not available, the antibody may be 
removed from the serum under test by 
absorption prior to testing for anti-Bg*. 
antl-Bg* and anti-Bg'. 

g 660.27 Avidity tr»t. 

Blood Orouping Sera recommended 
use by a slide method shall be tested for 
avidity by the appropriate test estab¬ 
lished in this section. Such sera shall be 
sufficiently avid that beginning aggluti¬ 
nation occurs within 60 seconds. Aggluti¬ 
nated cells shall remain visible for the 
period of time required in this section 
for each serum, and at that time the 
aggregates shall be no less than 1 mill¬ 
imeter in diameter. 

(a) Test procedure for ABO Blood 
Grouping Serum. (1) A 40 percent sus¬ 
pension of red blood cells in either AB 
serum or group compatible serum or 
plasma shall be used. 
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(2) One drop of undiluted test scrum 
shall be mixed with one drop of the 40 
percent ceil suspension orer an oval area 
of approximately 20x40 millimeters on 
an unheated glass side. 

(3) The time required for agglutina¬ 
tion to begin shall be recorded, 

(4) At the end of 2 minutes the size of 
the clumps shall be recorded. 

(5) As a minimum, the following cells 
shall be used: 

Blood grouping 

serum Cells 

Antl-A- A t B. 

Antl-B_B. 

Anti-A, B—.... A,, A,. B. 

(b) Test procedure for anti-D, anti- 
CD, anti-DE. anti-CDE . antt-C . anti-E. 
anti-c and anti-e. <1> A 40 percent sus¬ 
pension of red blood cells in either AB 
serum or group compatible serum or 
plasma shall be used. 

(2) One drop of undiluted test serum 
shall be mixed with 2 drops of the 40 
percent cell suspension over an oval area 
of approximately 20 millimeters X 40 
millimeters on a glass slide continuously 
heated at 40* C to 50* C. 

(3) The time required for agglutina¬ 
tion to begin shall be recorded. 

<4) At the end of 2 minutes, the size 
of the clumps shall be recorded. 

(5) As a minimum, the following cells 
*hall be used: 

Blood grouping 

jffttw Cells (A, B, AB or O) 

Antl-D_... ccDee. 

Antl-C__ Coddee. 

Antt-K_. coddEe. 

Antl-c_.._Ccddce. 

Antl-e__ccddEe. 

A nil-CDS_ ocDee, Ccddeo, ccddEc 

Antl-CD_ ccDee. Ccddce. 

AnU-DE.__ ocOm, ocddKo. 

<c> Test procedure for other Blood 
Grouping Sera . All Blood Grouping Sera 
Rcommended for the slide test, except 
those listed In paragraphs (a) and (b) 
of this section, shall be tested for avidity 
following instructions In the iqanufac- 
turer's package Insert for performing the 
;4ide test with the following provisions: 

<1> Cells of any ABO group which are 
heterozygous for the corresponding anti¬ 
gen shall be used. 

(2) At the end of the maximum ob¬ 
servation period recommended in the 
manufacturer's package Insert, the 
clump size shall be no less than 1 milli¬ 
meter in diameter. 

I 660.28 labeling. 

In addition to the applicable labeling 
requirements of §8 610.62 and 328.10 of 
this chapter, and In lieu of the require¬ 
ments In §1610.60 and 610.61 of this 
chapter, the following requirements shall 
be met: 

(a) Final container label —(1) Color 
coding. The paper of the final container 
label of all Blood Grouping Sera shall be 
completely white, except that the paper 
pf the final container label of the fol¬ 
lowing antisera may be color coded with 
a visual match of the specific color som- 
nles identified below and in the Standard 
!nk Book, for sale by the Superintendent 


of Documents, US. Government Printing 
Office, Washington. DC 20402. Printing 
on all final container labels shall be in 
solid black. 


Blood grouping 
serum 

AntlA__ 

Anti B_ 

Slide and rapid 
tube teat 
tera aera 
only: 

AnUC_ 

Antl-D__ 

Anti-E_ 

Anti-CDE ... 
Antl-c ...... 

Antl-e_ 


Color of label paper 
Blue, OP 251-B—70. 
Yellow. OP 201-Y—100. 


Pink. OP 216- R—70. 
Grey. OP 296^0It—70. 
Brown, OP 283-BR—70 
Orange. OP 204-Y—100. 
Green. OP 270-0—70. 
Lavender. OP 234-P—40. 


(2) Required information. The proper 
name “Blood Grouping Serum” need not 
appear on the final container label If the 
final container is packaged in such a 
manner that ail of the information re¬ 
quired in paragraph (b) of this section 
is included on a package label or is oth¬ 
erwise visible. The final container label 
shall bear the following information: 

<i) Name of the antibody or antibodies 
present as set forth in paragraph <d> 
of tills section. 

< il > Name and license number of the 
manufacturer. 

till) Lot number, including sublot des¬ 
ignations. 

(iv> Expiration date. 

(v) Source of product If other than 
human. 

<vi> Test method(s> recommended. 

<vii) Recommended storage tempera¬ 
ture. 

(viii) Volume of product If a liquid, or 
equivalent volume for a dried product If 
it is to be reconstituted. 

(lx) If a dried product, the statement 

“Reconstitution date-. Expires 

1 year after reconstitution date.” 

(3) Lettering size. The type size for 
the antibody designation on the labels 
of a final container with a capacity of 
less than 5 milliliters shall be not less 
than 12 point The type size for the anti¬ 
body designations on the label of a con¬ 
tainer with a capacity of 5 milliliters or 
more shall be not less than 18 point. 

(4) Visual inspection. When the label 
has been affixed to the final container, a 
sufficient area of the container shall re¬ 
main uncovered for its full length or no 
less than 6 millimeters of the lower cir¬ 
cumference to permit inspection of the 
contents. 

(b) Package label. The package label 
shall bear the following Information: 

(1) Proper name of the product. 

(2) Name of the antibody or anti¬ 
bodies present as set forth In paragraph 
(d) of this section. 

(3) Name, address (Including ZIP 
code) and license number of the manu¬ 
facturer. 

(4) Lot number, Including sublot 
designations. 

(5) Expiration date. 

(6) Preservative used and its con¬ 
centration. 

(7) Number of containers, if more than 
one. 


(8) Volume or equivalent volume for 
dried products when reconstituted, and 
precautions for adequate mixing when 
reconstituting. 

(9) Recommended storage tempera¬ 
ture. 

(10) Source of the product If other 
than human. 

(11) Reference to enclosed package 
Insert. 

(12) If a dried product, a statement 
Indicating the period within which the 
product may be used after reconstitu¬ 
tion. 

<13) The statement: M In Vitro Diag¬ 
nostic Reagent For professional us© 
only." 

(14) The statement “Meets FDA po¬ 
tency requirements.” 

(15) The statement “Source material 
from which this product was derived 
was found (nonreactive) (reactive) for 
KB.Ag when tested with licensed re¬ 
agents. No known test method can offer 
assurance that products derived from 
human blood will not transmit hepatitis." 

(16> A statement of an observable in¬ 
dication of an alteration of the product, 
e.g.. turbidity, color change, precipitate 

(c) Package insert. Each final con¬ 
tainer of Blood Orouping Scrum shall be 
accompanied by a package Insert meet¬ 
ing the requirements of f 328.10 of this 
chapter. 

(d> Names of antibodies. 


Optional synonym 
Blood group designation far package label 
for container label and package Purr* 

Antl-A .....-....—. None. 

Anti-A, _— u , None. 

Antl-B .—.......---None. 

Antl-A..........__ None. 

Antl-Dl*--- (Antl-Dlego*). 

Antl-Py*- t Antl-DufTyM. 

Antl-Py* -- (Anti-Duffy*). 

Anti-I_ None. 

Antl-Jk*..(Anti-Kidd 4 ), 

Aotl-Jk* .. Anti-Kidd*). 

Antl-K .... (Antl-Kcll). 

Antl-k- (Antl-Cellono). 

Antl-Kp*-- (Antl-Penney). 

Antl-Kp*--- (Antl-R*uten- 

berg). 

Anti-Lc*- (Anti-Lewis*). 

Anu-Le>- (Antl-Lowls*). 

Antl-M .... None. 

Antl-N-- None 

Antl-M*.. (Anti-Oil feath¬ 

er) . 

Antl-P,- None. 

Antl-D-< Anti-Rh.). 

Anti-CD-(Antl-Rh/). 

Antl-DE- (Antl-Rh/'). 

Anti-CDE. (Antl-Rh/"). 

Antl-C- (Antl-rh*). 

Anti-E- (Antl-rh"). 

Antl-c- (Anti-hr*). 

Antl-e- (Antl-hr"). 

Antl-C*- (Antl-rh- 1 . 

Anti-8 —..... None. 

Antl-s- None. 

Antl-0-- None. 

Antl-Xg*-- None. 

§ 660.29 Samples; protocol** official re¬ 
lease. 


(a) Samples and protocols. For each 
lot of product, the following material 
shall be submitted to the Director. Bu¬ 
reau of Biologies. Food and Drug Admtn- 
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isiration, Building 29A. 8800 Rockville 
Pike. Bethcssda, MD 20014. 

(1) Liquid products, (i) Randomly se¬ 
lected final container samples of the 
product which have been filled in one 
continuous operation and packaged and 
labeled as for distribution, or 

(U) If a lot of fully processed product 
is divided into sublots, randomly selected 
final container samples filled In one con¬ 
tinuous operation and packaged and la¬ 
beled for distribution shall be considered 
representative of the entire lot. 

(Hi) Not less than the following quan¬ 
tities shall be submitted: 

Liquid product it 


Final Number of final contain**™ to lie ml>* 
eon Witter kite mittthl for ttnun far - 

(In mlUIUlen) ■ ■ — - - — 

Manila] uhi Automatrd turn 


I 

a 

a 

is 

>w 



(2) Dried products, (i) Randomly se¬ 
lected final container samples of the 
dried product from each oven of each 
drying operation. 

(11) Not less than the following quan¬ 
tities shall be submitted: 

Dried products 


Final 

nontalnrr situ 
(In mUiitttan) 


Number uf Altai rontuiivr* to b* 
KibrnlUed lor serum nootnineodr«l 

tar— 


Manual oao Automated use 


&& 
to 
2.0 
6.0 
10 0 
> 1*0 


12 

A 

4 

a 

i 



(Hi) At least 200 milligrams of dried 
product shall be submitted for a test to 
determine moisture content. Samples for 
moisture testing may be either (a) final 
container material of the product, or <b) 
dummy samples of material with the 
same protein concentration as the prod¬ 
uct. filled in the same size vials, with the 
same volume os the product Such sam¬ 
ples shall be appropriately labeled before 
drying and placed in random locations 
throughout the drying equipment 

(3) Protocol. A protocol which shall 
consist of a summary of the history of 
manufacture of the lot. The history shall 
include: (1) Results of all tests which are 
required by these regulations; and (ii) 
a listing of each lot of reprocessed ma¬ 
terial incorporated into the lot including 
the lot number, date of manufacture, and 
th© proportion of each reprocessed lot in 
the final product. 

<b) Official release. A lot of Blood 
Grouping Serum shall not be Issued by 
the manufacturer until notification of of¬ 
ficial release of the lot is received from 
the Director, Bureau of Biologies, Pood 
and Drug Administration. 

Interested persons may, on or before 
January 12. 1976. submit to the Hearing 
Clerk, Food and Drug Administration, 
Rm. 4-G5. 5600 Fishers Lane, Rockville, 


MD 20852 written comments (preferably 
in quintuplicate and Identified with the 
Hearing Clerk docket number found in 
brackets in the heading of this docu¬ 
ment) regarding this proposal. Received 
comments may be seen in the above of¬ 
fice during working hours Monday 
through Friday. 

It is hereby certified that the economic 
and inflationary effects of this proposal 
have been carefully evaluated In accord¬ 
ance with Executive Order No. 11821. 

Dated: November 5, 1975. 

Sam D. Fine. 

Associate Commissioner for 
Compliance. 

(PK Doc.75 30272 Filed 11-10-75:8:45 urn ] 


Office of Education 
[45 CFR Part 121k] 

REGIONAL EDUCATION PROGRAMS 
Notice of Proposed Rulemaking 

Pursuant to the authority contained In 
Section 625 of the Education of the 
Handicapped Act (20 U.S.C. 1421a), no¬ 
tice U hereby given that the Commis¬ 
sioner of Education, with the approval 
of the Secretary of Health, Education, 
and Welfare, proposes to amend Title 45 
of the Code of Federal Regulation* by 
adding a new Part 121k to read as set 
forth below. 

The proposed regulation would set 
foyth rules and criteria governing the 
award of grants and contracts to insti¬ 
tutions of higher education, Including 
junior and community colleges, voca¬ 
tional and technical Institutions, and 
other appropriate nonprofit educational 
agencies for the development and opera¬ 
tion of specially designed or modified 
programs of voactional. technical, post¬ 
secondary, or adult education for deaf 
or other handicapped persons. 

The proposed regulation would apply 
to all grant and contract awards made 
with funds appropriated pursuant to 
8ection 625. 

(a) Summary of proposed regulation. 

1. Organization. The proposed regulation 
Is divided Into two subparts: Subpart A 
contains general provisions and Subpart 
B contains provisions covering applica¬ 
tion requirements, criteria, priorities, 
and the types of activities which will be 
supported. 

2. Subpart A — General. <i) The pur¬ 
pose of assistance under Part 121k as set 
forth In I I21k.3 is for the development 
and operation of specially designed or 
modified programs of vocational, techni¬ 
cal. postsecondary, or adult education for 
deaf or other handicapped persons. 

(ii) Section 121k.4 covers the parties 
eligible for assistance, which are Insti¬ 
tutions of higher education, including 
junior and community colleges, voca¬ 
tional and technical institutions, and 
other appropriate nonprofit educational 
agencies. 

3. Subpart B — Applications; activities. 
(i> Section 121k.5 sets forth application 
requirements. All applications musk 
among other things, contain a plan for 


the provision of an integrated compre¬ 
hensive range of services and resources 
which will assist in integrating handi¬ 
capped persons into the school’s regular 
educational program and in enabling 
them to compete academically with non- 
handicapped students. 

(ii) Section 625 of the Act (repeated 
in i 12ik.l7) provides that priority con¬ 
sideration for funds under this program 
must be given to: 

(A) Programs serving multistate re¬ 
gions or large population centers; 

<B> Programs adapting existing pro¬ 
grams of vocational, technical, postsec¬ 
ondary or adult education to the special 
needs of handicapped persons; and 

(C) Programs to serve areas where a 
need for these services is clearly demon¬ 
strated. 

(illJ Section 121k.l9 sets forth a list of 
activities, services, and resources which 
are illustrative of the types of activities 
which will be supported. These art all 
aimed at helping the handicapped stu¬ 
dent integrate successfully into a non- 
handicapped school environment. Serv¬ 
ices such an auditory training, interpret¬ 
ers. notetakars, and readers, and prepar¬ 
atory and orientation services may be 
supported. Funds cannot be used for tu¬ 
ition payments. 

<b> Citation of legal authority. As re¬ 
quired by section 431(a) of the Oeneral 
Education Provisions Ack a citation of 
statutory or other legal authority for 
each section of the regulation has been 
placed In parentheses on the line follow¬ 
ing the text of the section. 

On occasion, a citation appear* at the 
end of a subdivision of the section In 
that case, the citation applies to all that 
appears in that section between the cita¬ 
tion and the immediately preceding elu¬ 
tion. When the citation appears only at 
the end of the section, it applies to the 
entire section. 

(c) Other applicable regulations. The 
proposed legislation does not contain pro¬ 
visions relating to general fiscal and ad¬ 
ministrative matters. Requirements of 
this nature with respect to assistance un¬ 
der this part are covered by the Office of 
Education General Provisions Regula¬ 
tions (45 CFR Part 100a), which include 
rules on direct and indirect costs. Fed¬ 
eral procurement contracts arc covered 
by 41 CFR chapters 1 and 3. 

td> Notice to prospective appttcanl*. 
This first publication is not the final 
regulation. It is followed by a thirty-day 
period which allows interested members 
of the public to submit comments and 
recommendations. Each comment will be 
given careful consideration and will be 
responded to in substance in the pream¬ 
ble to the final regulation. 

Following this review, the regulation 
w f ill be published In final form, with any 
appropriate changes, in the Fedek'L 
Register. 

In the meantime, in addition to pro¬ 
viding comments on the proposed regu¬ 
lation, prospective applicants may wish 
at this early stage to reflect upon the 
scope and nature of the projects they 
may later propose for awards in the 14• t * : 
of the criteria set forth in this notice. 
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(e) Submission oj comments . All in¬ 
terested parties are invited to submit 
written comments and recommendations 
concerning the proposed rule to Mr. 
Melvin R. Ladson, Jr., Program Develop¬ 
ment Branch. Room 2018. ROB-3, Bu¬ 
reau of Education for the Handicapped, 
USOE, 400 Maryland Avc., 8W.. Wash¬ 
ington, D.C. 20202. Comments and rec¬ 
ommendations will be available for public 
inspection at the above address on Mon¬ 
days through Fridays between 8:30 a m. 
and 4 p.m. All relevant material must 
be received not later than December 11, 
1975. 

Dated: September 24. 1075. 

T. H. Bell, 

U.S. Commissioner oj Education. 
Approved: October 30, 1975. 

David Mathews, 

Secretary of Health . Education , 
and Welfare. 

I Cituiog Of Federal Domestic Assistance No. 
13-S00. Regional Education Program for Deaf 
tnd other Handicapped Persons) 

PART 121k—REGIONAL EDUCATION 
PROGRAMS 

Subpart A—Gaoaral 

Sec. 

121k.I Scope. 

I2lk2 Definition of handicapped persons. 
13lk.S Purpose. 

12Ik.4 eligible parties. 

Subpart 8—Applications; Activities 
121 k.IS Application requirements. 

121k.IS Initial year application. 
iaik.17 Priorities. 

121k 18 Criteria for evaluation of applica¬ 
tions. 

12lk.10 services, activities, and resouroes 
to be supported. 

121k 20 Auxiliary activities. 

Autiioeitt: Section 635 of Pub. L. 91- 
230. as amended. 88 Slat 684 (20 USC. 
1424a). unless otherwise noted. 

Subpart A—General 

§ 121 la. Scope. 

<a> This part applies to programs 
funded under section 625 of the Act. 

(b) Programs funded under this part 
are subject to applicable provisions con¬ 
tained in subchapter A of this chApter 
(relating to fiscal, administrative, prop¬ 
erty management, and other matters > 
and Part 121 of this chapter. 

(20 U.s,c. 1421a) 

§ 121k.2 Definition of handicapped per¬ 
sona. 

For the purposes of this part, the term 
handicapped persons'* means persons 
who are mentally retarded, hard of hear¬ 
ing, deaf, speech impaired, visually 
handicapped, emotionally disturbed, 
crippled, or in other ways health im¬ 
paired and by reason thereof require 
special education programming and re¬ 
lated services. 

(20UB.O. 1424a(c)) 

§ i21k.3 Purpose. 

Payment of Federal funds under tills 
Part may be made to eligible parties for 


the development and operation of spe¬ 
cially designed or modified programs of 
vocational, technical, postsecondary, or 
adult education for deaf or other handi¬ 
capped persons. 

(20 US C. 1434a(a)) 

§ 121k. I Eligible parties. 

Parties eligible to receive Federal 
funds under this part are institutions of 
higher education, including junior and 
community colleges, vocational and tech¬ 
nical Institutions, and other appropriate 
nonprofit educational agencies. 

(20UJB.C. 1424a(a) ) 

Subpart 8—Applications; Activities 
§ 121k.15 Application rrquirrmctiU. 

Applications for funds under this part 
shall be submitted to the Commissioner 
In accordance with Subparts B and C of 
Part 100a of this chapter and shall con¬ 
tain the following additional informa¬ 
tion: 

(a) A description of the handicapping 
conditions of the persons to be served: 

(b) Specification of the resources and 
services needed by the handicapped per¬ 
sons to be served which will assist in the 
successful Integration of those handi¬ 
capped persons into a nonhandicapped 
school population and regular education¬ 
al program; 

Cc) A plan for provision of an Inte¬ 
grated comprehensive range of services 
and resources specified in paragraph <b) 
of this section to assist handicapped par¬ 
ticipants in competing academically with 
nonhandlcaoped students; 

<d> Provision for a survey covering the 
geographical area from which potential 
participants in the program will be 
drawn, and assessment of the needs of 
such participants: 

<e> A description of the procedures 
and resources which will be used to de¬ 
termine and provide the services neces¬ 
sary to meet the special individual needs 
of each handicapped person who will 
participate in the program: 

(f) A description of the objectives of 
the program in relation to the specific 
services which will be provided for the 
handicapped persons to be served; and 

(g) A description of the procedures 
which will be used for evaluation of the 
programs as required under I 100a.276 of 
this chapter, including the evaluation of: 

(li The services to be provided; 

(2) The resources to be used; 

(3) The progress of the handicapped 
persons to be served; 

(4) The strategies for followup of the 
handicapped persons participating; and 

(5) The needs assessment carried out 
under paragraph (d) of this section. 

(20 US.C. 1424a) 

§ 121k.16 Initial year application. 

An Initial year application for funds 
under this part shall contain, in addition 
to the information required under 
l 121k.15, the following: 

(a) A description of the geographical 
region or regions or population centers to 
be served. Including the demographic 
characteristics; 


(b) The anticipated number of handi¬ 
capped participants to be served in the 
program who currently are not being pro¬ 
vided with an appropriate and/or ade¬ 
quate education program: 

(c) The estimated number of handi¬ 
capped persons to be served annually un¬ 
der the program: 

(d> The criteria which will be used to 
determine whether a person Is handi¬ 
capped for purposes of participating In 
the program; 

(e) A description of sources of support 
and supplementary services such as 
housing, health care, and recreation, 
which will be available for use in the 
program; 

(f) A description of how the require¬ 
ment under l 100a.275 of this chapter 
for coordination with other agencies will 
be met; and 

(g) A plan for long range funding 
which Includes strategies for increasing 
the amount of funds for the program 
from sources other than under this part. 
(30 US.C. 1424a) 

§ 12 Ik.17 I’rioritie*. 

Priority consideration for Federal 
funds under this part will be given to: 

(a) Programs serving multistate re¬ 
gions or large population centers; 

(b) Programs adapting existing pro¬ 
grams of vocational, technical, poetsec¬ 
ondary. or adult education to the special 
needs of handicapped persons; and 

(c> Programs designed to serve areas 
where a need for these services is clearly 
demonstrated. 

<20 U.S.C. 1424ft(b)) 

§ 121k.18 Criteria for t valuation of ap¬ 
plication*. 

In addition to the criteria set forth 
in | 100a.26(b) of this chapter, applica¬ 
tions will be evaluated on the basis of 
the following factors; 

(a) Whether the program under this 
part will be carried out in facilities eas¬ 
ily accessible to physically handicapped 
persons; 

<b> Whether the program will be lo¬ 
cated in an area in which public trans¬ 
portation is readily available, or trans¬ 
portation will be provided at reasonable 
cost to handicapped persons participat¬ 
ing in the program; 

(c) Whether the program will serve 
handicapped persons for whom other ap¬ 
propriate education programs are not 
readily available; and 

<d) The likelihood that the services 
provided under the proposed program 
will be continued by the applicant fol¬ 
lowing the expiration of Federal funding 
under this part as measured by evidence 
of financial and other commitment of the 
applicant to the program and other 
funds available to the program. 

<20 U.8.C. 1424a) 

§ 12 lk. 19 Scnrirra, activities and re- 
Aourcca to Ik* »U|>ported. 

(a) Illustrative services. The following 
is an Illustrative list of the types of re¬ 
sources. services, and activities which 
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may be supported (fin whole or In part) 
under this part: 

<1) Interpreters; 

<2) Tutors; 

(3) Notetakers and readers; 

(4) Wheelchair attendants; 

(5) Guidance counselors; 

(0) Auditory training; 

<7> Job placement and followup; 

(8) Preparatory and orientation serv¬ 
ices; 

(9) Supplementary learning experi¬ 
ences; 

(10) Instructional media; 

(11 > Inservicc training relating to the 
handicapped participant's In the pro¬ 
gram. for teachers and other educational 

staff; 

(12) Administrative expenses such as 
employment of a director, administrator, 
or coordinator for the program; and 

(13) Planning and evaluation activ¬ 
ities. 

(20 US.C. 1424a) 

(b) Tuition. Federal funds provided 
under this part shall not be used for the 
payment of tuition or subsistence allow¬ 
ances. 

(c) Construction and remodeling. 
Federal funds provided under this part 
shall not be used for costs of construc¬ 
tion (as defined in 9 121.2 of this chap¬ 
ter), except for the coats of minor re¬ 
modeling (as defined in 1100.1 of this 
chapter) which, for the purposes of this 
part, may Include the acquisition, instal¬ 
lation. modernization, or replacement of 
equipment, 

(20 U.S.C. 140*. 1424a) 

§ 12lk.20 Auxiliary activities. 

(a) Applications for Federal funds 
under tills part shall specifically state 
any activities which an applicant intends 
to undertake pursuant to section 624 of 
the Act. 

(b> Research activities under section 
624(a)(1) of the Act are subject to ap¬ 
plicable requirements contained in 
91 121h.Ub>. 121h.4, and 121h.7 of this 
chapter, as well as applicable provisions 
contained In Part 121c of this chapter. 
(20 UJB.C. 1424. 1424a) 

IFR Doc.76-30110 Filed 11-10-75;8.45 


Office of the Secretary 
[ 45 CFR Part 1501 ] 

SUPPORT FOR IMPROVEMENT OF 
POSTSECONDARY EDUCATION 

Notice of Proposed Rule Making 

Pursuant to the authority contained 
In Section 404 of the General Education 
Provisions Act (20 U.8.C 122ld>. "Sup¬ 
port for improvement of postsecondary 
education." notice is hereby given that 
the Secretary of Health. Education, and 
Welfare proposes to amend the existing 
regulations for this program as set forth 
below. The proposed amendments to the 
regulations, reflected In sections 1501.7- 
10. would: (a) redefine the Comprehen¬ 
sive Program objectives to incorporate 
concerns addressed by special focus and 


national projects competitions in the 
past years; (b) revise the Comprehen¬ 
sive Program objectives Into more spe¬ 
cific problem statements; and (c) elim¬ 
inate one of the previous four general 
criteria utilized in reviewing proposals, 
due to its lack of specificity. These 
amendments are proposed to improve the 
implementation of Section 404 as the 
result of program operating experience. 
The amendments would revise the regu¬ 
lations published in 40 FR 122G6-9 
(March 18.1975). 

Interested persons are Invited to sub¬ 
mit written comments, suggestions, or 
objections regarding the proposed 
amendments to the office administering 
Uils program, the Fund for the Improve¬ 
ment of Postsecondary Education. De¬ 
partment of Health. Education, and Wel¬ 
fare. 400 Maryland Avenue, 8 W.. Room 
3141. Washington. D.C. 20202. All 
relevant material must be received not 
later than December 11. 1975. Comments 
received will be available for public 
inspection at the above office Monday 
through Friday between 9:00 am. and 
5:30 pm. 

(Catalog of Federal Domestic Assistance No. 
13.538; Fund for the Improvement of Fost- 
seoondAry Education) 

Dated: November 3,1975. 

David Mathews. 

Secretary of Health . 

Education, and Welfare. 

It is proposed that 45 CFR Part 1501 
be amended as follows: 

1 Section 1501.7, paragraphs <b) (1) 
and <6> arc revised as follows: 

{ 1501.7 Oilerie for evaluating appli¬ 
cation*. 


(b) • • • 

(I) Has the potential for advancing 
one or more of the following general 
goals of the Fund: 

(i) To increase the coot -effec tiveneas 
of educational services: 

(II) To achieve far-reaching improve¬ 
ments in postsecondary education: 

(lit) To promote learner-centered Im¬ 
provements In postsecondary education; 
• • • * • 

(6) Meets one or more of the objec¬ 
tives of the Comprehensive Program net 
forth in section 1501.8. 

(20 UB.C. 1221d) 

2. Section 1501.8 Is revised to read as 
follows: 

§ 1501.8 Comprehensive program ob¬ 
jective*. 

The Fund will accept preappllcatlons 
and applications (from those applicants 
whose preappllcatlons are approved) di¬ 
rected toward one or more of the follow¬ 
ing objectives, in the context of post¬ 
secondary education: 

(a) Reducing costs and stretching the 
educational dollar; 

(b) Extending effective educational 
opportunity to those still not adequately 
served by the educational system; 

(c) Meeting Individual needs in a mass 
educational system; 


(d) Improving programs, personnel, 
and instruction for more effective edu¬ 
cation: 

(e) Creating and applying more mean¬ 
ingful standards of excellence for educa¬ 
tion beyond high school; 

(f) Making better use of educational 
resources beyond colleges and universi¬ 
ties: 

(g) Helping people make better choices 
about whether, when, and where to enroll 
for education beyond high school; 

(h> Increasing flexibility throughout 
postsecondary education to permit 
greater responsiveness to changing social 
and economic needs. 

(20 UAC. 122Id) 
g 1501.9 (Removed) 

3. Section 1501.9 Is deleted and re¬ 
served. 

g 1501.10 1 Amended ] 

4. In section 1501.10, paragraph (i> is 
amended by deleting the phrase ‘or 
9 1501-9( a) 

(FR Doc 75-30283 Filed 11-10-75.8:45 am] 

AMERICAN REVOLUTION 
BICENTENNIAL ADMINISTRATION 
[ 36 CFR Part 606 ] 

TERMINATION OF AREA LICENSES FOR 

OFFICIAL COMMEMORATIVES IN CER 

TAIN PRODUCT CATEGORIES 

Notice of Proposed Rulemaking 

Notice Is hereby given that the Amer¬ 
ican Revolution Bicentennial Adminis¬ 
tration (ARBA) proposes to amend Port 
806 of Title 36 of the Code of Fedcm! 
Regulations to terminate the Issuance 
of licenses for officially recognized com- 
memoratlves of the American Revolution 
Bicentennial Administration tn product 
categories licensed on or before January 
31. 1976. The proposed change would au¬ 
thorize the Administrator to continue to 
k»ue licenses subsequent to January 31. 
1976. In product categories not previous 
licensed. Both the regulations establish¬ 
ing the Initial licensing program and 
these revisions are pursuant to the pro¬ 
visions of Pubhc Law 93-179, as amended. 

Purpose. At tts meeting of August 22, 
1974. the American Revolution Bicenten¬ 
nial Board established policies for an 
ARBA official commemorative licensing 
program. In Implementation of these pol¬ 
icies, the ARBA established regulations 
set forth In 36 CFR 606. To date ARBA 
has Issued 96 licenses in 30 product cate¬ 
gories. 

At its meeting of October 30. J975, and 
upon recommendation of the Admlni:- 
trator. the Board authorized the Admin¬ 
istrator to publish a notice of ft proposed 
revision in the ARBA licensing program 
establishing a date beyond which addi¬ 
tional licenses In product categories al¬ 
ready licensed would not be further li¬ 
censed but authorizing the Administrator 
subsequent to such date to Issue licenses 
in product categories not theretofore 
licensed. 

These revisions arc proposed to assure 
an appropriate selection of official com¬ 
memorative* and to encourage licensee* 
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to provide maximum distribution of all 
licensed products to the American public. 

Interested persons are Invited to sub¬ 
mit written comments to the General 
Counsel. American Revolution Bicenten¬ 
nial Administration. 2401 E Street NW.« 
Washington. DC. 20276 Comments re¬ 
ceived on or before December 11. 1075. 
will be considered before final action Is 
taken on the proposal. Copies of all writ¬ 
ten comments will be available for ex¬ 
amination by Interested parties In Room 
7240, Columbia Plaze Office Building. 
2401 E Street NW.. Washington. DC. 

It is proposed to amend 36 CFR Part 
606 by the deletion of § 606 105 ‘Initial 
product areas and categories" and by the 
revision of $ 606.101 "Non-exclusive li¬ 
censes** as follows: 

$ 606.101 ARB A Ucrnm. 

ARBA licenses may be Issued for prod¬ 
uct categories not already licensed which 
M*e determined to be commemorative, 
historical, educational, and informa¬ 
tional In nature, as relating to our Na¬ 
tion’s heritage, the present commemora¬ 
tion of the Bicentennial, and our future. 
ARBA licenses may also be Issued for 
educational or commemorative premium 
campaigns where the end result is the 
free or low-cost dissemination of Bicen¬ 
tennial information or keepsake ma¬ 
terials to the general public. Including 
premiums In connection with fresh or 
processed food products 

John W Warnb*. 

Administrator . 

November 5. 1975. 

IFR Doc.75-30961 Plied 11-10-75:8:45 am) 

FEDERAL MARITIME COMMISSION 

[ 46 CFR Part 536 ] 

I General Order 13: Docket No. 75-381 

COMMON CARRIERS. CONFERENCES. AND 

MEMBER CARRIERS OF RATE AGREE¬ 
MENTS 

Submission of Revenue and Cost Data. 

Concerning General Rate Increases and 

Certain Subcharges; Further Enlarge¬ 
ment of Time To Comment 

Noticed of proposed rulemaking in this 
proceeding was published August 11. 
1975. <40 FR 33688) Time for filing 
comments was set for September 5. 1975. 
and subsequently enlarged by 60 days to 
November 5. 1975. With this seemingly 
ample amount of time hating been af¬ 
forded for preparation of comments we 
arc now presented, on the very eve of the 
due date, with a request for additional 
time on behalf of six different counsel 
representing numerous conferences and 
carriers. 

While we have determined to grant 
request for additional time. It should 
p Pointed out that it Is done with re¬ 
luctance because of the disservice that 
Rrnnt of a last minute request does to 
the more diligent counsel who meets a 
deadline before notice of extension c an 
** published. * 

- Time within which comments may be 
tiled In response to the notice of pro- 
f***® rulemaking In this proceeding Is 


enlarged to and Including November 18, 
1975. Reply of Hearing Counsel shall be 
filed on or before December 18. 1975. 
Answers to Hearing Counsel shall be 
filed on or before January 5. 1976. 

By the Commission. 

I seai. 1 Francis C. Hornby, 

Secretary. 

IFR Doc.75-30375 Filed 11-10-75:8:45 am] 

FEDERAL TRADE COMMISSION 

[16 CFR Part 450] 

ADVERTISING FOR OVER-THE-COUNTER 
DRUGS' 

Notice of Proposed Rulemaking; Public 
Hearings 

Notice is hereby given that the Federal 
Trade Commission, pursuant to the Fed¬ 
eral Trade Commission Act. as amended. 
15 U.8.C. 41, et seq.. the provisions of 
Part I. Subpart B of the Commission’s 
Procedures and Rules of Practice. 16 CFR 
1.7, et scq.. and section 553 of Subchap¬ 
ter n. Chapter 5. Title 5. U.8. Code (Ad¬ 
ministrative Procedure), has initiated a 
proceeding for the promulgation of a 
trade regulation rule concerning adver¬ 
tising for over-the-counter drugs. 

In accordance with the above notice, 
the Commission proposes to amend Sub¬ 
chapter D. Trade Regulation Rules, of 16 
CFR Chapter I by adding a new Part 450 
to read as follows: 


PART 450—ADVERTISING FOR 
OVER-THE-COUNTER DRUGS 

etc. 

450 1 Tba rule. 

450.2 Definition*. 

Authority: The provision* of thl* Part 460 
issued under 38 8Ut. 717, a* amended. 15 
U.S.C. 41. et acq. 

§ 450.1 The rule. 

It Is 

(a) An unfair or deceptive act or prac¬ 
tice in violation of Section 5 of the Fed¬ 
eral Trade Commission Act, and 

(b) The dissemination or causing to 
be disseminated of a false advertisement 
in violation of section 12 of the Federal 
Trade Commission Act, to disseminate 
or cause to be disseminated (by United 
States mails, or In or affecting commerce 
by any means, for the purpose of induc¬ 
ing. or which Is likely to Induce, the pur¬ 
chase of the advertised product) an ad¬ 
vertisement for any over-the-counter 
drug In any drug category for which an 
applicable final monograph has been es¬ 
tablished by the Food and Drug Admin¬ 
istration, pursuant to 21 CFR Part 330. 
which advertisement makes any claim, 
directly or by implication, which the 
Commissioner of Food and Drugs has 
determined. In a final order accompany¬ 
ing such monograph, may not appear In 
the labeling of such drug. 

§ 450.2 Definitions* 

For the purpose of this part, the fol¬ 
lowing definitions shall apply: 

(a) "Advertisement" shall mean any 
written or verbal statement. Illustration 


or depiction, other than a label or in the 
labeling, which Is designed to promote 
the sale of a product, whether the same 
appears In a television or radio broad¬ 
cast. newspaper, magazine, leaflet, circu¬ 
lar. mailer, book Insert, catalog, sales 
promotional material, other periodical 
literature, billboard, public transit card* 
or In any display intended for use at the 
point of purchase of the product. 

<b> "Commerce" shall mean commerce 
as It Is defined In the Federal Trade 
Commission Act 

<c> "Over-the-counter drug" shall 
mean any drug as defined In Section 15 
CO of the Federal Trade Commission 
Act. excluding all prescription drugs as 
described in 8ectlon 503(b)(1) of the 
Federal Food. Drug and Cosmetic Act. 

<d> "Drug category" shall mean any 
of those categories designated by the 
Commissioner of Food and Drugs at 21 
CFR 330.5. 

Statement or Reasons rot thx 
Proposed Rule 

The Food and Drug Administration U 
presently engaged in a comprehensive 
evaluation of the safety and efficacy of 
all over-the-counter (non-prescription) 
(PTC) dru gs. Under procedures set forth 
at 21 CFR 330.10. the Commissioner of 
Food and Drugs Is establishing condi¬ 
tions under which all over-the-counter 
drugs will be classified in one of three 
ways: 

(a) Category I: Generally recognized 
as safe and effective and not mis¬ 
branded: 

(b> Category n: Not generally recog¬ 
nized as safe and effective; or, 

(c) Category HI: Data are Insufficient 
for classification and further testing Is 
therefore required. Marketing of prod¬ 
ucts with Ingredients placed In Category 
XI Is prohibited. Marketing of products 
with a Category HI ingredient la allowed 
for a specified period, if the manufac¬ 
turer or distributor undertakes adequate 
testing to prove that the Ingredient is in 
fact safe and effective. Product claims 
placed in Category n are forbidden to 
appear in labeling, while Category in 
claims may continue for a designated 
period If testing Is begun. 

The Commission has reason to believe 
that: 

(a) The determination by the Commis¬ 
sioner of Pood and Drugs that a drug 
product 1$ not safe or effective for a 
condition for which it is being adver¬ 
tised Is a material fact that would have 
a most serious effect upon a consumer's 
determination of tfnether or not to pur¬ 
chase the drug; 

<b> A substantial portion of the con¬ 
suming public assumes that drugs could 
not be marketed unless the Food and 
Drug Administration has found them 
safe or effective for their intended use: 

<c) The practice of advertising a drug 
for conditions for which the Commis¬ 
sioner of Food and Drugs has determined 
the drug la not safe or Is not effective Is 
deceptive within the meaning of Section 
5 of the Federal Trade Commission Act 
<15 U.S.C. 45. as amended) and such 
advertisements are "false" within the 
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meaning of Sections 12 and 15 of the 
Federal Trade Commission Act (15 UJS.C. 
52, 55 as amended); 

(d) Section 450.1 is necessary to pre¬ 
vent the use of such deceptive practices 
and the dissemination of such false ad¬ 
vertisements.' 

The Commission’s authority, however, 
is not limited to preventing deceptive 
acta or practices or false advertisements. 
The Commission can proceed on the 
theory that a practice Is unfair where it 
offends public policy. The Commission 
has reason to believe that: 

(e) The making of claims in advertis¬ 
ing for drugs which the Food and Drug 
Administration has determined may not 
lawfully be made would nullify Important 
public policies basic to the regulatory 
scheme which Congress has enacted for 
the protection of the public health. A 
critical element of the regulatory scheme 
adopted by Congress in the 1962 Drug 
Amendments to the Federal Food. Drug 
and Cosmetic Act, 70 Stat 780. amend¬ 
ing 21 UU.C. 301, et seq , is that a “new 
drug” as therein defined may not be 
lawfully marketed until FDA has affirm¬ 
atively concluded that the drug is effec¬ 
tive for Its intended use. Whether such 
claims are ultimately shown to be valid 
Is not controlling. A determination by 
the FDA Commissioner, under the mono¬ 
graph program, that a drug Is not “gen¬ 
erally recognized as safe and effective’* 
for a particular use <i.e. category U) for 
a particular condition Is a finding that 
such a drug, when marketed for that use 
is a “new drug” that may not lawfully 
be marketed without formal FDA ap¬ 
proval. In the form of an effective new 
drug application. Moreover. Congress 
has established criminal penalties for any 
such unlawful marketing of unapproved 
“new drugs” 21 U.S.C. 301(d), 303. The 
Supreme Court has recognized that the 
Commissioner is uniquely qualified to 
make such a determination, subject only 


* The Commission believe* that the mere 
disclosure or the fact that the PDA hed con¬ 
cluded that the product is not cfflcaclou* for 
the claimed use will not sufficiently remedy 
the deceptions heretofore described. Such a 
disclosure could well be susceptible to con¬ 
flicting Interpretations by consumers, in¬ 
cluding the false interpretation that the 
FDA’s findings were merely preliminary, or 
were Just one opinion to be balanced against 
other contrary opinions. In 1 act, however, a 
finding by FDA as a result of the OTC review 
that a product is ineffective for a claimed 
use means that the product Is not generally 
recognized as effective for such use. Accord¬ 
ingly. absent formal FDA approval such 
product may not. under Section 606 of the 
Federal Food, Drug and Cosmetic Act, 21 
UJS.C. 365. lawfully he told for that use at 
all. To permit the advertising of a drug for 
such a use as long as It Is accompanied by 
a disclosure that the drug may not be law¬ 
fully sold for such use would be to permit 
two basically contradictory messages to re¬ 
main in the advertsement. It Is well estab¬ 
lished that in fashioning a remedy for decep¬ 
tive advertising the Commission need not 
permit ambiguity and confusion. Bee Con¬ 
tinental War Corp. v. FTC. 830 F. 2d 476 (2d 
Clr. 1064); Cf. United States v. An Article of 
Food . . . Labeled . . . Buclomin, 482 F. 2d 
681 (8th Clr. 1073). 


to Judicial review.* To permit drug ad¬ 
vertising claims to be made for a use 
for which the drug may not lawfully be 
marketed would nullify the strict scheme 
of premarketing control which Congress 
has determined Is necessary for public 
protection. 

(t ) There is hi addition a public policy, 
embodied In the Federal Food. Drug and 
Cosmetic Act. that the labeling of a drug 
be a comprehensive source of Information 
about that drug and provide adequate 
directions for use for all uses of the 
drug intended by the manufacturer. For 
a manufacturer to promote the product 
through media advertising for a use not 
mentioned in the labeling and for Which 
no labeling directions are given would 
conflict with an express statutory com¬ 
mand that the label contain adequate di¬ 
rections for use. and clearly would vio¬ 
late public policy.* 

Therefore, the Commission proposes 
to adopt a trade regulation rule prohibit¬ 
ing the making of any product claim in 
advertising which FDA has prohibited, 
in an applicable Anal order. In labeling. 

The Commission has concluded that 
the proposed rule Is not a “major Fed¬ 
eral action significantly affecting the 
quality of the human environment”, 
within the meaning of Section 102(c) 
of the National Environmental Policy 
Act of 1969, and consequently, the Com¬ 
mission need not make a detailed en¬ 
vironmental impact assessment. The pro¬ 
posed rule would not require or prohibit 
the sale of any over-the-counter drug, 
but is designed simply to eliminate the 
dissemination of false, deceptive or un¬ 
fair product claims. Any effect that the 
promulgation of this regulation might 
have upon over-all consumption of over- 
the-counter drugs or demand for spe¬ 
cific OTC drugs or upon the use of ma¬ 
terials in manufacturing such drugs, and 
the consequent effect upon the environ¬ 
ment. is entirely speculative and would 
be extremely remote. At this time, the 
Commission envisions no significant en¬ 
vironmental impact from this rule. 

Invitation To Propose Issues of Fact 
FOR COKISDERATXON IN PUBUC HEARINGS 

All interested persons are hereby given 
notice of opportunity to propose any dis¬ 
puted issues of fact. The Commission or 
its duly authorized presiding official shall, 
after reviewing submissions hereunder, 
identify any such issues in a notice which 
will be published in the Federal Register. 
Such issues shall be considered in accord¬ 
ance with Section 18(c) of the Federal 
Trade Commission Act as amended by 
Public Law 93-637, and rules promul¬ 
gated thereunder. Proposals shall be ac¬ 
cepted until January 12. 1976, by the 
Special Assistant Director for Rulemak¬ 
ing. Federal Trade Commission. Wash¬ 
ington, D.C. 20580. A proposal should be 
identified as a “Proposal Identifying Is¬ 
sues of Fact—OTC Drug Advertising 
Rule'* and furnished, when feasible and 


■ Weinberger ▼. Bentex Pharmaceuticals, 
Inc . 412 U.8 646 (1973). 

■ Bee United States v. An Article of 

Drug . 362 F. 2d 923 (3d Clr. 1966 ) 


not burdensome. In five copies. The times 
and places of public hearings will be set 
forth In a later Notice which will be pub¬ 
lished In the Federal Register. 

Invitation to Comment on the 
Proposed Rule 

All Interested persons are hereby noti¬ 
fied that they may also submit to the 
Special Assistant Director for Rulemak¬ 
ing, Federal Trade Commission, Wash¬ 
ington, D.C. 20580, data, views or argu¬ 
ments on any Issue of fact, law or policy 
which may have some bearing upon the 
proposed rule. Written comments, other 
than proposed disputed issues of fact, 
will be accepted until forty-five days be¬ 
fore commencement of public hearings 
but at least until Jan. 12, 1976. To as¬ 
sure prompt consideration of a com¬ 
ment. It should be identified as an “OTC 
Drug Advertising Rule Comment” and 
furnished, when feasible and not bur¬ 
densome. In five copies. 

Issued: November 11. 1975. 

By direction of the Commission. 

Charles A. Tobin, 
Secretary 

|FR Doc.75-30256 Filed 11-10-75:8:45 amJ 

VETERANS ADMINISTRATION 
[ 41 CFR Parts 8-1, 8-4, 8-16 ] 
ARCHITECT-ENGINEER SERVICES 
Proposed Regulatory Development 

The Veterans Administration propose 
regulatory revision of Part 8-4. Title 41. 
Code of Federal Regulations, to revise 
and relocate material on the procure¬ 
ment of architect-engineer services to 
conform with the arrangement of Fed¬ 
eral Procurement Regulations, and to 
add material formerly contained in in¬ 
ternal agency regulations. 

Interested persons are invited to sub¬ 
mit written comments, suggestion*, or 
objections regarding these proposals to 
the Administrator of Veterans Affairs 
(271 A), Veterans Administration. 810 
Vermont Avenue. NW„ Washington, DC 
20420. All relevant material received be¬ 
fore December 11. 1975 will be consid¬ 
ered. All comments received will be avail¬ 
able for public inspection at the above 
address only between the hours of 8 am 
and 4:30 pm Monday through Friday 
(except holidays), during the mentioned 
30-day period and for 10 days there¬ 
after. Any person visiting Central Of¬ 
fice for the purpose of inspecting any 
such comments will be received by the 
Central Office Veterans Assistance Unit 
in room 132. Such visitors to any VA 
field station will be Informed that the 
records are available for inspection only 
In Centra] Office and furnished the ad¬ 
dress and the above room number. 

It Is proposed to amend Chapter 8, 
Title 41, Code of Federal Regulations a* 
follows: 

1. A new 8ubpart 8-1.10 Is added to 
read as follows: 
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Subpart 5-1-10—Publicizing Procurement Action* 

See. 

a- 1,1003 Synopoea of pr o posed procure¬ 
ment. 

8-1 1003-3 Special arras of negotiation. 

Subpart 8-1.10—Publicizing Procurement 
Actions 

§ 8-1.1003 Synopoc* of proponed pro¬ 
curement*. 

§8-1.1003—3 Special area* of nrgotia- 
lion. 

To facillUite the use of altcnmUve 
procedure in fPR 1-1.1003-3 for publi¬ 
cizing a proposed procurement of archi¬ 
tect-engineer services in a daily news¬ 
paper circulated In the local area, con¬ 
tracting officers are hereby delegated au¬ 
thority to procure such paid advertising 
< see §8-16.301-50). 

3. A new Subpart 8-4.10 Is added to 
read as follows: 

Subpart 8-4.10—Architect -Engineer Service* 

Sec. 

8-4.1001 General policy. 

8-4.1004 Selection. 

8 4 1004-1 ffeUblUhment of Architect-en¬ 
gineer evaluation boards. 

8 4.1004-2 Functions of the evaluation 
boards. 

8-4 1004-3 Evaluation criteria. 

8-4 1004-4 Action by agency bead or hks 
authorized representative. 

8 4 1004-8 Procedure for procurement* esti¬ 
mated not to exceed $10,000 
8 4 1005 Negotiation Procedures 
8-4 1005-1 Oeneral. 

8-4.1005-4 Archl t*ct-engineer** proposal 
8-4.1005-5 Contract price. 

8-4.1050 Application of 8-percent archi¬ 

tect-engineer fee limitation. 

Subpart 8-4.10—Architect-Engineer 
Services 

§ 8—1.1001 General policy. 

The provisions of this subpart pertain 
to the general policies and procedures for 
the procurement of professional archi¬ 
tect-engineer services as set forth in FPR 
1-4.10, and are not applicabieto contracts 
entered Into pursuant to the authority of 
38 U.8.C. 1820. 

§8—1.1004 .Selection. 

§ 8-4.1004—1 E»tab1i»liment of arrhitret- 
cnginecr evaluation board*. 

In the case of Central Office contracts, 
selection will be made by the board ap¬ 
pointed by the Assistant Administrator 
for Construction. Selections made by Acid 
stations will be by a board appointed by 
the station head. 

(a) The evaluation board appointed 
by the Assistant Administrator for Con¬ 
struction will be composed of four or 
more qualified professional architects or 
engineers Including the Director of Ar¬ 
chitecture and Engineering of the Office 
of Construction who will act as Chair¬ 
man. Membership of the board will also 
include the appropriate project director 
knd technical service directors most in¬ 
volved in the project for which the selec- 
I s being made. Additional members 
from other departments and staff offices 
1 i be designated for special type proj¬ 
ects when appropriate. 


Cb) The evaluation board for a Vet¬ 
erans Administration field station will 
consist of no less than two members, one 
of whom will be the senior contracting 
officer, and the other the Engineer Offi¬ 
cer. Where a station has two or more en¬ 
gineers on 1U staff, an additional engi¬ 
neer will be appointed to the board. The 
chairman of the board will be the senior 
engineer. 

§ 8—4.1004—2 Function* of the evalua¬ 
tion board*. 

(a) The evaluation board will review 
the data submitted by the firms and from 
that flic will preselect the firms which 
have the basic qualifications for perform¬ 
ing the services needed. The factors 
stated in the announcement publicizing 
the proposed procurement (see FPR 1-1.- 

1003- 7) will be used In determining 
whether a firm Is qualified for inclusion 
on the preselection list. 

(b) In the evaluation of the qualifica¬ 
tions of the firms on the preselection list, 
the board will perform the functions as 
outlined in FPR 1-4.1004-2, applying the 
evaluation criteria set forth In FPR 1-4.- 

1004- 3 and that established in f 8-4.- 
1004-3. and will recommend no leas than 
three firms (to the Assistant Adminis¬ 
trator for Construction in the case of 
Central Office contracts, and to the head 
of the field station in the case of station 
contracts) for interviews. 

(c) After approval (by the Assistant 
Administrator for Construction or by the 
station head) of the list of selected firms 
recommended for interviews, the board 
will arrange discussions with each firm 
for the purpose of obtaining Information, 
supplementing that already available, 
from which to develop, in order of pref¬ 
erence, not less than three firms consid¬ 
ered the most highly qualified. This rec¬ 
ommended listing will be submitted (to 
the Assistant Administrator for Con¬ 
struction or to the station head, as ap¬ 
propriate) for consideration and ap¬ 
proval before the contracting officer en¬ 
ters into negotiations with the top-rated 
firm. 

§8—1.1004—3 Evaluation criteria. 

In addition to the evaluation criteria 
set forth in FPR 1-4.1004-3. the board 
will consider the factors set forth In this 
section as they apply to the project or 
purpose of the selection. Values will be 
assigned to each factor in determining 
the relative qualifications of the firms 
identified as qualified through the pre¬ 
selection process. The values may be con¬ 
firmed or adjustments may be made as a 
result of the discussions. 

(a) Reputation and standing of the 
firm and its principal officials with re¬ 
spect to professional performance, gen¬ 
eral management, and cooperativeness. 

(b) Record of significant claims 
against the client because of improper or 
incomplete architectural and engineer¬ 
ing services. 

(c) Geographic location and facilities 
of the working office which would pro¬ 
vide the professional services. 

<d) Specific experience and qualifica¬ 
tions of personnel proposed for assign¬ 


ment to the project, and record of work¬ 
ing together as a team. 

§ 8-4.1004—4 Artion by agency brad or 
hit authorized representative. 

The Assistant Administrator for Con¬ 
struction (for Central Office contracts) 
and the station head (for field station 
contracts). or persons acting in that ca¬ 
pacity. arc designated as the approving 
officials for the recommendation of the 
evaluation boards. 

§ 8-4.1004—3 Procedure for procure¬ 
ment* ml i mated not to exceed 
$ 10 , 000 . 

Either of the procedures provided In 
FPR 1-4.1004-5 may be used on author¬ 
ization of the Assistant Administrator 
for Construction or the station head. 

§8—1.1003 Negotiation procedure*. 
§8-4.1003—1 General. 

Application of the 6-percent fee limi¬ 
tation cited In FPR 1-4.1005-1 Is set 
forth In 9 8-4.1050. The policy set forth 
in that section provides all the available 
latitude in the negotiation of the con¬ 
tract price. The policy does not, how¬ 
ever, relieve the contracting officer of 
the responsibility to determine that the 
fee negotiated is consistent with the 
services to be performed and the nature 
of the project. The contract ordinarily 
will cover all services to be rendered by 
the firm. To assure that the fee limita¬ 
tion Is not violated, the contracting offi¬ 
cer will maintain suitable records to be 
able to isolate the amount In the total 
fee to which the 6-percent limitation 
applies. 

§8—4.1003—4 ArchiltNl-fiiginm'i pro¬ 
posal. 

VA Form 08-6298. Architect-Engineer 
Fee Proposal, prescribed In 9 8-16.701. la 
mandatory for obtaining the proposal 
and supporting cost or pricing data In 
the negotiation of all architect-engineer 
contracts for design services when the 
contract price is 350.000 or over. The use 
of VA Form 08-6298 for design contracts 
less than $50,000 is at the discretion of 
the contracting officer. In obtaining ar¬ 
chitect-engineer services for research 
study, seismic study, master planning 
study, construction management and 
other related services contracts, VA 
Form 08-6298 shall also be used but sup¬ 
plemented or modified as needed for the 
particular project type. 

§ 8-4,1003—3 Contract price. 

Where negotiations with the top-rated 
firm are unsuccessful, the contracting 
officer will terminate the negotiations 
and undertake negotiations with the 
firm next In order of preference after 
authorization by the Assistant Admin¬ 
istrator for Construction or by the sta¬ 
tion head to do so. Recommendation for 
award of the contract at the negotiated 
fee will be submitted with a copy of the 
negotiation report (see FPR 1-4.1005-6) 
to the Assistant Administrator for Con¬ 
struction or to the station head, as 
appropriate. 
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§ 8—1.1050 Application of 6-pcrcrnt 
orcliitcct-ongmccr fee limitation. 

(a) The 6-percent fee limitation on 
architect or engineer services set forth 
In section 304(b) of the Federal Prop¬ 
erty and Administrative Services Act of 
1049. as amended, applies to those serv¬ 
ices generally required In preparing 
working drawings and specifications 
which form the basis for bidding and 
for the award of construction contract. 
The fixed fee limitation does not apply 
to the following architect or engineer 
services* 

(1) investigative services Including 
but not limited to: 

Cl) Determination of program require¬ 
ments Including schematic or prelimi¬ 
nary plans and estimates. 

(II) Determination of feasibility of 
proposed project. 

(III) Preparation of measured draw¬ 
ings of existing facility. 

(It) Subsurface investigation. 

(v) Structural, electrical, and me¬ 
chanical investigation of existing fa¬ 
cility. 

<vl) Surveys: Topographic, boundary. 

utilities, etc. 

(2) Special consultant services not 
normally available in organizations of 


architects or engineers not specifically 
applied to the actual preparation of 
working drawings or specifications of the 
project for which the services are re¬ 
quired. 

(3) Other: 

(1) Reproduction of approved designs 
through models, color rendering, photo¬ 
graphs. or other presentation media. 

(it) Travel and per diem allowances 
other than those required for the de¬ 
velopment and review of working draw¬ 
ings and specifications. 

(Ill) Supervision or Inspection of con¬ 
struction. review of shop drawings or 
samples and other services performed 
during the construction phase. 

(ir) All other services that are not 
Integrally a part of the production and 
delivery of plans, designs, and specifica¬ 
tions. 

(4) The cost of reproducing drawings 
and specifications for bidding and their 
distribution to prospective bidders and 
plan file rooms. 

(b) The total cost of the architect or 
engineer services contracted for may not 
exceed 6 percent of the estimated cost of 
the coi struction project plus the esti¬ 
mated cost of related services and activi¬ 
ties such as those shown in paragraph 


(a) of this section. To support project 
submissions. VA Form 10-6031. Applica¬ 
tion for Construction Project and Initio] 
Equipment, or VA Form 10-1193. Mino- 
Improvement, Building Service Equip¬ 
ment Replacement, and Nonrecurring 
Maintenance and Repair Proposal, and 
VA Form 08-6238. Construction Cost 
Estimate, will be used and the applicable 
proposed technical sendees shown in 
detail. 

Subpart 8— 1.50 [ Revoked ] 

3 8ubpart 8-4.50 }$ 4.5001 througli 
8-4.5003-4) is revoked. 

4. In Subpart 8-16.7. 18-16.701 Is 
added to read as follows: 

§ 8—16.701 Fomia prescribed. 

VA Form 08-6298, Architect-Engine r 
Fee Proposal, will be used In obtaining 
the proposal and supporting cost or 
pricing data In negotiated architect- 
engineer contracts as required by 8 8- 
4.1006-4. 

Approved: November 5, 1976. 

By direction of the Administrator: 

IsxalI Odell W. Vauciik 

Deputy Administrator 

lPH Doc 76-80042 Filed lV-10-76;8;46 un| 
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DEPARTMENT OF STATE 

(CM-6/123) 

ADVISORY COMMITTEE ON 
TRANSNATIONAL ENTERPRISES 

Rescheduling of Meeting 

The Advisory Committee on Trans¬ 
national Enterprises meeting which was 
announced for Monday. November 17, 
1975 and published in the Federal Regis¬ 
ter on October 30. 1075 (40 FR 50547) 
has been rescheduled for Monday, De¬ 
cember 1. 1975 at 9:30 a.m. In Room B 
of the Pan American Health Organiza¬ 
tion, 525 23rd Street NW., Washington. 
D C. 20520. 

The agenda remains unchanged and 
the meeting Is open to the public. Persons 
wLhlng to attend the meeting must con¬ 
tact Stephen Bond. Department of State, 
omce of the Legal Adviser. 2201 C Street 
NW , Washington. D.C. 20520. He may be 
reached by telephone on (area code 202> 
532-0349. 

Dated: November 6, 1975. 

SixrHiar R. Bono. 

Executive Secretary, Commtttce 
on Transnational Enterprises . 

| PR Doc.75-30530 Filed 11-10-75; 10:20 am) 


DEPARTMENT OF DEFENSE 
Department of the Air Force 
USAF SCIENTIFIC ADVISORY BOARD 
Meeting 

November 3, 1975. 

The USAF Scientific Advisory Board 
Guidance and Control Panel will hold 
meetings on December 3 and 4. 1975, 
from 9 am, to 5 p.m. both days, at the 
Charles Stark Draper Laboratory, Cam¬ 
bridge, Massachusetts. 

The Panel will receive classified brief- 
tofts and hold classified discussions on 
current and future technology, programs, 
equipment and activities related to the 
guidance and control area. 

The meetings concern matters listed 
to Section 552(b) of Title 5, United 
States Code, specifically subparagraph 
{ 1> thereof, and that accordingly the 
meetings will be closed to the public. 

For further Information contact the 
Scientific Advisory Board Secretariat at 
<202) 697-8845. 

James L. Elmer, 

Major, USAF, Executive , 
Directorate of Administration, 

[ PR Doc 75-80335 Filed 11-10-75:8:45 am) 


DEPARTMENT OF JUSTICE 
Drug Enforcement Administration 
2 5 DiMETHOXYAMPHETAMINE 

Controlled Substances in Schedules I and 
II; Final 1975 Aggregate Production Quota 

Section 306 of the Comprehensive 
Drug Abuse Prevention and Control Act 
of 1970 (21 U.S.C. 826> requires the At¬ 
torney General to establish aggregate 
production quotas for all controlled sub¬ 
stances in Schedules I and n each year. 
ThLs responsibility has been delegated to 
the Administrator of the Drug Enforce¬ 
ment Administration pursuant to I 0.100 
of Title 28 of the Code of Federal Regula¬ 
tions. 

On August 27. 1975. a notice of the 
proposed aggregate production quota for 
1975 for 2-5 Dlmethoxyamphetamine 
was published in the Federal Register 
(40 FR 38173). All interested parties were 
invited to comment or object to the pro¬ 
posed aggregate production quota on or 
before October 3. 1975. No comments or 
objections were received. 

Therefore, under the auhority vested 
in the Attorney General by Section 306 
of the Comprehensive Drug Abuse Pre¬ 
vention and Control Act of 1970 (21 
UBC. 826). and delegated to the Ad¬ 
ministrator of the Drug Enforcement 
Administration by I 0.100 of Title 28 of 
the Code of Federal Regulations and 
further, having been duly designated aa 
Acting Administrator by Order No. 607- 
75 of the Attorney General, dated Mat 
30. 1975. In Accordance with the au¬ 
thority stated therein, and pursuant to 
the authority delegated to the Acting 
Administrator by i 0.132(d) of Title 28 
of the Code of Federal Regulations, the 
Acting Administrator of the Drug En¬ 
forcement Administration hereby orders 
that the aggregate production quota for 
the controlled substance listed below, ex¬ 
pressed In grams in terms of anhydrous 
base, be established as follows: 

Basic claas: issued 1875 

2-5 DlmethoxyatnpheUmloe.. 11.000,000 

This order Is effective November 11. 
1975. 

Dated: October 20. 1975. 

Hskry 8. Doom, 

ActinQ Administrator. 

Drug Enforcement Administration . 

I FR Doc.75-30313 Filed U-10-76;8;46 am) 


(Docket No. 75-16) 

JAMES B. ANDERSON 
Notice of Hearing 

Notice is hereby given that on June 24. 
1975, tlie Drug Enforcement Administra¬ 
tion. Department of Justice, Issued to 
James B. Anderson. MX)., Russellville, 
Alabama, an Order to Show Cause as to 
why the Drug Enforcement Administra¬ 
tion Registration No. AA3136238 issued 
to him pursuant to section 303 of the 
Controlled Substances Act (21 U.S.C. 
823) should not be revoked. 

Thirty days having elapsed since said 
Order to Show Cause was received by the 
Respondent, and written request for a 
hearing having been filed by the Re¬ 
spondent with the Drug Enforcement 
Administration. Notice is hereby given 
that a hearing In this matter will be held 
commencing at 9:30 am. on Novem¬ 
ber 12, 1975, in Courtroom No. 603. 136 
Pryor Street SW., Atlanta, Georgia. 

Dated: November 5, 1975. 

Henry S. Doc in. 

Acting Administrator , 
Drug Enforcement Administration . 

|FR Doc.75-30521 Filed 11-10-75:8:45 tun] 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

|E3 15368; 8unrey Oroup 100) 

FLORIDA 

Notice of Filing of Plat of Survey 

November 4. 1975. 

The plat of survey of the following de¬ 
scribed lands, which was accepted on 
July 3. 1975, will be officially filed tn 
the Eastern States Office, Silver Spring, 
Maryland as of 10:00 A.M. on December 
15, 1975: 

Taluiiamh Meridian, Florid* 

T. 41 8.. R. 21 E.. Tract No. 87 <0-15 of. an 
acre); Tract No. 38 (0.16 of an acre); Tract 
No. 39 <0.11 of an acre); Tract No. 40 (0.87 
of an acre). 

The area aggregates 1.29 acres. 

Tlie plat represents the survey of In¬ 
lands omitted from the original surveys 
of T. 41 S.. R. 22 E.. as shown on the 
plats approved May 6. 1850. and July 20. 
1872. 

Tracts 37, 38 and 39 are islands of 
sandy formation, ranging 2 to 3 feet In 
height, with outer fringes of tidal man- 
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grove. The upland portions of these Is¬ 
lands support moderate growths of such 
vegetation as sea grape, cabbage palm 
and buttonwood; the undcrgTOwth con¬ 
stats of cacti, vines and small shrubs. 
Tract 40 Is an Island of sandy shell for¬ 
mation. ranging 4 to 5 feet In height, with 
an outer fringer of tidal mangrove. The 
upland portion supports a moderate 
growth of sea grape, buttonwood and 
palm trees, with undergrowth consist¬ 
ing of cacti, vines and small shrubs. The 
inner tidal areas of all islands arc cov¬ 
ered with a black and red mangrove mix¬ 
ture. Each Island is surrounded by a 
fringe of red and black mangrove, with 
no apparent connecting bars, shell or 
sand ridges to any other islands, and is 
stable in position with no erosive ac¬ 
tion. 

Tracts 37, 38 and 39 have features and 
characteristics similar to the mainland of 
this area, and all characteristics of the 
mainland would indicate that these is¬ 
lands were in existence in 1845 when 
Florida was admitted to the Union and 
at all subsequent dates. Tract 40 contains 
a high percentage of shells and appears 
to be an Indian mound. The size and 
amount of the over-story timber on this 
Island would prove its existence at the 
time Florida was admitted to the Union 
In 1845 and at all subsequent dates. 

The islands are well over 50% upland 
In character within the Interpretation of 
the 8wompland Act of September 28. 
1850. 

Except for valid existing rights, these 
lands will not be subject to application, 
petition, location, selection or to any 
other type of appropriation under any 
public land law, including the mtnlng 
and mineral leasing laws, until a further 
order Is issued. 

All Inquiries relating to these Islands 
should be sent to Director. Eastern 
States, Bureau of Land Management. 
7981 Eastern Avenue, Silver 8pring. 
Maryland 20910. 

Lowell J. Udy, 

Director. 

Eastern States. 

[m Doc 75 30338 Filed 11-10-75.8:45 ami 


LOUISIANA-PACIFIC CORPORATION 

Availability of Negative Declaration and 
Environmental Analysis Record on Pro¬ 
posed Right-of-Way 

Pursuant to Section 102(c) of the Na¬ 
tional Environmental Policy Act of 1969, 
and Part 1500 6(e) of the Coun¬ 
cil of Environmental Quality Guide¬ 
lines (38FR20550) August 1. 1973. the 
Bureau of Land Management. UJB. De¬ 
partment of the Interior, gives notice 
that an environmental Impact state¬ 
ment Is not being prepared for the issu¬ 
ance of the Big Butte right-of-way to 
the Louisiana-Pacific Corporation in 
Mendocino and Trinity Counties, Cali¬ 
fornia. 

The proposed right-of-way was in¬ 
cluded among the actions assessed in the 
draft environmental Impact statement 
for the Big Butte Timber Sale, which was 


released for public review on March 8. 
1974 <39FR9228>. As a result of decisions 
made through the planning process sub¬ 
sequent to release of the draft statement, 
the timber sale has been cancelled and a 
Fmal Environmental Statement will not 
be prepared. 

The environmental analysis record of 
this Federal action indicates that ttw is¬ 
suance of a short-term right-of-way will 
not create significant adverse local, re¬ 
gional or national impacts on the envir¬ 
onment. As a result of these findings. Mr. 
Melvin D. Clausen, District Manager. 
Bureau of Land Management, U.S-D.I., 
555 Leslie Street, Uklah. California 85482. 
has determined that the preparation and 
review of an environmental impact state¬ 
ment is not needed for this right-of-way. 
The right-of-way involves construction 
of a minimum standard log-haul road 
across approximately 5 miles of national 
resource lands. 

The environmental analysis record is 
available for inspection during regular 
working hours at the following location: 
Bureau of Land Management, 555 Leslie 
Street. Uklah, California 95482. 

Requests for single copies of the en¬ 
vironmental analysis record should be 
sent to the above address. 

No administrative action on imple¬ 
mentation of this proposal will be taken 
until December 3.1975. 

Curt Berklund, 

Director. 

|FR Doe. 75-30343 Filed 11-10-75:8:45 ami 


(NM 967191 
NEW MEXICO 
Notico of Application 

October 31, 1975. 

Notice is hereby given that, pursuant 
to Section 28 of the Mineral Leasing Act 
of 1920 (30 U.8.C. 185), as amended by 
the Act of November 16, 1973 (87 Stat 
576). Llano. Inc., has applied for a 12 
inch natural gas pipeline right-of-way 
across the following lands: 

New Mexico Principal Meridian 

NEW MEXICO 
T. 24 8.. R. 26 K. 

Sec. U. N*8W*. SK*SW* and 8*8**; 
See. 13. SW*SW*; 

See. 13. NW*NK* and NE*NW*. 

T 24 8 R 27 I. 

Sec. 17. N*SW*. 8E*SW* and S*S**; 
Sec. 18. lot 2; 

8ec.21,N*NW*: 

Sec. 26. NW*NE* aud 8*NE*. 

T. 24 S..R 28 E. 

Sec. 29. 8*SW*. and 8W*8K*; 

8ec. 30. lot 2, BE»4NW»4. JB*8W*, 
N*8E* and8E*8K*. 

T. 25 8 . R. 28 K. 

Sec. 1. lot 4. 8W*N** and 8*NW*: 

Sec 2. lota 1 and 2. 

T. 25 S . R. 29 E. 

8cc. 5.8*8W*; 

See. 8. lf*KB*. 8E*NE* and NK*NW*; 
Sec. 9. SW*NE*. 8*WW* and N*8**; 
Bee. 10. H*8W%. SE*SW% and 8*8K%. 
T. 25 8., R. 30 E. 

Sec. 9.8*8*: 

Sec. 10.8*8*; 

8ec.ll.8H8*; 

Sec. 12.8*8*. 


T.25S.R.31 EL 

Sec. 7, lot 4.8E*SW* and 8*8**: 

See. 8,8*8*; 

8cc, 9, 8*S*; 

8cc 10,8*8*; 

Sec. 11.8*8*; 

Sec 12,8*8*. 

T.26 8..R 32 E. 

Sec. 7. lot 4 and 8K*8W*; 

Sec. 18. lot 1 and NE*NW*. 

This pipeline will convey natural gas 
across 20.925 miles of national resource 
lands in Eddy and Lea Counties. New 
Mexico. 

The purpose of this notice Is to inform 
the public that the Bureau will be pro¬ 
ceeding with consideration of whether 
the application should be approved, and 
if so. under what terms and conditions. 

Interested persons desiring to express 
their views should promptly send their 
name and address to the District Man¬ 
ager, Bureau of Land Management. Po 
Box 1387. Roswell. NM 88201. 

Fred E. Paotlla, 

Chief. Branch of Land 
and Minerals Operations 

|FR Doc 73 80339 Filed 11-10-73:8:45 an:] 


^Serial No. 1-7405} 

IDAHO 

Notice of Partial Termination of Proposed 
Withdrawal and Reservation of Lands 

November 3,1975. 

Notice of an application, Serial No 
1-7435, for withdrawal and reservation 
of lands was published as Federal Reg¬ 
ister Document No. 74-2518 on page 
3977 of the issue for January 31, 1974 
The Energy Research and Development 
Administration, formerly the Atomtr 
Energy Commission, has cancelled its ap¬ 
plication insofar as it Involved the lands 
described below. Therefore, pursuant to 
the regulations contained in 43 CFU 
Part 2300. such lands will be at 10:00 
a.m. on December 16.1975 relieved of the 
segregative effect of the above-men¬ 
tioned application. 

The Innds Involved in this notice of 
termination are: 

Bo DOC Mr-JTTDTATC, IDAHO 

T. 14 8.. R 26 

Secs. 22. 27. 33 and 34. 

T. 15 8, R 26 *.. 

Secs 3. 4. 5. 8. 9. 10, 16. 17 slid 20. 

T. 16 8.. R 25 K , 

Sees 13. 14. 23 and 24. 

T. 16 8. R 26 *. 

Secs 1. 2 and 7 through 18 inclusive 
T10 8 . R. 27 R.. 

Secs. 6 and 7. 

The area described aggregates 16- 
408 24 acres. 

Vincent 8 . 8trobel, 

Chief , Branch of L&M Operations 
| PR Doc.73 30243 Piled 11-10-75:8:45 am} 


NEVADA STATE MULTIPLE USE 
ADVISORY BOARD 

Notice of Meeting 

Notice is hereby given in accordance 
with Public Law 92-463 that a meeting 
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of Uie Nevada State Multiple Use Advi¬ 
sory Board will be held December 10 
and 11. 1975 at 8 a m. at the Pioneer 
Uvx, 221 8. Virginia Street. Reno. 

Nevada. 

The Nevada State Multiple Use Advi¬ 
sory Board was established to advise and 
l ounsel the Bureau of Land Management 
:md the Secretary of the Interior on 
national resource land management. 

This will be the first meeting of the 
newly appointed board under- Us charter 
approved by the Secretary of the In¬ 
terior on August 5. 1975. The purpose 
of the meeltng is to orient the board 
members to BLM's programs, to elect 
officers and to discuss necessary com¬ 
mittees. The following topics will be dis¬ 
cussed during the meeting: Role and or¬ 
ganization of the board Including com¬ 
mittees, current Issues nationally and In 
Nevada. BLM Nevada district organi¬ 
zation study, current legislation affecting 
the BLM and the board's perceptions of 
the BLM. 

The meeting is open to the public. In¬ 
terested persons may make oral pres¬ 
entations to the board or file written 
statement*. Such requests should be 
made to the official listed below at least 
15 days prior to the meeting. 

Further Information concerning this 
meeting may be obtained from Carl A. 
Gidlund, Chief. Public Affairs Staff, Bu¬ 
reau of Land Management, Nevada 8tatc 
Office. Room 3008 Federal Building. 300 
Booth Street. Reno. Nevada 89502, tele¬ 
phone 702-784-5459. 

Minutes of the meeting will be avail¬ 
able for public inspection and copying 
four weeks after the meeting at the Bu¬ 
reau of Land Management, Nevada 8tate 
Office, Room 3041. Federal Building. 300 
Booth 8treet. Reno. Nevada 89502. 

E. I. Rowland, 

State Director. Nevada . 

November 3.1976. 

(PR Doc 75-80242 Filed 11-1# 75;8:45 am] 


(OR 13853 (W*Ah.)] 

WASHINGTON 

Notice of Termination of Proposed 
Withdrawal and Reservation of Lands 

Octodes 30. 1975. 

Notice of an application Serial No. OR 
13853 (Wash.), for withdrawal and res¬ 
ervation of lands was publLshcd as Fed¬ 
eral Register Document No. FR 75-6093 
on page 12131 of the Issue for March 17. 
1975. The applicant agency has cancelled 
its application which involved the lands 
described below. Therefore, pursuant to 
tbe regulations contained in 43 CFR 
2091.2-5(b). such lands will be at 10 a.m. 
oil December 6. 1975. relieved of the 
^‘gregativc effort of the above-mentioned 
application. 

The lands involved in this notice of 
termination are: 


Willamette Meridian 

WENATCHEE NATIONAL FOREST 
Liberty HUtoHc+l DiHrtoi 
T. 20 N„ B. 17 R. 

See. 1. portions of SW^NWK. 8B%HWy 4 , 
and NWV4SW*4; 

Sec 2. portions of NB<48B14‘ 

Further described as follows: 

Beginning at Corner No. I. the % Section 
Corner common to sees. 1 and 2. T. 20 
N.. R. 17 E. 

Prom Corner No. 1 by metes and bounds: 
N. 73 * 57* B.. 1005,80 feet to Corner No. 
2: N. 00* 00* E. 34654 feet to Corner 
No. 3; a 0* 00* K 129 40 feet to Corner 
No. 4; 8. 67 * 36* W . 25635 feet to Corner 
No. 5: 6. 24* 13* W. 126 93 foot to Corner 
No 6; 8. 60* 35* W . 1372.50 feet to Corner 
No. 7; N. 38* 53* W . 291 00 feet to Comer 
No. 8; a 61* 48* W.. 238.00 feet to Corner 
No. 9; 8. 65- 04* W„ 307^3 feet to Comer 
No. 10: N. 0* 00* E . 642 19 feet to Comer 
No. 11: N. 73 * 57* E . 70807 feet to Corner 
No. 1: the place of beginning. 

The area described contains approxi¬ 
mately 23.76 acres in Kittitas County, 
Washington. 

Harold A. Berends. 

Chief. Branch of Lcmd* 
and Minerals Operations. 

(PR Doc.76 30244 Filed 11-19-76:8:45 am] 


Geological Survey 
|NTL~6| 

FEDERAL AND INDIAN OIL AND GAS 
LEASES 

Approval of Operations 

Notice is hereby given that the Oeo- 
loglcal 8urvey proposes to formalize its 
procedures for approval of all applica¬ 
tions for permits to conduct operational 
or construction activities on onshore 
Federal and Indian oil and gas leases. 
The proposed Notice also prescribes the 
information which a lessee or operator 
must submit in support of applications 
to conduct operations. 

Interested parties may submit written 
comments, objections, and suggestions to 
the Chief, Conservation Division, U J8. 
Geological Survey. National Center. Mail 
Stop 650. 12201 Sunrise Valley Drive, 
Reston. Virginia 22092, on or before De¬ 
cember 14. 1975. 

It Is hereby certified that the economic 
and Inflationary Impacts of proposed No¬ 
tice to Lessees and Operators, NTL-6, 
have been carefully evaluated In accord¬ 
ance with OMB Circular A-107. 

V. E. McKelvey, 
Director. 

Notice to Lessees and Operators or Fed¬ 
eral and Indian Onshore Oil and Gas 

Leases (NTL-6) 

Pursuant to the National Environmen¬ 
tal Policy Act of 1969 <83 Stat. 852>. the 
Department of the Interior is charged 
with the responsibility of assuring that 
oil and gas operations on leased lands 


under it s jurisdiction are conducted with 
due regard for the protection of the en¬ 
vironment. Therefore, all operations 
which are conducted on onshore Federal 
and Indian oil and gas lease must con¬ 
form to the requirements of this Notice 
as well as those contained in the lease 
and in the Oil and Gas Operating Regu¬ 
lations. Title CO CFR Part 221. 

I. General 

In order that the environmental Im¬ 
pact of proposed operations may be 
properly evaluated, all applications to 
conduct leasehold operations or con¬ 
struction activities must be accompanied 
by an appropriate surface use plan. As a 
minimum, such applications and surface 
use plana must provide a detailed de¬ 
scription of the technical aspects of the 
proposed operation or activity, the mag¬ 
nitude of surface disturbance Involved, 
and the procedures to be followed In 
rehabilitating the surface once the op¬ 
eration or construction activity has been 
completed. Specific requirements In this 
regard are set forth In Sections U(B), 
m, and V hereof. One copy of the sur¬ 
face use plan must be attached to each 
copy of the application to conduct op¬ 
erations or construction activities. 

Applications to conduct operations or 
construction activities with attached sur¬ 
face use plans should be filed at least 30 
days in advance of the contemplated 
starting date of any operation or con¬ 
struction activity In order to allow suffi¬ 
cient time in which to schedule and con¬ 
duct. if necessary, a joint field inspection 
by appropriate personnel of the Geolog¬ 
ical 8urvey, the Federal surface manage¬ 
ment agency, the lessee or operator, and. 
if practical, the lessee’s or operator's con¬ 
tractors and subcontractors who will per- 
foitm the work. However, the early filing 
of an application Is no guarantee that 
approval thereof will be granted within 
the 30-day period, as environmental con¬ 
siderations or current workload In the 
affected Federal agencies may result in 
further delay. 

Lessees and operators have the respon¬ 
sibility to see that their exploration, de¬ 
velopment. production, and construction 
operations are conducted in a manner 
which <1) affords maximum safeguards 
for the environment; (2) results in the 
proper rehabilitation of disturbed lands: 
and. (3) assures the protection of the 
public health and safety. In that regard, 
lessees and operators will be held fully 
accountable for their contractors' and 
subcontractors' compliance with the 
applicable laws, regulations, and the re¬ 
quirements of the approved permit and 
surface use plan. 

All approvals of proposed operations 
as well as subsequent Instructions and 
regulation thereof will come from the 
District Engineer or Area Oil and Gas 
Supervisor of the Geological Survey. 
However, the Federal surface manage¬ 
ment agency will establish the rehabili¬ 
tation requirements and will be available 
for consultation during rehabilitation 
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operations. Names, addresses, and phone 
numbers of appropriate personnel of the 
Geological Survey and the Federal sur¬ 
face management agency, as well os 
approved surface use areas, will be fur¬ 
nished the lessee or operator on its ap¬ 
proved copy of the permit and surface 
use plan. 

Lessees and operators, as well as their 
contractors and subcontractors, must not 
commence any operation or construction 
activity on a lease without the prior ap¬ 
proval of the appropriate official of the 
Geological Survey. Likewise, the terms 
and conditions of an approved permit 
and surface use plan may not be altered 
unless the Geological Survey has ap¬ 
proved an amended or supplemental per¬ 
mit and/or plan covering any such modi¬ 
fications. Approval of subsequent opera¬ 
tions Is addressed in Section V of this 
notice. 

n. Drilling Oferations 

A. PRELIMINARY ENVIRONMENTAL REVIEW 

A preliminary environmental review 
will be required on all future drilling op¬ 
erations prior to entry on the ground for 
the purpose of staking the location, ac¬ 
cess roads, and other surface use areas 
The lessee or operator, upon finalizing 
plans to drill but prior to the actual sur¬ 
veying. must file with the Geological 
Survey’s District Engineer or Area Oil 
and Gas Supervisor and the appropriate 
office of the involved Federal surface 
management agency, a topographic map 
cor equivalent> of a scale not less than 
1 inch*= 1 mile which shows the preferred 
location and the general topographic 
features in the area. This will permit the 
Federal surface management agency, 
prior to the lessee's or operator’s expen¬ 
diture of time and money for surveys, to 
review its records for any potential con¬ 
flict* with other resource values. If con¬ 
flicts are noted, a joint conference or 
field Inspection, as appropriate, by the 
Geological Survey, the Federal surface 
management agency, and the operator 
may be scheduled to resolve problem 
areas. 

B. APPLICATION POE PERMIT TO DRILL 

All drilling operations must be con¬ 
ducted In accordance with a permit or 
development plan which has the prior 
approval of the District Engineer or Area 
Oil and Gas Supervisor. 

The permit or development phin filed 
for approval will consist of the applica¬ 
tion for permit to drill on Form 9-331C. 
and a multi-point surface use and opera¬ 
tions plan. Where private surface la in¬ 
volved, It should also include a copy of 
the written agreement between the lessee 
or operator and the surface owner or a 
letter setting forth the rehabilitation re¬ 
quirements of the surface owner. The 
requirements for surface use and opera¬ 
tions plans and the rehabilitation of pri¬ 
vate surface are contained in Sections 
ni and VI, respectively, of this notice. 

The application for permit to drill 
must provide information concerning < 1) 
the location in feet and direction from 
the nearest lines of an established sur¬ 
vey. as determined by a registered sur¬ 


veyor or engineer; (2) the elevation 
above sea level of the ground and derrick 
floor or rotary kelly bushing; (3) the 
geologic name of the surface formation; 
(4) the type of tools and other equip¬ 
ment to be utilized; (5) the proposed 
drilling depth; (6) the estimated tops of 
important geologic markers; <7) the esti¬ 
mated depths at which water, oil, gas, 
or other mineral deposits are expected 
to be encountered; (8) the proposed cas¬ 
ing program including the stee, grade, 
weight, and safety factors for collapse, 
tension, and burst of each string; 19) 
the proposed setting depth of each casing 
string and the amount and type of ce¬ 
ment (including additives) and mud to 
be used; (10) the proposed pressure con¬ 
trol equipment which is to be used and 
a schematic diagram thereof; (ID the 
type and characteristics of the proposed 
drilling medium or mediums to be em¬ 
ployed; <12) the testing, logging, and 
coring programs to be followed; <13) any 
abnormal pressures or temperatures ex¬ 
pected to be encountered or potential 
hazards such as hydrogen sulfide gas and 
plans for mitigating such hazards: (14) 
the anticipated starting date and dura¬ 
tion of the operation; and, (15) any other 
facets of the proposed operation which 
are pertinent to the Geological Survey's 
consideration of the application. The 
District Engineer or Area Oil and Gas 
Supervisor may require additional In¬ 
formation ns warranted. 

A copy of approved application for per¬ 
mit to drill and the accompanying sur¬ 
face use and operations plan shall be 
posted at the drlilcite. 

HI Multi-Point Surface Use and 
O rxRATiONs Plan 

A surface use and operations plan in 
gul&cient detail to permit a complete ap- 
pnitfal of the environmental effects as¬ 
sociated with the proposed project must 
be submitted, in triplicate, to the Dis¬ 
trict Engineer or Area Oil and Gas Sup¬ 
ervisor with the application for permit 
to drill. 

The Geological Survey will send a copy 
of such plan to the Federal surface man¬ 
agement agency. When possible, a pre¬ 
liminary field development plan or drill¬ 
ing schedule should also be submitted to 
allow lead time for evaluating environ¬ 
mental considerations, resource conflicts, 
and land use planning alternatives. 

The plan shall In its context provide 
for and assure adequate protection of 
surface resources, other environmental 
components, and include adequate meas¬ 
ures for reclamation of disturbed lands. 
The plan shall be developed in conform¬ 
ity with the provisions of the lease, at¬ 
tached stipulations, and the guidelines 
provided by this Notice. In developing 
the plan, the lessee or operator will make 
use of such information as is available 
from the Federal surface management 
agency concerning the surface resources, 
environmental considerations, and local 
reclamation procedures. The plan will be 
reviewed for adequatecy by the Geologi¬ 
cal Survey and the Federal surface man¬ 
agement agency. Approval of proposed 
activities that would result in irreparable 


or extensive damage to the environment 
will be withheld until the plan Is modi¬ 
fied. additional mitigating measures ore 
provided, or alternatives to the proposed 
action are agreed upon. 

a. guidelines for tub preparation or 

SURFACE USE AND OPERATIONS FLANS 

In the preparation of surface use and 
operations plans, lessees and operators 
should adhere closely to the following: 

L Existing roads. A legible map (U6GS 
topographic or county road map of a 
scale not less than 1 inch-1 mile) shall 
be used for locating the proposed well 
site In relation to a town or other locat- 
ablc reference point. The proposed route 
to the location including appropriate dis¬ 
tances from the reference point to t hr 
point where the access route exits the 
highway or county road shall be shown 
All proposed access roads shall be ap¬ 
propriately labeled or color coded. Addi¬ 
tionally, all existing roads within a ra¬ 
dius of three miles from the location of 
a proposed exploratory well should bo 
shown. An exploratory well is a well 
which Is located two miles or more from 
the boundary of a known geologic strur- 
turo or a producible well. For all other 
driUsltes (development wells) existing 
roads within a one-mile radius of the 
location should be shown. 

Any plans for the improvement and or 
maintenance of existing roods should 
also be stated. 

Information required by Item No? 3 
and 4 or this subsection may aho be 
shown on this map if approprlnlHy 
labeled. 

2. Planned access roads. Information 

in thin regard te to be submitted on a 
large scale map (not less than 4 Inch? 
— 1 mile) and shall appropriately Iden¬ 
tify all permanent and temporary access 
roods that are to be constructed, or re¬ 
constructed In connection with the drill¬ 
ing and production of the proposed well 
Width, maximum grade, turnouts, drain¬ 
age design, location and size of culvert;, 
and surfacing material. If any, shall t* 
stated. At the time of submission, the 
location of all proposed new or recon¬ 
structed roads shall be staked. However, 
modification of proposed road design 
may be required after the location 1# 
accepted. A , . . 

Information should also be furnished 
to indicate where existing fences will be 
cut and whether gates or cattiegu ir fc 
will be used. Additionally, the discus- h*n 
should make reference to any existing 
gates which are to be replaced by cattit- 
guards. 

3. Location of existing wells. This .in¬ 
formation should be submitted on a map 
of suitable scale and Include all well* 
(producing, abandoned, temporary aban¬ 
doned. shut-in. injection, disposal, and 
drilling) within a two-mile radius of we 
proposed location of an exploratory writ 
or within a one-mile radius of the pro¬ 
posed location of a development well- 

4. Lateral roads to well locations. The 
information submitted in this rega™ 
should be shown on a mop of suita^e 
scale and Include all existing and pro¬ 
posed lateral roads to all well location! 


FEDERAL REGISTER. VOL 40. NO. 21$—TUESDAY, NOVEMBER 11. 1*75 






NOTICES 


52S39 


within a one-mile radius of the proposed 
location. 

5. Location of tank batteries . produc¬ 
tion facilities , and production. gathering, 
and service lines. Existing tank batteries, 
production facilities, and production, 
gathering, or service lines within a one- 
mile radius of the proposed location 
which are owned or controlled by the 
lessee or operator should be shown on a 
map or plat of suitable scale. The type of 
each present facility and the exact na¬ 
ture of each existing line (oil flowline, 
ras gathering line. Injection line, or 
water disposal line) should be Identified 
and it should be noted which, if any. of 
*aid ltne6 are buried. If new facilities 
• tank battery, other production equip¬ 
ment, and lines) are contemplated in the 
event production is established and those 
facilities are to be located at other than 
on the well site itself, the map or plot 
famished in this regard must also indi¬ 
cate the location all proposed new facili¬ 
ties. Future prospects for additional de¬ 
velopment of the leasehold should be 
considered in the siting of new facilities. 
However, final approval to construct such 
new facilities will not be granted until 
after detailed plans have been submitted 
and evaluated pursuant to Section V 
hereof. 

6. Location end type of water supply 
<rivers, creeks, lakes, ponds, and tocIZ*). 
This Information may be shown by 
q nr ter-quarter section on a plat or map 
of suitable scale or may bo a written 
description. The source of all water to be 
used in drilling the proposed well should 
be noted. The method of transporting the 
water shall be stated and any access 
roads neded to haul the water will be 
described in Items Noa. 1 or 2, as ap¬ 
propriate. However, the Survey's ap¬ 
proval of the surface use and operations 
plan does not relieve the lessee or oper¬ 
ator from obtaining any other authoriza¬ 
tion which may be required for'the use 
of such water. Moreover, if a water sup- 
rly well is to be drilled on the lease, it 
must be so stated under this item and the 
District Engineer or Area Oil and Gas 
Supervisor may require the filing of a 
seiwxate application for permit to drill. 

7. Source of construction materials . 
TIUs information may be shown by 
quarter-quarter section on a plat or map 
of suitable scale or may be a written 
description. The proposed source, char¬ 
acter, and use of all construction mate¬ 
rials such as sand, gravel, stone, and soil 
material should be stated. Any access 
roads needed to haul such materials 
should be described In item Nos. 1 or 2. 
a* appropriate. 

8. Methods for handling waste disposal. 
A brief, written description should be 
Riven of the methods and location for 
safe containment and disposal of each 
type of waste material (cuttings, garbage, 
salts, chemicals, and sewage) which re¬ 
sult* from the drilling of the proposed 
well. Likewise, the narrative should in¬ 
clude plans for the eventual disposal of 
drilling fluids and any produced oil or 
water recovered during testing opera¬ 
tions. 


9. Ancillary facilities. The plan or 
subsequent amendments to such plans 
shall Identify all ancillary facilities such 
as camps and airstrip* as to their loca¬ 
tion. land area required, and the methods 
and standards to be employed in their 
construction. Such facilities shall be 
shown on a map of suitable scale and 
shall be staked on the ground. 

10. Well site layout. A plat of suitable 
scale <not less than 1 inch^50 feet) 
including cross section diagrams of the 
drill pad and the relation to topography 
are required. The plat should also In¬ 
clude the proposed location of the mud 
tanks, pits (reserve, bum, and trash), 
pipe racks, access road, turnaround 
areas, parking areas, living facilities, soil 
material stockpile, and the orientation 
of the rig with respect to the pad and 
other facilities. Plans to line the reserve 
pit should be indicated. 

The exterior dimensions of the pad 
and reserve pit shall be specified and will 
be staked on the ground. 

11. Plans for restoration of the sur¬ 
face. State the proposed program for 
surface restoration upon completion of 
the operation such as stockpiling topsoil, 
leveling, reseeding, and seed mixture. 
8uch plans will be reviewed for adequacy 
by the appropriate Federal surface man¬ 
agement agency. A proposed timetable 
for the commencement and completion 
of rehabilitation operations must be 
provided. 

12. Other information. Include a gen¬ 
eral description of the topography, soil 
characteristics, formation lithologies, 
geologic features, flora, fauna, and other 
aspects of the area such as other surface 
use activities. 

The surface ownership (Federal. In¬ 
dian. State, or private) at the well loca¬ 
tion and for all lands which are to be 
crossed by newly constructed roads 
should be Indicated. 

Any available information which 
would be useful in evaluating the envi¬ 
ronmental impact of the proposed oper¬ 
ation, Including proximity to steep hill¬ 
sides and gullies, water wells, ponds, 
lakes, or streams, occupied dwellings, or 
other facilities, and archeological, his¬ 
torical, or cultural sites should be in¬ 
cluded. Information concerning required 
cuts and fills during the construction of 
roads and the location should also be 
furnished. 

All construction practices necessary to 
accommodate potential geologic hazards 
should be discussed under the appropri¬ 
ate Items of the plan. 

13. Lessee’s or operator’s representa¬ 
tive. Include the name, address, and 
phone number of the lessee's or oper¬ 
ator's field representative who is respon¬ 
sible for assuring compliance with the 
approved surface use and operations 
plan. 

14. Certification. The following state¬ 
ment is to be Incorporated in the plan 
and must be signed by the lessee’s or 
operator's field representative who Is 
Identified in item No. 13 of the plan: 

I hereby certify that X. or person* under my 
direct mipervUlon. ha▼* Inspected the pro¬ 


posed drill ft to and accm route; that X am 
familiar with the conditions which presently 
exist; that the statements made in this plan 
are, to the best o t my knowledge, true and 
correct; and. that the work associated with 
the operations proposed herein will be per¬ 
formed by — and tte con¬ 

tractors subcontractors In conformity with 
this plan and the terms and conditions under 
which It Is approved. 


Date 


Name and Title 

IV. Environmental Analysis 
Requirements 

When an application for permit to drill 
Is received, an onsite inspection normally 
will be required. If made, tt will Include 
the District Engineer or Area Oil and 
Gas Supervisor, the lessee or operator, 
the Federal surface management agency, 
and others Including the dirt contractor, 
as appropriate. The purpose of tih 
spection will be to select the most feasible 
and environmentally acceptable areas for 
well sites (considering geologic factors 
and Federal and State regulations), ac¬ 
cess roads and other proposed surface 
use areas. Accordingly, lessees and opera¬ 
tors are encouraged to designate future 
development or drilling sites so that sev¬ 
eral locations may be inspected at one 
time. 

When such an inspection is made, an 
environmental analysis will usually be 
prepared by the District Engineer or Area 
OH and Gas Supervisor. Said analysis wdl 
identify methods for mitigating the po¬ 
tential adverse environmental effects as¬ 
sociated with the proposed operation and 
will be the basis of the approving offi¬ 
cial's determination as to whether appro¬ 
val of the proposed activity would consti¬ 
tute a major Federal action significantly 
affecting the quality of the human en¬ 
vironment as defined by Section 102(2) 
(C> of the National Environmental Policy 
Act of 1969. Any surface protection and 
rehabilitation requirements specified by 
the Federal surface management agency 
will normally be made a part of any sub¬ 
sequently approved permit or and/or the 
surface use and operations plan. 

Due to the probability of a required on¬ 
site inspection, the required input from 
other Federal agencies, and the varia¬ 
tions in the level of drilling activity, les¬ 
sees and operators are encouraged to file 
applications well In advance of the time 
when It is desired to commence opera¬ 
tions. 

V. Approval or Subsequent Operations 

Before repairing, deepening, or condi¬ 
tioning a well, a detailed written state¬ 
ment of the plan of work must be filed on 
Form 9-331 or 9-331C with the District 
Engineer or Area Oil and Gas Supervisor 
and approval obtained before the work Is 
started. Any proposed change in any such 
plan of work must also receive the prior 
approval of the District Engineer or Area 
Oil and Gas Supervisor. 

Lessees and operators are also required 
to submit for the approval of the District 
Engineer or Area Oil and Gas Supervisor 
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a suitable plan prior to undertaking any 
subsequent new construction, recon¬ 
struction. or alteration of existing facili¬ 
ties, Including roads, dams, lines or other 
production facilities on any lease when 
addiltonal surface disturbance will result. 
Sufficient information must be submit¬ 
ted to permit a proper evaluation of the 
proposed surface disturbing activities as 
well as any planned accommodations 
necessary to mitigate potential adverse 
environmental effects. 

The environmental analysis procedures 
discussed In Section IV of this Notice 
will also apply to such subsequent oper¬ 
ations which have the potential for sig¬ 
nificant surface disturbance although 
these requirements may be somewhat less 
in established producing areas. 

VI. Agreement for Rehabilitation or 
Privately-Owned Surface 

Where the surface is privately owned 
or is owned by an Indian allottee, each 
application for permit to drill or to con¬ 
duct other surface disturbance activities, 
shall contain Information concerning the 
surface owner's rehabilitation require¬ 
ments. A written agreement between the 
lessee or operator and the surface owner 
is not necessary if a letter from the lessee 
or the operator setting forth the surface 
owner s rehabilitation requirements is 
furnished. Payment of damages in lieu 
of full restoration will not be an accept¬ 
able substitute for a normal cleanup and 
rehabilitation program. 

If no arrangements have been made, or 
if information concerning such arrange¬ 
ments is not furnished, the District En¬ 
gineer or Area Oil and Gas Supervisor 
will request the Federal surface manage¬ 
ment agency to recommend the neces¬ 
sary surface restoration requirements. In 
such coses, the lessee or operator will be 
expected to comply with these rehabili¬ 
tation requirements, if any, regardless of 
the arrangement mode with the surface 
owner. Provided, however, that subse¬ 
quent reasonable requests by the surface 
owner that pits, roads, and other facili¬ 
ties be left intact may be honored. If 
written proof of prior arrangements has 
been provided, the Federal surface man¬ 
agement agency will be asked to recom¬ 
mend surface rehabilitation require¬ 
ments to the District Engineer or Area 
Oil and Gas Supervisor giving full con¬ 
sideration to the preferences of the land- 
owner. 

VI Well Abandonment 

No well abandonment operations may 
be commenced In the absence of the prior 
approval of the District Engineer or Area 
Oil and Gas Supervisor. However, the 
Federal surface management agency may 
request additional surface rehabilitation 
measures at abandonment and these re¬ 
quirements are normally made a part of 
the Geological Survey's approval of 
abandonment. Upon completion of the 
abandonment and rehabilitation oper¬ 
ations, the lessee or operator should 
notify the District Engineer or Area Oil 
and Oas Supervisor that the location Is 
ready for Inspection. However, final 
abandonment will not be approved until 


the surface rehabilitation work required 
by the drilling permit or abandonment 
notice has been completed and the re¬ 
quired vegetation is established to the 
satisfaction of the appropriate Federal 
surface management agency. 

VTL Water Well Conversion 

The complete abandonment of a well 
which has encountered usable fresh wa¬ 
ter will not be approved if the Federal 
surface management agency determines 
it wants to acquire the well. If. at aban¬ 
donment. the Federal surface manage¬ 
ment agency elects to assume further re¬ 
sponsibility for the well, it will reimburse 
the lessee or operator for the cost of any 
recoverable casing left in the hole solely 
because it is to be completed as a water 
well. The lessee or operator will abandon 
the well to the base of the deepest fresh 
water zone of interest as required by the 
District Engineer or Area Oil and Gas 
Supervisor and will complete the surface 
cleanup and rehabilitation as required 
by the drilling permit or abandonment 
notice immediately upon completion of 
the conversion operations. 

|FR Doc 75-29641 Filed 11-10-75:8:45 am] 


National Park Service 
BOSTON NATIONAL HISTORICAL PARK 
ADVISORY COMMISSION 
Notice of Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Committee 
Act. Public Law 92-463, that a meeting of 
the Boston National Historical Park Ad¬ 
visory Commission will be held at 10:00 
a.m. on December 8, 1975. at the North 
Atlantic Regional Office, Room 715. 150 
Causeway Street, Boston. Massachusetts. 

The Commission was established by 
Public Law 93-431 to advise the Secre¬ 
tary of the Interior on matters relating 
to the development of the Boston Na¬ 
tional Historical Park. 

The members of the Advisory Com¬ 
mission are as follows: 

Mr. Richard A. Bercnson, Chairman. Brook¬ 
line. Massachusetts. 

Dr. Evelyn Murphy, Lexington. MassAhcu- 
setts. 

Mr. Byron D. Rushing, Boston, Massachu¬ 
setts. 

Mrs. Katherine D. Kane. Boston. Massachu¬ 
setts. 

Mr. Maurice F. O’Shea. Charlestown. Massa¬ 
chusetts. 

Mr. Ouy A. BenlnatL Boston, Massachu¬ 
setts. 

The matters to be discussed at tills 
meeting include: 

1. The role of National Parke 8«rvtce ad¬ 
visory commissions. 

2. The organization of the Commission. 

3. Status of funding. 

4. Status of park administration and op¬ 
erations. 

5. Status of cooperative agreement. 

8. A review of alternative plans for the 
management, development and uae of the 
resources included within the Boston Na¬ 
tional Historical Park. 

The meeting will be open to the pub¬ 
lic. However, facilities and space are lim¬ 
ited. and It Is expected that not more 
than J5 persons will be able to attend 


the sessions. Any member of the public 
may file with the committee a written 
statement concerning the matters to be 
discussed. 

Persons wishing further information 
concerning this meeting, or who wish to 
submit written statements, may contact 
Hugh D. Gurney. Project Manager. 
Boston National Historical Park at 
617-223-3777. Minutes of the meeting 
will be available for public inspection 
four weeks after the meeting at the of¬ 
fice of the North Atlantic Region, 150 
Causeway Street, Boston, Massachusetts 

Dated: October 23, 1975. 

i Jerry D. Wagers, 

Regional Director. 

|FR Doc. 75-30370 Filed 11-10-75; 8:45 am] 


NORTH ATLANTIC REGION ADVISORY 
COMMISSION 

Notice of Meeting 

Notice is hereby given in accordance 
with the Federal Advisory Committee 
Act, that a meeting of the North Atlantic 
Region Advisory Commission will be held 
at 9 a.m., e.d.t. on December 4, 1975 
through 4:30 p.m. on December 5, 1975, 
at Minute Man National Historical Park. 
Lexington. Massachusetts. 

The purpose of the Commission is to 
provide for the free exchange of idea* 
between the National Park Service and 
the public, and to facilitate the solicita¬ 
tion of advice or other council from 
members of the public on problems and 
programs pertinent to the North Atlantic 
Region. 

The members of the Commission arc 
as follows: 

Mr. John N. Cole. 

Brunawtck. Maine. 

Ma. Antoinette F. Downing, 

Providence, Rhode Island. 

Mrs. Arthur Fenake, 

Green Village, New Jersey. 

Mr. Charles H. W. Foster. 

Needham. Maaaachuietta. 

Mr. Oeorgo T. Hamilton, Dover. New Hamp¬ 
shire. 

M. John P. Keith. Hortsdale. New York. 

Mr. Frederick R. Mlcha, Ontario, New York 
Mr. William A. Nlerlng, Oalea Ferry. Connec¬ 
ticut. 

Mr. William B. Ptnney. Charlotte, Vermont 

The purpose of this meeting is as 
follows: 

1. Briefing by the North Atlantic Reglor.ui 
Director on current events In the Region 

2. Discuss and prepare final report of 
Springfield Armory visit. 

3. Receive and discuss report of Acadia 
National Park visit. 

4. The final discussion of Urban Park ana 
Recreation. 

5. Discussion of National Park Service 
Planning Procedure. 

The meeting will be open to the public. 
However, facilities and space for accom¬ 
modating members of the public are lim¬ 
ited, and persons will be accommodated 
on a first come, first served basis. There 
will be a tour of Minute Man Nations 
Historical Park beginning at the Shera¬ 
ton Lexington, Concord at 9 AM. Decem¬ 
ber 4. 1975 and ending at 12 noon at the 
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But trick Mansion. There will be limited 
room on the chartered bus, so places can¬ 
not be guaranteed for the general public, 
but they are welcome to accompany the 
tour In their own transportation. 

The formal meeting will begin at 1:30 
pan . December 4. 1975, at the Sheraton 
l^exlngton Inn in Concord, Massachu¬ 
setts In the Colonial Room. 

Any member of the public may file 
with the Commission a written statement 
concerning the matters to be discussed. 

Minutes of the meeting will be avail¬ 
able for public inspection four weeks 
after the meeting at the North Atlantic 
Regional Office, National Park Service. 
ISO Causeway Street. Boston. Massachu¬ 
setts. 02114 at area code (617) 223-3763. 

Dated: October 23. 1975. 

Jerry D. Wagers. 

Regional Director , 
North Atlantic Region. 

|PR Doc.75-30309 Piled ll-l0-75;8:45 amj 


DEPARTMENT OF AGRICULTURE 

Forest Service 

OZARK ST. FRANCIS NFS, ARIC 

Vegetation Management With Herbicides; 
Availability of Final Environmental State* 
ment 

Pursuant to Section 102(2><C> of the 
National Environmental Policy Act of 
1969. the Forest 8ervice, Department of 
Agriculture, has prepared a final envi¬ 
ronmental statement for Vegetation 
Management with Herbicides on the 
Ozark-St. Francis Naltonal Forests In 
Arkansas, USD A-FS-R8-FES-ADM-75- 
18. 

The environmental statement con¬ 
cerns the use of herbicides (primarily 2, 
4-D; 2, 4. 5-T; 8ilvex. and Picloram> for 
temporary reduction and control of tar¬ 
get plant species on approximately 18- 
22,000 acres per year. The proposed ac¬ 
tion will increase the productivity yield 
and quality of the forests' timber, range, 
wildlife and resources. 

The final environmental statement was 
transmitted to CEQ on October 31, 1975. 

Copies are available for Inspection dur¬ 
ing regular working hours at the follow¬ 
ing locations: 

USDA. Parest Service. South Agriculture 
Bldg . Rm. 8230, 12th St. A Independence 
Ave, SW.. Washing ton. DC 20250. 

USD A, Forest Service, 1720 Peachtree Rd , 
NW. Rm. 804. Atlanta, OA 30300. 

USDA. Forest Service. Forest Supervisor. 
O/ark-St. Francis NFs. P.O. Box 1008. 
Russellville. Arkansas 72801. 

A limited number of single copies are 
available upon request to Larry Hanson, 
Forest Supervisor. Ozark-St. Francis 
NTs. Box 1008. Russellville. Arkansas 

72801. 

Dated: October 31. 1975. 

Thomas W. Sears. 

Acting Regional, 
Environmental Coordinator. 

I FR Doc 75-30333 Filed 11-10-75:8 :45 amj 


WALLOWA VALLEY PLANNING UNIT 

Availability of Final Environmental 
Statement 

Pursuant to Section 102(2) (C) of the 
National Environmental Policy Act of 
1969. the Forest Service. Department of 
Agriculture, has prepared a final envi¬ 
ronmental statement for the Wallowa 
Valley Planning Unit. Wallowa-Whitman 
National Forest. Oregon. USDA-FS-R6- 
FES-(Adm)-75-17. 

This environmental statement con¬ 
cerns a proposed resource allocation. 

This final environmental statement 
was transmitted to CEQ on November 3, 
1975. 

Copies arc available for inspection 
during regular working hours at the fol¬ 
lowing locations: 

USD A, Forest Service. South Agriculture 
Bldg., Room 3330, I2th St and Independ¬ 
ence Ave.. SW.. Washington. DO. 30250. 
USDA, Forest Service. Pacific Northwest Re¬ 
gion. 310 SW Pine 8treot. Portland. Oregon 
07204. 

WnlImva -Whit man National Foreat. Federal 
Buidlng. Baker. Oregon 97814. 

A limited number of single copies are 
available upon request to Forest Super¬ 
visor A. G. Oard. Wallowa-Whitman Na¬ 
tional Forest, Federal Building, Baker. 
Oregon 97814. 

Copies of the environmental statement 
have been sent to various Federal, State 
and local agencies as outlined in the CEQ 
guidelines. 

Curtis L. Swanson, 
Regional Environmental Coor¬ 
dinator, Planning. Program - 
ing and Budgeting. 

November 3. 1975. 

|FR Doc.75 30334 Filed 11-10-75:8:45 am] 


BLACK PINE PLANNING UNIT 

Notice of Availability of Final 
Environmental Statement 

Pursuant to Section 102<2><O of the 
National Environmental Policy Act of 
1969, the Forest Service, Department of 
Agriculture, has prepared a final envi¬ 
ronmental statement for the Black Pine 
Planning Unit. Sawtooth National For¬ 
est, Idaho. The Forest Service report 
number is USDA-FS—FES (Adm) R4- 
75-20. 

The environmental statement identi¬ 
fies and evaluates the probable effects of 
the land use plan for the Black Pine 
Planning Unit on the Sawtooth National 
Forest. Idaho. The purpose of the plan is 
to allocate National Forest lands within 
the unit to specific resource uses and 
activities; establish management objec¬ 
tives; document management direction, 
management decisions, and necessary 
coordination between resource uses and 
activities; and provide for the protection, 
use and development of the various re¬ 
sources within the planning unit. The 
plan provides for minimization of Adverse 


effects and maximization of desirable ef¬ 
fects. Significant areas will remain unde¬ 
veloped with options for future manage¬ 
ment remaining open. 

This final environmental statement 
was transmitted to CEQ on November 3, 
1975. 

Copies arc available for inspection dur¬ 
ing regular working hours at the follow¬ 
ing locations: 

USDA. Forest Service, South Agriculture 
Bldg., Room 3230, 12th 6t. and Independ¬ 
ence Ave„ 8W„ Washington. DX7. 20350. 
Regional Planning Office, USDA. Forent Serv¬ 
ice. Federal Building, Room 4403 324 23tji 
Street. Ogden. Utah 84401. 

Foreet Supervisor. Sawtooth National Far* t 
1535 Addison Avenue East, Twin Fm:<. 
Idaho 83301. 

District Forest Ranger. Burley Ranger Dis¬ 
trict. P O. Box 430. Burley. Idaho 83318 

A limited number of single copies are 
available upon request to Forest Super¬ 
visor E. A. Fournier. Sawtooth National 
Forest, 1525 Addison Avenue East, Twin 
Falls, Idaho 83301. 

Copies of the environmental statement 
have been sent to various Federal. Slate 
and local agencies as outlined in the CEQ 
Guidelines. 

Dated: November 3. 1975. 

P. M Rees, 
Director. Regional 
Planning and Budget 
IFR Doc 75-30234 Filed 11-10-75:8 45 am} 


WHITE MOUNTAIN NATIONAL FOREST 
ADVISORY COMMITTEE 

Notice of Meeting 

The White Mountain National Fomt. 
Advisory Committee will meet December 
3 and 4. 1975, at the Country Fare Inn 
Moultonboro. New Hampshire. 

The purpose of this meeting is to dis¬ 
cuss planning and management propos¬ 
als for the White Mountain National 
Forest. 

77ie meeting will be open to the pufcli- 
Persons who wish to attend should notify 
Ned Therrien. US. Forest Service. La¬ 
conia, New Hampshire 03248. Telephone- 
number 603-524-6450. 

Paul D. W king art, 
Forest Supervisor 

November 3, 1975. 

|FR Doc.75-30332 Filed II- 10-75. 8 45 an»| 


Soil Conservation Service 

NORWALK RIVER WATERSHED 
PROJECT. CONN. 

Notice of Availability of Draft 
Environmental Impact Statement 

Pursuant to Section 102(2X0 of the 
National Environmental Policy Act of 
1969; Part 1500 of the Council on En¬ 
vironmental Quality Guidelines (38 FR 
20550. August 1, 1973); and Part 650 of 
the Son Conservation 8ervice Guidelines 
(39 FR 19650, June 3, 1974); the Soil 
Conservation Service, U.S. Department 
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of Agriculture, has prepared a draft en¬ 
vironmental Impact statement for the 
Norwalk River Watershed Project, Pair- 
field County, Connecticut. USDA-SCS- 
E1S-WS- (ADM) -76-2-D-CT. 

The environmental Impact statement 
concerns a plan for watershed protection, 
flood prevention, and wildlife. The 
planned works of improvement Include 
conservation land treatment, supple¬ 
mented by channel work and four water 
control structures with two pool areas 
improved for wildlife (one area is withlp 
the pool of a structure already con¬ 
structed). The channel work will involve 
the enlargement of 11.125 feet of existing 
channel. 

A limited supply of copies is available 
at the following location to fill single copy 
requests: Soil Conservation Service, 
USDA. Mansfield Professional Park. 
Storrs. Connecticut 06268. 

Norwalk River Watershed Project. Connecti¬ 
cut. Notice of Availability of Draft Envi¬ 
ronmental Impact Statement 

Copies of the draft environmental im¬ 
pact statement have been sent for com¬ 
ment to various federal, state, and local 
agencies as outlined in the Council on 
Environmental Quality Guidelines. Com¬ 
ments are also invited from others hav¬ 
ing knowledge or of special expertise on 
environmental impacts. 

Comments concerning the proposed 
action or requests for additional infor¬ 
mation should be addressed to Robert 
G. Halstead. State Conservationist, Soli 
Conservation Service. Mansfield Profes¬ 
sional Park, Storrs, Connecticut 06268. 

Comments must be received on or be¬ 
fore December 26. 1975. in order to be 
considered in the preparation of the final 
environmental impact statement 

(Catalog of Federal Domestic Asuiotitnce Pro¬ 
gram No. 10.004. National Archives Reference 
Service*.) 

Dated: October 31. 1975. 

Joseph W. Haas. 

Deputy Administrator for Water 
Resources. Soil Conservation 
Service . 

(PR Doc.75-30235 riled 11-10-75:8:45 ami 

DEPARTMENT OF COMMERCE 

Domestic and International Business 
Administration 

NATIONAL CANCER INSTITUTE 

Decision on Application for Duty-Free Entry 
of Scientific Article 

The following is a decision on an ap¬ 
plication for duty-free entry of a scien¬ 
tific article pursuant to Section 6(c) of 
the Educational. Scientific, and Cultural 
Materials Importation Act of 1966 (Pub¬ 
lic Law 89-651. 80 Stat 897) and the 
regulations Issued thereunder as 
amended (40 FR 12253 et scq.. 15 CFR 
701.1975). 

A copy of the record pertaining to this 
decision is available for public review 
during ordinary business hours of the 
Department of Commerce, at the Office 
of Import Programs. Department of 
Commerce, Washington. D.C. 20230. 


Docket Number: 76-00015-33-46040. 
Applicant: National Cancer Institute. 
Baltimore Cancer Research Ctr., 3100 
Wyman Park Drive. Baltimore. Mary¬ 
land 21211. Article: Electron Microscope. 
JEM 100C. Manufacturer: JOEL Ltd., 
Japan. Intended use of article: The arti¬ 
cle Is intended to be used in a research 
capacity in studies of subcellular aspects 
of differentiation, nepplastic transforma¬ 
tion of hematopoietic cells and the re¬ 
sponse of malignant and normal cells to 
chemotherapeutic agents. Etiologic fac¬ 
tors of human hematopoietic dyscrasios 
and animal model systems of such dis¬ 
eases are also under Investigation. Of 
particular Importance is the search for 
and identification of virus like struc¬ 
tures in human material. The article will 
also be used to study structural altera¬ 
tions in cellular components such as 
nucleic acid malformations, subcellular 
particle alterations and changes in tissue 
organisation by pharmacologic agents or 
appearing in the natural course of a 
disease. 

Comments: No comments have been 
received with respect to this application. 
Decision: Application approved. No in¬ 
strument or apparatus of equivalent sci¬ 
entific value to the foreign article, for 
such purposes as this article is intended 
to be used, was being manufactured in 
the United States at the time the foreign 
article was ordered (April 8, 1975). Rea¬ 
sons: The foreign article has a specified 
resolving capability of 3 Angstroms (A). 
The mast closely comparable domestic 
Instrument is the Model EMU-4C sup¬ 
plied by the Adam David Company. The 
Model EMU-4C has a specified resolving 
capability of 5A. Resolving capability 
bears an inverse relationship to its nu¬ 
merical rating in A. i.e„ the lower the 
rating, the better the resolving capabil¬ 
ity. We are advtsed by the Department of 
Health. Education, and Welfare (HEW) 
In Its memorandum dated October 17, 
1975 that the best resolution available is 
pertinent to the purposes for which the 
foreign article is intended to be used. 
HEW further advises that domestic in¬ 
struments did not provide resolution 
equivalent to that of the foreign article 
at the time the foreign article was or¬ 
dered. We, therefore, find that the EMU- 
40 was not of equivalent scientific value 
to the foreign article for such purposes 
as this article is intended to be used at 
the time the foreign article was ordered. 

The Department of Commerce knows 
of no other instrument or apparatus of 
equivalent scientific value to the foreign 
article, for such purposes as this article 
is Intended to be used, which was being 
manufactured in the United States at the 
time the article was ordered. 

(Catalog of Federal Domestic Assistance Pro¬ 
gram No. 11.105. Importation of Duty-Free 
Educations! and Scientific Material* ) 

Richard M. Skppa, 

Director, 

Special Import Programs Division. 

(FR Doc.75-30327 Filed 11-10-75:8:45 am] 


PURDUE UNIVERSITY 

Decision on Application tor Duty-Free Entry 
of Scientific Article 

The following Is a decision on an appli¬ 
cation for duty-free entry of a scientific 
article pursuant to Section 6(c) of the 
Educational, Scientific, and Cultural Ma¬ 
terials Importation Act of 1966 (Public 
Law 89-651, 80 Stat. 897> and the regu¬ 
lations issued thereunder as amended (40 
FR 12253 et seq, 15 CFR 701. 1975>. 

A copy of the record pertaining to this 
decision is available for public review 
during ordinary business hours of the 
Department of Commerce, at the Office 
of Import Programs, Department of 
Commerce, Washington. D.C. 20230. 

Docket Number: 76-00017-33-90000. 
Applicant: Purdue University. ADMS 
Building. West Lafayette. IN 47907. Ar¬ 
ticle: Rotating X-ray generator. Model 
0X20 3.5", Manufacturer: AEI Scientific 
Apparatus. United Kingdom. Intended 
use of Article: The article is Intended to 
be used as a high intensity fine focus 
X-ray source for the investigation of the 
crystal and molecular structure of small 
spherical RNA viruses. 

Comments: No comments hAve been 
received with respect to this application. 
Decision: Application approved. No in¬ 
strument or apparatus of equivalent 
scientific value to the foreign article, for 
such purposes as this article Is intended 
to be used, is being manufactured In 
the United States. Reasons: The foreign 
article provides a focused spot of mini¬ 
mal size (0.1 x 0.1 mm) and rotating 
target for maximum x-ray beam inten¬ 
sity. The Department of Health. Educa¬ 
tion, and Welfare (HEW) advised In its 
memorandum dated October 17. 1975 
that the capabilities described above are 
pertinent to the purposes for whic h the 
article is intended to be used. HEW also 
advised that It knows of no domestic 
instrument of equivalent scientific value 
to the foreign article for such purposes 
as the article is intended to be used. 

The Department of Commerce knows 
of no other instrument or apparatus of 
equivalent scientific value to the foreign 
article, for such purposes as this article 
is intended to be used, which U being 
manufactured in the United States. 

(Catalog of Federal Domestic AwiaUnrc 
Program No. 11.105. Importation of Duty- 
Free Educational and Scientific Material*) 

Richard M. Seppa. 

Director. 

Special Import Programs Division. 

[FR Doc 75-30328 Filed 11-10-75:8:45 am) 

UNIVERSITY OF WASHINGTON, ET AL 

Applications for Duty-Free Entry of 
Scientific Articles 

The following are notices of the re¬ 
ceipt of applications for duty-free entry 
of scientific articles pursuant to Section 
6(c) of the Educational, Scientific, and 
Cultural Materials Importation Act of 
1966 (Public Law 89-651; 80 Stat 8971. 
Interested persons may present their 
views with respect to the question of 
whether an instrument or apparatus of 
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equivalent scientific value for the pur¬ 
poses for which the article is intended 
to be used is being manufactured in the 
United States. Such comments must be 
filed in triplicate with the Director. Spe¬ 
cial Import Programs Division. Office of 
Import Programs. Washington, D.C. 
20230 * on or before December 1,1975. 

Amended regulations Issued under 
cited Act <40 FR 12253 et seq. 15 CFR 
701, 1975) prescribe the requirements 
applicable to comments. 

A copy of each application is on file, 
and may be examined during ordinary 
commerce Department business hours at 
the Special Import Programs Division. 
Department ol Commerce, Washington, 
D.C. 20230. 

Docket Number: 70-00159-50-17500. 
Applicant: University of Washington. 
Department of Oceanography WB-iO. 
Seattle. Washington 98195. Article: Re¬ 
cording Current Meter. Model 4. Manu¬ 
facturer: Iva Aanderaa. Norway. In¬ 
tended use of article: The article is 
Intended to be used for studies of time 
dependent velocity', temperature, conduc¬ 
tivity fields in the Pacific Northwest 
coastal and estuarine waters. Applica¬ 
tion received by Commissioner of Cus¬ 
toms: October 9. 1975. 

Docket Number: 78-00168-85-40600. 
Applicant: University of Georgia, De¬ 
partment of Geology. Athens. Georgia 
30601. Article: Isotope Radio Mass Spec¬ 
trometer, Model 602C and accessories. 
Manufacturer: V. G. Micromass, United 
Kingdom. Intended use of article: The 
article is intended to be used for the fol¬ 
lowing projects: 

(1) Examination of the influence of 
surface meteoric waters upon subsurface 
volcanic processes. This feature will be 
rtudied through analyses of the In 
rocks and minerals from samples ob¬ 
tained from various localities In Ant¬ 
arctica. 

(2) Measurement of ”0*0 variations of 
rocks and minerals for the purpose of 
ascertaining temperatures attained 
within major thrust sheets of the north¬ 
ern and central Rocky Mountains. 

(3) Examination of w 0 , "0 variations of 
foraminifera from deep sea cores ob¬ 
tained from the Caribbean Sea. These 
analyses will be utilized for the purposes 
of obtaining stratigraphic correlation 
with already analyzed cores at different 
localities, and 

<4> Examinations of ’^C/^C va¬ 

riations from rocks and minerals re¬ 
lated to the iron ore deposits of 
S. E. Missouri. This study will be con¬ 
ducted for the purpose of obtaining in¬ 
formation about the source of waters 
and the temperatures involved in de¬ 
posit of these ore bodies. 

The article will also be used as an edu¬ 
cational tool for students in geology and 
in other scientific fields such as archeol¬ 
ogy, chemistry and biology’. Application 
received by Commissioner of Customs: 
October 16. 1975 

Docket Number: 76-00169-33-46500. 
Applicant: The University of Texas 
Health 8clence Center at 8an Antonio. 
Dept of Anatomy. 7703 Floyd Curl Drive, 


San Antonio, Texas 78284. Article: Ul¬ 
tramicrotome. Model Om U3 with AO 
Stereoscopic Microscope. Manufacturer: 
C. Reichert Optische Werke AG, Aus¬ 
tria. Intended use of article: The article 
is Intended to be used for studies of bio¬ 
logical specimens of placental tissue 
from several primate species including 
human. Studies will be performed to 
characterize the normal morphology of 
various primate species comparing one 
with the other and particularly with the 
human, and to attempt to correlate dif¬ 
ferences in structure with abnormal con¬ 
ditions. The article will also be used in 
the course, ‘'Techniques for Electron Mi¬ 
croscopy” to give students an under¬ 
standing of the principles of histologic 
technique for electron microscopy and 
practical experience Jn actually accom¬ 
plishing the procedures necessary to 
produce material for study with the elec¬ 
tron microscope. Application received by 
Commissioner of Customs: October 16 
1975. 

Docket Number: 76-90170-33-46500. 
Applicant: Mount Desert Island Biologi¬ 
cal Laboratory, Salsbury Cove, Maine 
04672. Article: Ultramicrotome. Model 
LKB 8800A Manufacturer: LKB Pro- 
dukter AB, Sweden. Intended use of ar¬ 
ticle: The article is intended to be used 
for studies of tissue from local marine, 
fresh water and terrestrial organisms 
(bony and cartilagenom fish, birds in¬ 
vertebrates. shell fish and hcmichor- 
dates» and hamsters Experiments will 
be conducted to determine ultrastruc- 
tural And cytochemical properties of 
epithelial and endothelial tissues that 
transport ions., water and macromole- 
cules. Application received by Commis¬ 
sioner of Customs: October 16. 1975. 

Docket Number: 76-00171-33-46500. 
Applicant: University of Massachusetts. 
Mass. Agricultural Experiment Station. 
217 Stockbridge Hall, Amherst. Mass. 
01002. Article: Ultramicrotome. Model 
IJCB 8800A. Manufacturer: LKB Pro- 
dukter AB, Sweden. Intended use of ar¬ 
ticle: The article is intended to be used 
for studies of biological materials. In¬ 
cluding plant and animal tissue, viruses 
and bacteria which exhibit both normal 
and pathologic structure. A variety of 
experiments all! be conducted involving 
the structure and behavior of cells and 
tissues under normal and pathological 
conditions. The article will also be used 
for educational purposes In the courses: 

U> Plant Pathology-Plant Virology— 
concerned with the structure and prop¬ 
erties of plant viruses: virus infection 
and synthesis; virus transmission: symp¬ 
tomatology and physiology of virus-In¬ 
fected plants; assay and purification of 
plant viruses; as well as Identification 
and control of plant viruses, and 

<2) Entomology—Insect Microbiology 
and Pathology-involving the diseases 
of insects Including classification and 
biology of the pathogens involved. Ap¬ 
plication received by Commissioner of 
Customs: October 16,1975. 

Docket Number: 76-00172-33-19095. 
Applicant: The Wistar Institute. 36th 
Street at 8pruce. Philadelphia. Pennsyl¬ 


vania 19104. Article: M-86 Combined 
Scanning Interferometer and Densitom¬ 
eter with accessories. Manufacturer: 
Vickers. Ltd . United Kingdom. Intend¬ 
ed use of article: The article is intended 
to be used for investigating the involve¬ 
ment of cycling-noncycling cell transi¬ 
tions in a variety of disease processes, 
especially aging. Cytochemical and au¬ 
toradiographic preparations of cultured 
cells as well as biopsy and autopsy ma¬ 
terial from humans are used in these 
studies. Hie article is also intended to be 
used for the training of predoctoral. 
postdoctoral, and resident medical stu¬ 
dents involved in a number of research 
projects to provide a basic understand¬ 
ing of the cytophotometer and its appli¬ 
cation to biomedical research. Applica¬ 
tion received by Commissioner of Cus¬ 
toms: October 16, 1975. 

Docket Number: 76-00173-00-75000 
Applicant: Massachusetts Institute of 
Technology. Cambridge, Ma 02139. Arti¬ 
cle: Cutter Drive Unit for Camkomcter. 
Manufacturer: Cambridge Insitu, United 
Kingdom. Intended use of article: The 
article is an accessory to a Camkometcr 
which will be used to measure in situ 
stresses in a soil mass by providing a 
means of inserting load cells Into the 
soil with a minimum of disturbance. Ap¬ 
plication received by Commissioner of 
Customs; October 16. 1975. 

Docket Number: 76-00174-33-90000. 
Applicant: Loma Linda University, P.O. 
Box 728, Loma Linda. CA 92354. Article; 
EMI Scanner System with Magnetic 
Tape System and Diagnostic Display 
Console. Data Transfer Module. Manu¬ 
facturer: EMI Limited. United Kingdom. 
Intended use of article: The article Is 
intended to be used for research in the 
following areas: 

< 1) Cerebro-vaseular occlusive disease 
and cerebral blood flow. 

<2; Acute head injuries. 

<3> Early detection and treatment of 
head injuries. 

(4) Application of the scanner to ENT 
Radiology, specifically the orbit and the 
ear. 

The article will also be used in train¬ 
ing programs for medical students, medi¬ 
cal school faculty, radiology residents, 
neuroradiology' fellows, and radiologic 
technologists. Application received by 
Commissioner of Customs: October 20, 
1975. 

Docket Number: 76-00175-75-40450. 
Applicant: University of Rochester, AEP. 
400 Elmwood Avenue. Rochester. N Y. 
14642. Article: Doserate Meter-Inte¬ 
grator. Manufacturer: Electron Dia¬ 
monds Ltd., United Kingdom. Intended 
use of article: The article is intended to 
be used for the determination of precise 
location of a struck irradiation source 
which is essential to avoid inadvertent 
damage to source encapsulation with 
consequent environmental contamina¬ 
tion when attempting to achieve safe 
storage of the source. Application re¬ 
ceived by Commissioner of Customs: 
October 20. 1975. 

Docket Number: 76-00176-35-46040 
Applicant: University of Maryland— 
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School of Medicine, 660 W. Redwood 
Street. Baltimore. Maryland 21201. Arti¬ 
cle: Electron Microscope. Model JEM 
100B. Manufacturer: JEOL. Japan. In¬ 
tended use of article: The article Is in¬ 
tended to be used to study histochemlcal 
changes in the lens epithelium after ex¬ 
perimental production of cataracts. 
These include lysomes and enzymes iden¬ 
tified by chemical reactions. The exact 
area In the cell where the enzyme occurs 
is particularly Important to identify. The 
article will also be used for teaching 
medical students and Ophthalmology 
residents the tcchique of electron micros¬ 
copy with applied histochemistry. Appli¬ 
cation received by Commissioner of Cus¬ 
toms: October 20, 1975. 

(Catalog of Federal Domestic Ana Is to nee Pro¬ 
gram No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials.) 

Richard M. Seppa, 
Director. 

Special Import Programs Division. 

|FR Doc.75-30329 Filed 11-10-75:8:46 am) 


UNIVERSITY OF WASHINGTON. ET AL. 

Consolidated Decision on Applications for 
Duty-Free Entry of Scientific Articles 

The following is a consolidated deci¬ 
sion on applications for duty-free entry 
of scientific articles pursuant to Section 
6(c) of the Educational. Scientific, and 
Cultural Materials Importation Act of 
1966 (Public Law 89-651. 80 Stat. 897) 
and the regulations issued thereunder as 
amended (40 F.R. 12253 et seq. 15 CFR 
701,1975.) 

A copy of the record pertaining to 
each of the applications in this consoli¬ 
dated decision is available for public re¬ 
view during ordinary business hours of 
the Department of Commerce, at the 
Special Import Programs Division. Office 
of Import Programs. Department of 
Commerce. Washington. D.C. 20230 

Decision: Applications denied. Appli¬ 
cants have faded to establish that in¬ 
struments or apparatus of equivalent 
scientific value to the foreign articles, 
for such purposes as the foreign articles 
are intended to be used, are not being 
manufactured in the United States. 

Reasons: Section 301.8 of the Regula¬ 
tions provides in pertinent part: 

The applicant shall cm or before the 20th 
day foUowing the date of such notice, in¬ 
form the Deputy Assistant Secretary 
whether it Intend* to resubmit another ap¬ 
plication for the same article for the same 
intended purposes to which the denied ap¬ 
plication re! a tea The applicant shall then 
resubmit the new application on or before 
the 90th day following the date of the no¬ 
tice of denial without prejudice to resubmls- 
aion, unless an extension of time is granted 
by the Deputy Assistant Secretary In writ¬ 
ing prior to the expiration of the 90 day 
period. • • • If the applicant fails, within 
the applicable time periods specified above, 
to either (a) inform the Deputy Assistant 
Secretary whether It Intends to resubmit 
another application for the same article to 
which the denial without prejudice to reaub- 
misslon relates, or (b) resubmit the new 
application, the prior denial without preju¬ 
dice to resubmission shall have the effect 


of a final decision by the Deputy Assistant 
Secretary on the appUcatlon within the con¬ 
text of 1301.11. 

The meaning of the subsection is that 
should an applicant either fail to notify 
the Deputy Assistant Secretary of Its 
intent to resubmit another application 
for the same article to which the denial 
without prejudice relates within the 20 
day period, or fails to resubmit a new 
application wittiin the 90 day period, the 
prior denial without prejudice to resub¬ 
mission will have the effect of a final de¬ 
nial of the application. 

None of the applicants to which this 
consolidated decision relates has satis¬ 
fied the requirements set forth above, 
therefore, the prior denials without prej¬ 
udice have the effect of a final decision 
denying their respective applications. 

Section 301,8 further provides: 

•'• • • the Deputy Assistant Secretary shall 
transmit a summary of the prior denial with¬ 
out prejudice to re«ubral*alon to the Fxdxsal 
Rjoclstt* for publication, to the Commis¬ 
sioner of Customs, and to the applicant.'* 

Each of the prior denials without prej¬ 
udice to resubmlsslon to which this con¬ 
solidated decision relates was based on 
tile failure of the respective applicants 
to submit the required documentation, 
including a completely executed applica¬ 
tion form, in sufficient detail to allow the 
issue of "scientific equivalency" to be de¬ 
termined by the Deputy Assistant Sec¬ 
retary. 

Docket Number: 75-00321-56-17500. 
Applicant: University of Washington, 
Department of Oceanography, WB-10, 
Seattle. Washington 98195. Article: Re¬ 
cording Current Meter, Model 4. Date of 
denial without prejudice to resubmission: 
July 10. 1975. 

Docket Number: 75-00301-33-77030. 
Applicant: Bowman Gray School of 
Medicine. 300 S. Hawthorne Road. Win¬ 
ston-Salem. N.C. 27103. Article: CPS Co¬ 
herent NMR Spectrometer. Date of de¬ 
nial without prejudice to resubmission: 
July 18. 1975. 

Docket Number: 75-00406-44-01100. 
Applicant: Tulanc University School of 
Medicine, 1430 Tulane Avenue. New Or¬ 
leans. Louisiana 70112. Article: Morgan 
Trnnsfertcst Model B with Associated 
Gas Analyzers. Date of denial without 
prejudice to rcsubmisslon: July 10. 1975. 

Docket Number: 75-00426-33-90000. 
Applicant: The Johns Hopkins Hospital. 
601 North Broadway. Baltimore. Mary¬ 
land 21205. Article: EMI Scanner Sys¬ 
tem with Magnetic Tape System and 
High Definition Display Units. Date of 
denial without prejudice to resubmis¬ 
sion: July 18. 1975. 

Docket Number: 75-00427-33-46040. 
Applicant: Veterans Administration 

Hospital. 4150 Clement Street, San Fran¬ 
cisco, Calif. 94121. Article: Electron Mi¬ 
croscope. Model EM 201S and acces¬ 
sories. Date of denial without prejudice 
to resubmission: July 18. 1975. 

Docket Number: 75-00431-33-46040. 
Applicant: University of Nebraska—Lin¬ 
coln. Dept, of Veterinary Science, Col¬ 
lege of Agriculture. Lincoln. Nebraska 
68503. Article: Electron Microscope. 


Model EM 201C and accessories. Date of 
denial without prejudice to resubmis¬ 
sion: July 18. 1975. 

Docket Number: 75-00483-25-20700. 
Applicant: University of Rochester. 
Rochester. New York 14627. Article: Ul¬ 
tra-fast Photodiode with infrared (8-1 > 
Photocathode Mounted with 50 OHM 
Output and high voltage connectors. 
Date of denial without prejudice to re¬ 
submission: July 10, 1975. 

Docket Number: 75-00549-01-63550. 
Applicant: Medical University of 8outh 
Carolina. 80 Barrc Street. Charleston. 
SC. 29401. Article: Poiarimcter with 
Micro-observation Tube. Date of denial 
without prejudice to resubmission: July 
10,1975. 

(Catalog of Federal Domestic Assistance Pro¬ 
gram No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials ) 

Richard M. Sifpa. 

Director. 

Special Import Programs Division. 
[FR Doc.75-30330 Filed 11-10-75:8:45 am) 


DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 
Food and Drug Administration 

1 Docket No. 75N-0184 J 

CERTAIN DRUG PRODUCTS CONTAINING 
AN ANTICHOLINERGIC/ANTISPAS 
MODIC IN COMBINATION WITH A SED 
ATIVE/TRANQUILIZER; ANTISPAS 
MODIC DRUGS ALONE 

Drugs for Human Use; Drug Efficacy Study 
Implementation; Permission for Drugs 
to Remain on the Market 

A notice was published in the Federal 
Register of December 14. 1972 (37 FR 
26623). informing manufacturers of pre¬ 
scription drugs for human use of the 
future schedule for implementation of 
the drug efficacy study. That notice 
listed certain drugs, together with the 
justification for their medical need, 
which may remain on the market pend¬ 
ing completion of scientific studies to 
determine effectiveness, and provided for 
future additions to or deletions from 
that list Other drug products are now 
being added to that list The products 
being added have been widely used in 
medical practice in the treatment of 
gastrointestinal disorders. Although none 
of them have been conclusively proven 
effective, they are of sufficient medical 
importance to justify additional study 
This notice states the conditions for their 
continued marketing. 

In notices published in the Federal 
Register of October 21. 1970 (35 FR 
16422; DESI 4681>, June 18. 1971 (36 
FR 11754; DESI 3265). June 22. 1971 
(36 FR 11875; DESI 10837). July 27,1972 
(37 FR 15028; DESI 597), and Septem¬ 
ber 18. 1973 (38 FR 26138; DESI 9489>, 
the Commissioner of Food and Drugs 
announced his conclusions pursuant to 
evaluation of reports received from the 
National Academy of Sciences-National 
Research Council. Drug Efficacy Study 
Group concerning the following drug 
products. Other products included in 
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those announcements, but not named 
herein, are not affected by this notice: 

DESI 4681 

L Trasentine Pbenobarbltal Tablets 
containing adlphenine hydrochloride 50 
mg and pbenobarbltal 20 mg: Clba Phar¬ 
maceutical Co., 556 Morris Ave . Summit, 
NJ 07901 (NDA 4-681). 

2. Prantal with Pbenobarbltal Tablets 
containing dlphemanll methylsulfate 100 
mg and phenobarbital 16 mg; Schertng 
Corp., 1011 Morris Ave., Union. NJ 07083 
' NDA 8-829). 

DEBT 3265 

1. Bcntyl Capsules containing dicyclo¬ 
mine hydrochloride 10 mg; Merrell-Na- 
tional Laboratories. Division of Richard ~ 
son-Mcrrell, Inc.. 110 E. Amity Rd., Cin¬ 
cinnati, OH 45215 (NDA 7-409). 

2. Bentyl Injection containing dicyclo¬ 
mine hy drochloride 10 mg/cc; Mcrreli- 
N .Uonal Laboratories (NDA 8-370). 

3. Bcntyl Syrup containing dicyclo¬ 
mine hydrochloride 10 mg; Merrell-Na- 
N lional Laboratories (NDA 7-961). 

4. DactU Tablets containing piperido- 
late hydrochloride 50 mg; Lakeside Lab¬ 
oratories. Division of Colgate-Palmolive 
Co., 1707 E. North Ave., Milwaukee. WT 
53301 'NDA 8-907). 

5. Profenil Tablets containing alverine 
citrate 120 mg; Smith, Miller and Patch, 
Inc., 401 Joyce Kilmer Ave., New Bruns¬ 
wick. NJ 08902 (NDA 5-695). 

6. Octin Tablets containing isometh- 
cpiene mucate 2 grains and Octin Solu¬ 
tion containing lsomctheptene hydro¬ 
chloride 100 mg/cc: Knoll Pharmaceuti¬ 
cal Co., 30 N. Jefferson Rd.. Whlppany, 
NJ 07981 (NDA 6-420). 

7. Troclnate Tablets containing thi- 
phenamil hydrochloride 100 mg; Wm. P. 
Poythresa & Co.. Inc., 16 N. 22d 8t.. Rich¬ 
mond, VA 23261 (NDA 6-098>. 

DESI 10837 

1. Darltran Tablets, containing oxy- 
phencyllmlne hydrochloride 5 mg and 
nit probaxnate 250 mg; Pfizer Laborato¬ 
ries, Division of Pfizer, Inc., 235 E 42d 
St, New York, NY 10017 (NDA 13-070). 

2. Enorax 5 Tablets containing oxy- 
] ; rncychmlne hydrochloride 5 mg and 
hy lroxyxine hydrochloride 25 mg: and 
fcjiarax 10 Tablets containing oxyphen- 
rc limine hydrochloride 10 mg and hy¬ 
droxyzine hydrochloride 25 mg; J. B. 
Itoerlg L Co.. Division of Pfizer, Inc.,* 

NDA 11-784). 

3. Mllpath-200 Tablets containing me- 
.nbamate 200 mg and trldihexcthyl 
r boride 25 mg; and MiIpath-400 Tablets, 
containing meprobamate 400 mg and trl- 
d.hcxethyl chloride 25 mg; Wallace Lab- 
« fortes. Division of Carter-Wallace, 
Iric., Half Acre Rd., Cranbury. NJ 
08512 (NDA 11-043). 

4. Pathlbamate-200 Tablets containing 
tndlhexethyl chloride 25 mg and mepro¬ 
bamate 200 mg; and Pathlbomate-400 
Tablets, containing tridlhexethyl chlo¬ 
ride 25 mg and meprobamate 400 mg; 
-ederle Laboratories Division. American 

v ^iamUl CO., Pearl River. NY 10965 
NDA 10-837). 


DESI 597 

1. Bentyl Syrup with Phenobarbital 
containing dicyclomine hydrochloride 10 
mg/5 cc and phenobarbital 15 mg/5 cc; 
Merrell-National Laboratories (NDA 7- 
961). 

2. Bentyl with Phenobarbital Capsules 
containing dicyclomine hydrochloride 10 
mg and phenobarbital 15 rag; Merrell- 
Nutional Laboratories (NDA 7-409). 

3. Dactil with Phenobarbital Tablets 
containing plperldolate hydrochloride 50 
mg and phenobarbital 16 mg; Lakeside 
Laboratories, Inc. (NDA 8-907). 

4. Antrenyl-Phcnobarbit&l Tablets 
containing oxyphenomium bromide 5 mg 
and phenobarbital 15 mg; Clba Pharma¬ 
ceutical Co., Division of Clba-Oelgy Corp., 
556 Morris Ave., Summit. NJ 07901 
(NDA 8-492). 

5. Robinul-PH Tablets containing gly- 
copyrrolate 1 mg and phenobarbital 16 
mg; and Robinul-PH Porte Tablets con¬ 
taining glycopyrrolate 2 mg and pheno- 
barbltal 16 mg; A. H. Robins Co.. 1407 
Cummings Dr.. Richmond, VA 23220 
(NDA 12-950). 

6. Piptal-PHB Tablets containing pi- 
pcnzolate bromide 5 mg and phenobar¬ 
bital 16 mg; and Piptal-PHB Elixir con¬ 
taining plpenzol&te bromide 5 mg/5 cc 
and phenobarbital 16 mg/5 cc; Lakeside 
Laboratories. Inc. (NDA 9-427), 

7. Tricolold and Phenobarbital Tablets 
containing trlcyclomol chloride 50 mg 
and phenobarbital 16 mg: Burroughs 
Wellcome & Co., Inc., 3030 Cornwallis 
Rd.. Research Trlnngle Park. NC 27709 
(NDA 8-910). 

8. That part of NDA 8-919 pertaining 
to Co-Elortne 100 Pulvules containing 
trlcyclomol chloride 100 mg and amo* 
barbital 16 mg; Eli Liny and Co., P.O. 
Box 618, Indianapolis. IN 46206. 

9. Nactisol Tablets containing poldlne 
methylsulfate 4 mg and sodium buta- 
borbital 15 mg: McNeil Laboratories, Inc., 
Comp Hill Rd., Port Washington, PA 
19034 (NDA 12-741). 

10. Centrine Tablets with Phenobar¬ 
bital containing aminopentamlde sulfate 
0.5 mg and phenobarbital 15 mg; Bristol 
Laboratories. Division of Bristol-Myers 
Co., Thompson Rd., P.O. Box 657. Syra¬ 
cuse, NY 13201 (NDA 9-288). 

11. Centrtne Elixir with Phenobarbital 
containing aminopentamlde sulfate 0.5 
mg/5 cc and phenobarbital 20 mg/5 cc; 
Bristol Laboratories, (NDA 8-885). 

12. Profenil Phenobarbital Tablets con¬ 
taining alverine citrate 120 mg and 
phenobarbital 15 mg; Smith, Miller and 
Patch, Inc., (NDA 6-471). 

13. CantU with Phenobarbital Tablets 
containing mepenzolate bromide 25 mg 
and phenobarbital 16 mg. Lakeside Labo¬ 
ratories, Inc,, (NDA 16-679). 

14. Banthine with Phenobarbital 
Tablets containing methantheline bro¬ 
mide 50 mg and phenobarbital 15 mg; 
O. D. Scarlc k Co.. P.O. Box 5110, Chi¬ 
cago. IL 60680 (NDA 7-390). 

15. That part of NDA 8-942 pertaining 
to Pamlne PB Tablets containing meth- 
scopolamine bromide 2.5 mg and pheno- 


barblta) 15 mg; The Upjohn Co., 7171 
Portage Rd.. Kalamazoo. MI 49002. 

16. Dari con PB Tablets containing 
oxyphencyciimlne hydrochloride 5 mg 
and phenobarbital 15 mg: Pfizer Labora¬ 
tories (NDA 13-515). 

17. Tral with Phenobarbital Tablets 
containing hexocycllum methylsulfate 25 
mg and phenobarbital 15 mg: Abbott 
Laboratories. 14th and Sheridan Rd.. 
N. Chicago. IL 60064 (NDA 10-599). 

18. Pro-Banthine with Phenobarbital 
Tablets containing propantheline bro¬ 
mide 15 mg and phenobarbital 15 mg; C. 
D. Searle k Co (NDA 6-014). 

19. Probital Tablets, containing pro¬ 
pantheline bromide 7.5 mg and pheno- 
barbltal 15 mg (G. D. Searle) was also 
referred to tn the notice of July 27. 1972. 
That product was not Included in the 
approved NDA but is affected by the con¬ 
clusions in this notice as a related drug 

20. Monomeb Tablets containing pen- 
thlenate bromide 5 mg and mephobar- 
bttal 32 mg: Wlnthrop laboratories. 90 
Park Ave., New York, NY 10016 (NDA 
9-032). 

21. Troclnate with Phenobarbital 
Tablets containing thiphenamU hydro¬ 
chloride 100 mg and phenobarbital 16 
mg; Wm. P. Poythress L Co., Inc., (NDA 
6-098). 

22. Metropine with Phenobarbital 
Tablets containing mcthylatroplne ni¬ 
trate 1 mg and phenobarbital 15 mg: 
Penn wait Prescription Products Division. 
755 Jefferson Rd.. Rochester, NY 14623 
(NDA 4-298). 

23. Phenobarbital and Atropine Tab¬ 
lets containing atropine sulfate 
grain and phenobarbital y 4 grain; The 
Vale Chemical Co., Inc.. 1201 Liberty* St.. 
Allentown. PA 18102 (NDA 0-597). 

Desj 0489 

Pathilon with Phenobarbital Tablets, 
containing tridlhexethyl chloride 25 mg 
and phenobarbital 15 mg; Lcdcrle Lab¬ 
oratories ‘NDA 9-489). This product was 
not reviewed by the Academy. 

The following drug products are sub¬ 
jects of NDA’s but were not reviewed by 
the Academy and have not been the sub¬ 
ject of a previous DESI notice. Some are 
subjects of abbreviated NDA's submit¬ 
ted pursuant to a DESI notice. All arc 
affected by tills notice. 

1. Libra x Capsule, containing clidinl- 
um bromide 2.5 mg and chlordiazepoxlde 
5 mg; Roche Laboratories. Division of 
Hoffmonn-LoRochc. Inc., Nutley. NJ 
07110 (NDA 12-750). The new dnig ap¬ 
plication was approved prior to 1962 
However, approval of the NDA was with¬ 
drawn January 26. 1966 (31 FR 1015>, 
following the occurrence of accentuated 
Anticholinergic effects and the discovery 
that certain lots of Uvc drug contained 
greater than usual amounts of impurities 
which were analogues of clldinium. On 
September 1. 1966. the new drug appli¬ 
cation was reinstated after the firm sub¬ 
mitted new data Including new test pro¬ 
cedures to detect the amount of impuri¬ 
ties. However, since this reinstatement 
approval w as not based upon a complete 
review of the entire application and did 
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not constitute a determination that all 
claimed indications are supported by 
substantial evidence of effectiveness, ex¬ 
clusion of Librax from NAS-NRC review 
was in appropriate. Hie clinical data in¬ 
cluded in the new drug application have 
now been reviewed by the Pood and Drug 
Administration and it has been con¬ 
cluded that the data do not provide sub¬ 
stantial evidence of effectiveness of the 
fixed combination. In addition to defi¬ 
ciencies with respect to the elements of 
adequate and well-controlled clinical in¬ 
vestigations set forth in 21 CFR 314.111 
(a) (5), the studies were not designed to 
show c ompl iance with the requirements 
of 21 CFR 300.50 Fixed-Combination 
prescription drugs lor humans. There U 
therefore no substantial evidence that 
the addition of chlordiazepoxide to clid- 
inium bromide contributes to the effec¬ 
tiveness of the latter in the adjunctive 
therapy of peptic ulcer disease. 

2. Spacolin Tablets containing alverine 
citrate 120 mg: Philips Roxane Labora¬ 
tories. Inc.. 330 Oak St.. Columbus. OH 
43216 (ANDA 80-634). 

3. Dicyclomine Hydrochloride Capsules 
10 mg; Rolar Pharmaceutical Co., Inc.. 
130 Lincoln St.. Copiaque, NY 11726 
(ANDA 83-179). 

4. Dicyclomine Hydrochloride Capsules 
10 mg: J. Davis Laboratories Inc.. 433 
Commercial Ave.. Palisades Park. NJ 
07650 (ANDA 83-*60). 

5. Dicyclomine Hydrochloride Tablets 
20 mg: J. Davis Laboratories Inc. (ANDA 
83-924). 

6. Dicyclomine Hydrochloride Capsules 
10 mg: The Lannett Co., Inc., 9000 State 
Rd., Philadelphia, PA 19136 (ANDA 84- 
285). 

7. Dicyclomine Hydrochloride Capsules 
10 mg; Danbury Pharmacal Inc., 131 
West St., Danbury. CN 06810 (ANDA 84- 
347). 

8. Dicyclomine Hydrochloride Tablets 
20 mg; Bol&r Pharmaceutical Co.. Inc. 
(ANDA 84-361). 

9. Dicyclomine Hydrochloride Tablets 
20 mg; Barr Laboratories Inc., North vale, 
NJ 07647 (ANDA 84-600). 

10. That part of NDA 5-695 pertaining 
to Profenil Injection, containing alverine 
hydrochloride 45 mg/cc; Smith. Miller & 
Patch. Profenil Tablets containing alver¬ 
ine citrate . same NDA. was reviewed by 
the Academy and Is listed above under 
DESI 3265. 

All identical, related, and similar drug 
products, not the subject of an approved 
new drug application, are covered by the 
applications reviewed and are subject to 
this notice. (21 CFR 310.6). Any person 
who wishes to determine whether a spe¬ 
cific product Is covered by this notice 
should write the Food and Drug Admin¬ 
istration. Bureau of Drugs. Divis ion of 
Drug Labeling Compliance <HFD-310>, 
5600 Fishers Lane, Rockville, MD 20852. 

Numerous products containing one or 
more belladonna alkaloids plus a barbit¬ 
urate are known to be marketed without 
an approved new drug application. They 
are also affected by tills notice. Follow¬ 
ing are some examples of such products, 
although this Is not Intended to be an 
exhaustive list: 


1. Barbidonna Tablets and Elixir; Mal- 
llnckrodt Chemical Works. Pharmaceu¬ 
tical Division, 2d & Mallinckrodt Sts.. 
8t Louis, MO 63160. 

2. Bel barb Tablets: A mar-Stone Lab¬ 
oratories, Inc., 601 E. Kensington Rd., 
Mount Prospect, IL 60056. 

3. Belladenal Tablets and Elixir; San- 
doz Pharmaceuticals. Inc.. Rte. 10, E. 
Hanover, NJ 07936. 

4. Butibel Tablets and Elixir; McNeil 
Laboratories. Inc., Camp Hill Rd., Fort 
Washington. PA 19034. 

5. Chardonna Tablets. William H. 
Rorer. Inc., 500 Virginia Dr., Fort Wash¬ 
ington. PA 19034. 

6. Donnatal Tablets, Capsules, and 
Elixir: A. H. Robins Co., Inc. 

7. Donphen Tablets; Lemmon Phar¬ 
macal Co.. Sellersvllle. PA 18960. 

8. Hybephen Tablets and Elixir; 
Beech am-Mossengill Pharmaceuticals, 
Division of Beecham. Inc., 501-551 Fifth 
St., Bristol. TN 37620. 

9. Kinesed Tablets: Stuart Pharma¬ 
ceuticals. Division of LCX America. Inc., 
3411 Silverslde Rd., Wilmington, DL 
19899. 

10. Levsin Tablets, Elixir, and Injec¬ 
tion; Kremers-Urban Co.. 5600 W. Coun¬ 
ty Line Rd.. P.O. Box 2038. Milwaukee, 
WI 53201. 

11. Phenobarbital and Belladonna 
Tablets; The Upjohn Co. 

12. Sidonna Tablets; Reed it Cam rick, 
30 Borlght Ave., Kenilworth. NH 07033. 

The DESI notices cited above classified 
the combination products which they 
covered as possibly effective for certain 
indications and lacking substantial evi¬ 
dence of effectiveness for all other indi¬ 
cations, and the single-entity drug prod¬ 
ucts as effective with less-than-effectlve 
indications. 

I. Thx Combination Drug Products 

The anticholinergic/antispasmodic- 
sedative/tranquilizer combinations re¬ 
viewed by the NAS-NRC, Drug Efficacy 
Study Group Panels and by the Food and 
Drug Administration were In all cases 
rated as less than effective (none were 
ltigher than “possibly effective") as fixed 
combinations. The anticholinergic com¬ 
ponents of the combinations were consid¬ 
ered effective as “adjunctive therapy in 
the treatment of peptic ulcer" and the 
sedative components effective for seda¬ 
tion. Since publication of the initial no¬ 
tices. the FDA has not received Informa¬ 
tion that would alter the conclusion that 
the combinations have not been demon¬ 
strated to be effective. The Commissioner 
of Food and Drugs has now considered 
these products further in light of the fol¬ 
lowing. 

A. EVIDENCE OF EFFECTIVENESS 

The nature of the evidence needed to 
demonstrate effectiveness is determined 
by the condition(s) for which a drug is 
indicated. Two kinds of indications can 
be considered for antlcholincrgic-seda- 
tive combinations. First, they could be 
Indicated for treatment of specific gas¬ 
trointestinal diseases. e.g„ for treatment 
of peptic ulcer disease or functional 
bowel syndrome. Alternatively, they could 


be indicated for treatment of two inde¬ 
pendent diseases; that is, for a gastro¬ 
intestinal disease when there is also 
anxiety. 

II the combinations are indicated for 
treatment of the gastrointestinal disease 
alone, then evidence of their effective¬ 
ness must be derived from studies which 
demonstrate, as required by 21 CFR 
300.50 Fixed-combination prescription 
drugs for humans , that the anticholiner¬ 
gic drug and the sedative each contribute 
to the treatment of the gastrointestinal 
disease. This is accomplished by showing 
that the combination improves some gas¬ 
trointestinal clinical parameter (rate of 
healing, pain, nausea, rate of recurrence) 
better than either single Ingredient. It 
should be stressed that evaluation of the 
effectiveness of the drugs in treating 
anxiety in these patients is Irrelevant to 
proof of effectiveness for the gastroin¬ 
testinal indication, since it is the gastro¬ 
intestinal disease that Is being treated 
(It might be of interest, however, to eval¬ 
uate anxiety in order to determine 
whether there Is a particular subclass of 
patients with gastrointestinal disease who 
respond best to combinations.) 

Although alternative Indications could 
be proposed, it is fairly clear that the 
anticholinergic-sedative combinations 
are intended by most physicians to treat 
gastrointestinal diseases, rather than 
two independent diseases, because it is 
thought that anxiety or tension, even if 
not at a level needing treatment if there 
were no gastrointestinal disease, con¬ 
tributes to the development of the gas¬ 
trointestinal diseases or causes exacerba¬ 
tion of their symptoms and that sedation 
or relief of anxiety may therefore be 
helpful, nils Is a reasonable hypothesis 
and is supported by the known increase 
in acid secretion In humans with stress, 
by the well-described ability of stress to 
produce ulcer disease In animals, and 
by anecdotal evidence of symtomatic 
exacerbation of human gastrointestinal 
disease in periods of stress or anxiety 
Although the hypothesis that sedation 
may be of benefit in treatment of gastro¬ 
intestinal diseases is a plausible one. 
there are no adequate and well-con¬ 
trolled studies of any of the anti¬ 
cholinergic / antlspasmodlc - sedative' 
tranquilizer combinations which provide 
substantial evidence, as required by 21 
CFR 300.50. that each component in fact 
contributes to the healing or other im¬ 
provement of peptic ulcer disease or 
functional bowel disease. At a meeting ot 
the FDA Gastrointestinal Drugs Advisory 
Committee on December 16. 1974. Dr. 
Stanley Lorber, a gastroenterologist who 
has strongly advocated continued avail¬ 
ability of the combinations (see below, 
agreed with the committee that he knew 
of no adequate and well-controlled 
studies which demonstrated the contri¬ 
bution of each component of the com¬ 
binations. 

In addition to such evidence, the FDA 
combination policy requires that the 
components bo present in a “dosage • * * 
(amount, frequency, duration) such that 
the combination is safe and effective for 
a significant population requiring such 
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< oucurrent therapy as defined in the 
j ibelin* for the drug/' Thin requirement 
raises the question of whether the effec- 
iveness of the combination would de¬ 
pend on the ability to titrate each com¬ 
ponent independently. This question, 
however, obviously cannot be addressed 
at all until the contribution of each com¬ 
ponent is demonstrated. 

It could be contended that the drugs 
are indicated, not for treatment of a 
gu trointestinal disease alone, but for 
eatment of two independent conditions, 
a gastrointestinal disease and anxiety, 
when the two conditions coexist. The im¬ 
plication of such an indication is that 
the two Independent conditions coexist 
in a significant population, perhaps be¬ 
cause they are not truly independent but 
and to be associated, and that this popu¬ 
lation Is definable In drug labeling and 
requires both drugs concurrently at the 
precise dosage (amount, duration of 
therapy, frequency of therapy) that is 
available in the fixed combination. The 
t reatment population w ould thus have to 
have both the gastrointestinal disease 
raid an anxiety episode needing treat¬ 
ment <Le., a physician seeing such a 
patient without any gastrointestinal 
disease at all but with the same degree of 
anxiety would prescribe a sedative/ 
tranquilizer In the amount present in 
the combination). Moreover, there would 
need to be evidence Uiat the gastroin¬ 
testinal disease and the anxiety arose 
end disappeared more or less simultane¬ 
ously, so that neither drug was given for 
a condition that was no longer present 
There has been no evidence submitted 
to the FDA demonstrating that the popu¬ 
lation needing such concurrent therapy 
for the two coexisting c ondit ions exists. 
The requirements of 21 CFR 300 50 are 
thus not fulfilled for this indication. 

B. EVIDENCE OF MEDICAL NEED 

In the court order of October 11, 1972, 
by Judge William B. Bryant of the ELS. 
District Court for the District of Colum¬ 
bia, which set Ume requirements for lm- 
i '"mentation of the Drug Efficacy Study, 
provision was made In Paragraph XTV 
Tor a limited number of drugs to ‘ remain 
on the market pending completion of 
rcientiflc studies to determine effective¬ 
ness where there is a compelling justifi¬ 
cation of the medical need for the drug.” 

Anticholinergic-sedative combinations 
*'*re widely prescribed for the treatment 
o! gastrointestinal diseases and are per¬ 
ceived as important in such treatment by 
many specialists In gastroenterology. Dr. 
Stanley Lorber, Professor of Medicine 
and Chairman of the Depareraent of 
• ‘-troenterology of Temple University 
asked 105 physicians, most of them di¬ 
rectors of gastroenterology training pro¬ 
grams, to sign a letter to the Director 
of the Bureau of Drugs, supporting con¬ 
tinued availability of the combinations. 
Of the 58 who responded, 45 supported 
the letter, which described the combi¬ 
nations as “useful in the treatment of a 
1 arlety of gastrointestinal diseases and 
Borden • • \ constructed in such a way 
43 hisure optimum safety with effec¬ 


tiveness .... well accepted by gastroen¬ 
terologists as well as by general practi¬ 
tioners.- The letter also stated that “65 
percent to 75 percent of prescriptions 
written for antlcholinerglcs/antispas- 
modics are prescribed in association with 
sedative drugs'* and that '"Hie potential 
disadvantages to patients, practicing 
physicians, and clinical investigators 
which would result from the removal of 
these combinations from the formulary 
and the subsequent need to re-prove 
their efficacy, when such efficacy has 
been been recognized for decades, would 
be a therapeutic injustice as well as an 
investigative burden of immense propor¬ 
tions. The latter would divert funds and 
investigative resources away from use¬ 
ful channels/’ Copies of Dr. Lorber's let¬ 
ter and pertinent portions of the min¬ 
utes of the meeting of the FDA Gastro¬ 
intestinal Drugs Advisory Committee 
have been placed on file in the office of 
the Hearing Clerk, Food and Drug Ad¬ 
ministration. Rm, 4-65. 5600 Fishers 
Lane, Rockville, MD 20852 and may be 
seen In that office Monday through Fri¬ 
day between 9:00 a m. and 4:00 p m. ex¬ 
cept on Federal legal holidays. 

Standard texts also Indicate that there 
are recognized experts in gastroenterol¬ 
ogy who perceive sedation as an impor¬ 
tant element in treating gastrointestinal 
diseases, although this view is far from 
unanimous and many experts indicate 
that the usefulness of sedation is not es¬ 
tablished. 

Thus, while “Harrison’s Principles of 
Internal Medicine” (Ref. 1) cautions 
against the routine use of sedation <p. 
1437) and notes that sedatives have not 
been shown to alter the course of duo¬ 
denal ulcer materially. “Cecil-Loeb 
Textbook of Medicine” (Ref. 2) states 
that while sedatives and tranquilizers do 
not affect gastric secretion, they promote 
relaxation and sleep and “rest and relief 
of tension are important” in treatment 
of ulcer disease <p. 1274). 8mall doses 
of sedative/tranqullizers are mentioned, 
the same doses generally present in the 
anticholinergic-sedative combinations. 
This view is more strongly advocated in 
“Drugs of Choice 1974-1975” (Ref. 3) (p. 
297), which states that “Emotional ten¬ 
sion plays an important role in the 
pathogenesis of pepUc ulcer * • V The 
relief of anxiety, tension, and other emo¬ 
tional stresses, therefore, is an impor¬ 
tant therapeutic consideration. Mild 
sedatives such as phenobarbltal, 15 to 30 
mg 4 times dally, facilitate rest and 
relaxation. Chloriazepoxlde (Librium), 
in doses of 5 to 25 mg 3 or 4 times daily, 
Is useful In decreasing anxiety.” There 
is no specific reference to combinations, 
but the description plainly Includes the 
dosages of sedatives most commonly in¬ 
cluded in the combinations. 

KOtUXCM 

1* Siten, W., "Peptic Ulcer," Harrison'$ 
Principle9 of Internal Medicine, 7th ed. 
Edited by Wlntrobe. M. W. «t al. McGraw- 
Hill. New York. 1974. 

a. Ktamer, J. B.. ‘'Acid-Peptic Disease.** 
Ccull-Loeb Textbook of Medicine. 13th ed. 
Edited by Beeson, P. B. and W. McDermott. 
W. B. Saunders Co. Philadelphia. 1971. 


3 Rakat&nMcy. H and J. B. Kirener. "Drug* 
for Gastrointestinal Diseases." Drugs of 
Choice 1974-1975. Edited by Modell. W.. C. 
V. Moeby Co.. 8t. Louis. 1974. 

Similar assertion of the usefulness of 
sedation is made in reference to func¬ 
tional bowel disorders (“Drugs of 
Choice.” p. 310), emotional tension being 
cited as “the most important and most 
common cause of functional gastrointes¬ 
tinal distress." Combinations of anti- 
spasmodics and sedatives are specifically 
recommended. 

It must be emphasized that neither Dr. 
l/>rber's letter nor the opinions offered 
in standard textbooks constitute in any 
way evidence that the anticholinergic- 
sedative combinations are effective. The 
Commissioner does not accept the view 
that demonstration of the effectiveness 
of the anticholinergic-sedative combina¬ 
tions would be a useless diversion of in¬ 
vestigative resources, or the conclusion, 
supported by no reports of adequate 
and well-controlled studies, that the ef¬ 
fectiveness of the combinations has been 
recognized for decades. The very fact 
that use of these products is extensive 
is strong argument for the importance of 
carrying out studies to determine 
whether that use is effective. 

At the same time, the important role 
of sedation and anticholinergic-sedative 
combinations perceived by numerous ex¬ 
perts in gastroenterology and the claimed 
Importance of the drugs to patient con¬ 
venience and selection of proper dosage 
represent a compelling Justification of 
their medical need and a basis for per¬ 
mitting the combinations to remain 
available while adequate and well-con¬ 
trolled studies are carried out to deter¬ 
mine their effectiveness. 

In addition to the medical need for 
these products represented by their pres¬ 
ent importance to many gastroenterol¬ 
ogists and general practitioners, there ore 
two additional considerations in placing 
these products under the Paragraph XIV 
exemption. 

First, it is recognized by the Gastro¬ 
intestinal Drugs Advisory Committee and 
the Food and Drug Administration that 
studies of drugs, including combination 
drugs, for treatment of the common gas¬ 
trointestinal diseases are difficult to de¬ 
sign and conduct because definition of 
the disease and rating of the severity of 
illness is difficult end points of success 
are difficult to define and measure, and 
the diseases are placebo-responsive and 
spontaneously fluctuating In their se¬ 
verity. In port for these reasons, adequate 
studies of the combination* have not 
been carried out. The conclusion that 
there is no substantial evidence of ef¬ 
fectiveness of the combinations thus rep. 
resents predominantly a conclusion that 
there are no good data, rather than 
strong evidence that the combinations 
are not effective. For several years, man¬ 
ufacturers have been attempting to de¬ 
sign, and agree with the Food and Drug 
Administration on. protocols for studies 
that would be well-con trolled; but only 
recently has FDA. with the help of the 
new Gastrointestinal Drugs Advisory 
Committee, been able to provide gulde- 
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lines for such studies. The lack of ade¬ 
quate studies of the anticholinergic-sed¬ 
ative combinations thus Is, at least in 
part, a result of undeveloped Investiga¬ 
tional methodologies in this area. 

Second, the question of the effective¬ 
ness of the fixed-dose anticholinergic - 
sedative combinations cannot be sepa¬ 
rated from the larger issue of whether 
sedatives, in variable combination or 
alone, are effective therapy for gastro¬ 
intestinal diseases. Although no sedative 
is at present approved as effective for 
treating peptic ulcer disease or its symp¬ 
toms or for treating functional bowel 
syndrome, sedative-tranquilizers ore 
well-known to be used for these condi¬ 
tions. often with anticholinergics. These 
uses are not being extensively studied, 
and there appears to be little incentive 
to do so when the drugs are generally 
available and when many potential in¬ 
vestigators, such as the signers of the 
letter to the Director, believe sedatives 
are already known to be effective. 
Studies of the fixed-dose combinations 
will thus provide information that is of 
great importance to the rational practice 
of gastroenterology: evidence of whether 
or not sedation, an Important element in 
current treatment of peptic ulcer disease 
and functional bowel syndrome, is in fact 
an effective part of such treatment. 

For the above reasons, the Commis¬ 
sioner of Food and Drugs has concluded 
that combinations of an anticholinergic/ 
antlspasmodlc drug and a scdnUve/anti- 
anxlety drug, should be added to the list 
of drugs which may remain on the mar¬ 
ket beyond the applicable time limits for 
implementation (37 PR 26623). However, 
continued marketing will depend upon 
fulfillment of specific requirements, 
namely, the carrying out. according to 
protocols tliat arc satisfactory to the 
Food and Drug Administration, of stud¬ 
ies intended to resolve in a timely man¬ 
ner the question of whether or no t such 
drugs are In fact effective <21 CFR 300.50 
and 21 CFR 314.111(a) (5)). 

Some of the anticholinergic-sedative 
combinations considered by the NAS/ 
NRC contain only 8 mg of barbiturate. 
This is well below the therapeutic dose 
and does not appear to represent a likely 
unit of titration. These products have not 
been exempted and are the subject of a 
separate notice appearing elsewhere in 
this issue of the Federal Register. 

Certain products reviewed by the NAS/ 
NRC contain an anticholinergic in com¬ 
bination with a major tranquilizer Since 
these major tranquilizers have not been 
shown to be effective as sedatives or as 
antlanxiety agents In non-psychotic pa¬ 
tients. the combinations containing them 
lack the rationale of the anticholinergic- 
sedative combinations and they have not 
been exempted. They are the subject of 
a separate notice appearing elsewhere in 
this Issue of the Federal Register. 

n. Certain Single-Entity Anticholin¬ 
ergic Drugs 

In the announcement published in the 
Federal Register of June 18. 1971 (36 FR 
11754; DESI 3265). the Commissioner of 


Food and Drugs announced his conclu¬ 
sions concerning the single-entity anti¬ 
cholinergic drugs. These were considered 
to be effective for use as adjunctive ther¬ 
apy In the treatment of peptic ulcer and 
probably effective in the Irritable bowel 
syndrome. The pediatric preparations 
were probably effective for use in the 
treatment of infant colic. A number of 
drug products which lack anti-secretory 
properties entirely, are not anticholin¬ 
ergic drugs, and had not claimed effec¬ 
tiveness in ulcer disease except to re¬ 
lieve “spasm" were included erroneously 
in this list: products containing dicyclo¬ 
mine hydrochloride, piperidolate hydro¬ 
chloride, alverine citrate, thiphenamil 
hydrochloride. Isometheptene mucate, 
and isometheptene hydrochloride. In a 
separate notice appearing elsewhere in 
this Issue of the Federal Register the 
Director. Bureau of Drugs, announces his 
conclusion that these drugs, in view of 
their lack of anti-secretory activity, lack 
substantial evidence of effectiveness as 
adjunctive therapy In the treatment of 
peptic ulcer and are less than effective 
<probably effective) for the irritable 
bowel syndrome. These drugs, however, 
may have advantages in the latter con¬ 
dition. in that they lack the anti-secre¬ 
tory effects of most anticholinergics and 
may produce fewer side effects as a re¬ 
sult. In addition, the difficulties in de¬ 
signing protocols for study of functional 
bowel syndrome has delayed good study 
of these products, as well as the com¬ 
binations. For these reasons, these sin¬ 
gle-entity antispasmodics have been 
placed on the exempt list. 

HI. Controlled Release Dosage 
Forms 

The exemption does not apply to con¬ 
trolled-release forms of such products. 
A notice concerning controlled-relcosc 
products appears elsewhere in this issue 
of the Federal Register. 

Accordingly, a new section Is added to 
the list of drugs which may remain on the 
market < paragraph 3 of the notice of De¬ 
cember 14. 1972> to read as follows: 

XVUT. ANTICHOlJNKROIC ANTISPAS- 

MODIC -3ED ATTVR/TR ANQUILIZFR COM¬ 
BINATION DRUOS AND ANTISPASMODIC 

DRUGS ALONE 

Clast A Anticholinergic drugs In combi¬ 
nation with a iiedaUve/uanqulllncr 

Any of the following anticholinergic 
drugs ami nopen tarn Wo sulfate, an Iso tropin© 
methylbromlds. atropine sulfate, cUdlnturn 
bromide, glycopyrrolate. hexocyclium methyl 
sulfate, hyoecine hydrobromide, byscyamlnc 
sulfate, mepcnzolate bromide, methantheline 
bromide, methscopolamin© bromide, methyl- 
atropine, nttrare. oxypheneycllmln© hydro¬ 
chloride. oryphenonlum bromide, penthlrnate 
bromide, plpensolate bromide, poldlne 
methylHulfate. propantheline bromide, tri- 
cyclamol chloride, or trldihcxethy! chloride, 
in combination with an effective dose of one 
of the following sedatives or minor tran¬ 
quilizers: 

Sedatives: amobrablta). butabarbital, me- 
phobarbital. phenobarbltal, or other Inter¬ 
mediate-duration barbiturates: 

Minor tranquilizers: chlordiazepoxlde. 
hydroxyzine, meprobamate. 


Class B. Antlnpasmodic drug alone or in 
combination with a stdativt/tranquIHzcr. 

Any of the following antlspaamodlc drugs 
alone or In combination with an effective 
dose of a sedative or minor tranqulli/cr 
listed under Class A: adlphcntnc hydro¬ 
chloride. alverine citrate, alverine hydro¬ 
chloride. dicyclomine hydrochloride, Uo- 
metheptene hydrochloride, isometheptene 
mucatc. piperidolate hydrochloride, or thl- 
phenamll hydrochloride. 

A number of Federal Register notices 
were published classifying many of these 
drugs in combination as less than effec¬ 
tive (possibly effective) for their labeled 
indications. At the present time there is 
no substantial evidence tliat any of 
these products are effective combinations 
meeting the requirements of 21 CFR 
300.50, or that the single-entity anti- 
spasmodic drug products arc effective for 
any indication. It is recognized, however, 
that well-controlled studies of drugs for 
peptic ulcer disease and functional bowel 
syndrome arc difficult to design and con¬ 
duct because definition of the diseases 
and rating of the severity of illness are 
difficult, end-points of success are dif¬ 
ficult to define and measure, and the dis¬ 
eases are placebo-responsive and spon¬ 
taneously fluctuating in their severity. 
Only In recent months has the Food and 
Drug Administration been able to devel¬ 
op guidelines for study of these condi¬ 
tions. 

Antispasmodic - sedative / tranquilizer 
combinations and single-entity antispa* - 
modic drugs are widely used in the treat¬ 
ment of peptic ulcer disease and func¬ 
tional bowel syndrome and are perceived 
as important and useful tools of therapy 
by many gastroenterologists and general 
practitioners, the loss of which would re¬ 
sult in poorer and less convenient ther¬ 
apy for their patients. While this percep¬ 
tion cannot in any way substitute for 
well-controlled studies, it does provide a 
compelling Justification for permitting 
the continued marketing of these drugs 
while studies are underway to determine 
whether or not they are in fact effective. 
Furthermore, in addition to providing in¬ 
formation about the fixed-dose combina¬ 
tions under consideration, such studies 
will provide important data about the use 
in general (i.e,, alone and as variable 
combinations as well as fixed combina¬ 
tions) of anti-anxiety agents In the 
treatment of gastrointestinal diseases 
Such use Is common but is not an ap¬ 
proved use for any sedative/tranquilizer 
because there is a lack of substantial evi¬ 
dence that this use is effective in reliev¬ 
ing any* gastrointestinal symptom or af¬ 
fecting the course of any gastrointestinal 
disease. Well-controlled studies of these 
drugs arc thus of great importance to the 
rational practice of gastroenterology. 

Because of the importance in day-to- 
day practice of these drugs, the need to 
develop information on this widely used 
class of drugs, and the difficulty of plan¬ 
ning and conducting studies of the com¬ 
mon gastrointestinal diseases, these 
products are being permitted to remain 
on the market pending completion of 
scientific studies to determine effective¬ 
ness. The specific conditions under which 
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these drugs may be marketed are as fol¬ 
lows: 

1 Labeling. Class A drugs shall be 
labeled as possibly effective as adjunctive 
therapy In the treatment of peptic ulcer 
and as possibly effective In the treatment 
of the irritable bowel syndrome (irritable 
colon, spastic colon, mucous colitis > and 
acute enterocolitis. 

Class 8 drugs. If combinations, shall 
be labeled as possibly effective in the 
treatment of the irritable bowel syn¬ 
drome (irritable colon, spastic colon, 
mucous colitis) and acute enterocolitis 
or, if single entities, shall be labeled as 
probably effective for the same indica¬ 
tions, Single-entity pediatric an Us pas- 
rnodlc drugs shall be labeled as probably 
cffecUve for use In the treatment of In¬ 
fant colic. 

The exemption does not apply to con¬ 
trolled-release forms of such products. 

2 . Studies, a. On or before February 9. 
1976. the manufacturer or distributer of 
any such product shall submit a protocol 
to the Division of Cardio-Renal Drug 
Products, OastrointesUnal Drug Prod¬ 
ucts Group (HFD-110). Bureau of Drugs. 
Food and Drug Administration. 5600 
Fishers Lane, Rockville, MD 20852 for at 
least two adequate and well-controlled 
studies by Independent investigators or 
for a multi-clinic study in which the 
data of at least three Investigators can 
be evaluated IndependenUy, to determine 
whether or not the product Is effecUve 
for at least one of the indications. 

These protocols shall be compatible 
with Bureau of Drugs guidelines for such 
studies, available from the Division of 
Cardio-Rcnal Drug Products. 

The Bureau of Drugs will review sub¬ 
mitted protocols within a 90-day period 
and will provide to the manufacturer or 
distributor notice of approval or com¬ 
ments, 

b. Within 6 months after receipt of 
the Bureau’s approval or comments on 
the protocol, studies shall be In progress 
and the manufacturer or distributor 
shall so notify the Division of Cardio- 
Rcnal Drug Products in writing. 

c. At 6-month intervals after studies 
have begun, the manufacturer or dis¬ 
tributor shall submit a progress report to 
include the number of patients and In¬ 
vestigators in the studies, the number of 
studies completed, and the number 
continuing. 

d. Within 18 months after receipt of 
the Bureau’s approval or comments on 
the protocol, the manufacturer or dis¬ 
tributor shall submit data to the Division 
of Cardlo-Renal Drug Products. 

3. It will be acceptable to the Food 
and Drug Administration for manufac¬ 
turers of products containing the same 
ingredients at the same dosages or dos¬ 
age ratios to conduct studies in coopera¬ 
tion with one another and to submit a 
joint protocol. For this purp.se, all bar¬ 
biturates may be considered as identical. 

Failure of any manufacturer or dis¬ 
tributor of such drug products, whether 
or not his drug is the subject of a new 
drug application, to comply with the re¬ 
quirements of this notice, or to show 
adequate progress, will result in regula¬ 
tory action to remove the drug product 
from the market 


All submissions (e.g., protocol, progress 
report) pursuant to this notice shall be 
Identified by including the following in 
a box In the upper portion of the cover 
letter: 

PARAGRAPH XIV DRUG-CATEGORY 
XVIII (identify rh appropriate, e.g. ANTI¬ 
CHOLINERGIC-SEDATIVE COMBINATION. 
ANT1SP ASMODIC ) 

This notice Is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (secs. 505, 701. 52 Btat 
1052-1053, as amended. 1055-1056, as 
amended. <21 U.8.C. 355, 371)), the 
Administrative Procedure Act (5 UB.C. 
553, 554), and under authority delegated 
to the Commissioner (21 CFR 2.120). 

Dated: November3,1975. 

Sam D. Fine, 

Associate Commissioner for 
Compliance . 

IFR Doc.75-30273 Piled 11-10-79:8:45 mi) 


MICROBIOLOGICAL GUIDELINES AND 

CRITERIA FOR TESTING CONTACT 

LENSES MADE WITH NEW POLYMERS 

Notice of Availability 

The Commissioner of Food and Drugs 
has developed microbiological guidelines 
and criteria for testing contact lenses 
made with new polymers (other than 
polymethylmethacrylate < PMMA)). 
These guidelines were developed by the 
Food and Drug Administration with the 
assistance of consultants and the Food 
and Drug Administration’s Ophthalmic 
Drugs Advisory Committee. The guide¬ 
line’s purpose Is to (1) provide the micro¬ 
biological criteria by which contact lenses 
made with new polymers (other than 
PMMA) can be approved for marketing, 
and <2) provide an outline of tests to 
be performed by manufacturers to ascer¬ 
tain If such criteria have been met. The 
criteria are Intended to minimize the risk 
of Introducing pathogenic organisms into 
the eye as a consequncce of using con¬ 
tact lenses made with new polymers. 
These guidelines arc not designed to be 
specific in all details. On request of the 
sponsor, protocols for studies win be re¬ 
viewed by the Food and Drug Adminis¬ 
tration prior to initiation of the studies. 

A copy of the draft guidelines has been 
placed on public display in the office of 
the Hearing Clerk. Food and Drug Ad¬ 
ministration. Rm. 4-65, 5600 Fishers 
Lane, Rockville, MD 20852, and wUl be 
available for public inspection Monday 
through Friday, from 9 a.m. to 4 pm. 
Copies of the draft are also available 
upon request from the Hearing Clerk. 
Such requests shall be in writing. 

Interested persons may, on or before 
December 11, 1975, submit to the Hear¬ 
ing Clerk written comments, preferably 
in quintuplicate, on these draft guide¬ 
lines. Received comments may be seen 
in the Hearing Clerk’s office during work¬ 
ing hours, Monday through Friday. 

Dated: Novembers, 1975. 

Sam D. Fine, 
Associate Commissioner 
for Compliance. 

|FR Doc.75 30278 Filed 11-10-75:8:45 AttJ 


{Docket No. 75N-0185. DESI32651 

CERTAIN SINGLE ENTITY 
ANTI SPASMODIC DRUGS 

Drugs for Human Use; Drug Efficacy Study 

Implementation; Amendment and Notice 

of Opportunity for Hearing 

In an announcement (DESI 3265; 
Docket No. FDC-D-303 (Now Docket No. 
75N-0185; NDA 3-265 etc.)) published 
in the Federal Register of June 18. 1971 
(36 FR 11754), the Food and Drug Ad¬ 
ministration announced Its conclusion 
that the drugs described below are ef¬ 
fecUve as adjuncts in the treatment of 
peptic ulcer and less than effective for 
other indications. The Director of the 
Bureau of Drugs has now concluded that 
these particular product* are not effec¬ 
Uve adjuncts to pepUc ulcer treatment 
and proposes to withdraw approval of 
that indicaUon and also certain other 
indications which were not supported by 
substantial evidence of effectiveness. 
Persons wishing to request a hearing 
must do so on or before December 11, 
1975. Other drugs were also included in 
the announcement of November 18,1971, 
but are not affected by this notlee, 

1. Bentyl Capsules containing dicyclo¬ 
mine hydrochloride 10 mg; Merrell-Na- 
Uonal Laboratories. Division of Rtchard- 
son-Mcrrell. Inc., 110 E. Amity Rd.. Cin- 
clnnaU, OH 45215 (NDA 7-409). 

2. Bentyl Injection containing dicy¬ 
clomine hydrochloride 10 mg/cc; Mcr- 
rell-National Laboratories (NDA 8-370). 

3. Bentyl 8yrup containing dicyclo¬ 
mine hydrochloride 5mg/5cc; Merrell- 
Natlonal Laboratories (NDA 7-961). 

4. Dactil Tablets containing plperido- 
iatc hydrochloride 50 mg; Lakeside Lab¬ 
oratories. Division of Colgate-Palmolive 
Co.. 1707 E. North Avc.. Milwaukee. WI 
53201 (NDA 8-907). 

5. Profcnil Tablets containing alverine 
citrate 120 mg (and Profenll Injection 
containing alverine hydrochloride 45 
mg/cc); Smith, Miller & Patch. Inc., 401 
Joyce Kilmer Ave.. New Brunswick, NJ 
08902 (NDA 5-695). Profenll Injection 
was not reviewed by the National Acad¬ 
emy of Sclences-National Research 
Council. Drug Efficacy Study Group and 
was not included in the June 18.1971 no- 
Uce. but is regarded as similarly affected. 

6. Octin Tablets containing isome- 
theptenemucate 2 grains and OcUn So¬ 
lution containing isornetheptene hydro¬ 
chloride 110 mg/cc; Knoll PharmaceuU- 
cal Co.. 30 N. Jefferson Rd., Whippany. 
NJ 07051 (NDA 6-420). 

7. Trocinate Tablets containing thi- 
phenamil hydrochloride 100 mg; Wm. P. 
Poythress L Co., Inc., 16 N. 22d St.. 
Richmond. VA 23217 (NDA 6-098*. 

The foUowlng abbreviated new drug 
applications, although approved pursu¬ 
ant to the June 18. 1971 noUce. are af¬ 
fected by the conclusions below. 

1. Spacolin Tablets containing alverine 
citrate 120 mg; Philips Roxane Labora¬ 
tories, Inc., 330 Oak 8t. f Columbus, OH 
43216 (ANDA 80-634). 

2. Dicyclomine HydrochToridc 10 mg 
Capsules; Bolar Pharmaceutical Co., Inc„ 
130 Lincoln 8t., Copiaquc, NY 11726 
(ANDA 83-179). 

3. Dicyclomine Hydrochloride 10 mg 
Capsules; J. Davis Laboratories. Inc., 433 


FEDERAL REGISTER, VOL 40, NO. 21S— TUESOAY, NOVEMBER 11, 1975 







52650 


NOTICES 


Commercial Avc., Palisades Park. NJ 
07650 < AN DA 83-860 >, 

4. Dicyclomine Hydrochloride 20 mg 
Tablets; J. Davis Laboratories Inc., 
(ANDA 83-924). 

5. Dicyclomine Hydrochloride 10 mg 
Capsules; The Lannctt Co., Inc., 9000 
State Rd, Philadelphia. PA 19136 
(ANDA 84-285). 

6. Dicyclomine Hydrochloride 10 mg 
Capsules; Danbury Pharmacol Inc.. 131 
West St.. Danbury, CN 06810 (ANDA 84- 
347). 

7. Dicyclomine Hydrochloride 10 mg 
Tablets; Bolar Pharmaceutical Co., Inc., 
(ANDA 84-361). 

8. Dicyclomine Hydrochloride 20 mg 
Tablets; Barr Laboratories Inc., North- 
vale. NJ 07647 (ANDA 84-600). 

All Identical, related, or similar prod¬ 
ucts, not the subject of an approved new 
drug application, are covered by the new 
drug application(s) reviewed and are 
subject to this notice (21 CFR 310.6). Any 
person who wishes to determine whether 
a specific product Is covered by this no¬ 
tice should write to the Pood and Drug 
Administration, Bureau of Drugs. Divi¬ 
sion of Drug Labeling Compliance (HFD- 
310), 5600 Fisheries Lane. Rockville. MD 
20852. 

The announcement of June 18, 1971, 
stated that the above products, among 
other single-actlvc-entity products, were 
regarded as effective for use os adjunc¬ 
tive therapy In the treatment of peptic 
ulcer, probably effective In the irritable 
bowel syndrome and adjunctive therapy 
In neurogenic bowel disturbances (in¬ 
cluding the splenic flexure syndrome and 
neurogenic colon), and possibly effective 
and lacking substantial evidence of ef¬ 
fectiveness for other Indications. Prepa¬ 
rations labeled for pediatric use were 
regarded probably effective for Infant 
colic. 

The evaluations of dicyclomine, pi perl- 
dolute, alverlne. lsomethcptene, and 
thiphenamil products In the aforesaid 
notice as effective adjuncts in the treat¬ 
ment of peptic ulcer was inappropriate. 
That notice dealt with anticholinergics. 
These drug entities have not been shown 
to be effective as anti-secretory agents 
and In fact possess little or no anticholin¬ 
ergic activity. Further, the sponsors of 
the products had not previously claimed 
that they are effective in peptic ulcer dis¬ 
ease, except to relieve "spasm”. These 
drug entities arc correctly classified as 
antispasmodics. They continue to be re¬ 
garded as less than effective (probably 
effective) for the irritable bowel syn¬ 
drome and the preparations labeled for 
pediatric use are regarded as less than 
effective (probably effective) for infant 
colic. In that no data were submitted in 
support of the other less than effective 
(probably and possibly effective) Indica¬ 
tions described in the June 18. 1971 no¬ 
tice, those Indications are now regarded 
as lacking substantial evidence of effec¬ 
tiveness. 

Accordingly. Insofar as the drugs de¬ 
scribed above are concerned, the revised 
conclusions are as follows: 

A. Effectiveness classification. The 
Food and Drug Administration has con¬ 


sidered the Academy's r epor t , as well as 
other available evidence, and concludes 
that: 

L The drugs are less than effective 
(probably effective) as described in 
paragraph B below. 

2. The drugs lack substantial evidence 
of effectiveness for adjunctive therapy 
In the treatment of peptic ulcer and for 
all the other labeled Indications for 
which they were stated in the notice of 
June 18. 1971. to be either probably 
effective or possibly effective. 

B. Labeling conditions. Labeling re¬ 
vised pursuant to this notice should 
furnish adequate information for the 
safe use of the drug for the following 
lcss-than-effective (probably effective) 
indications: the treatment of the Irrita¬ 
ble bowel syndrome (irritable colon, 
spastic colon, mucous colitis) and acute 
enterocolitis and. for pediatric products, 
infant colic. 

C. Market status. Because these drug 
products may have advantages in the ir¬ 
ritable bowel syndrome in that they lack 
the anUsecrctory effects of most anti¬ 
cholinergics and may produce fewer side 
effects as a result, and in that difficulties 
in designing protocols for study of func¬ 
tional bowel syndrome have delayed 
good study of these products, these 
single-entity antispasmodics. as well as 
certain of their combinations, are being 
placed on the list of drugs which may 
remain on the market pending comple¬ 
tion of scientific studies to determine 
effectiveness. The specific conditions 
under which these drugs may be mar¬ 
keted are described in a separate notice 
published elsewhere In this Issue of the 
Federal Register. 

C. Notice of opportunity for hearing. 
On the basis of all the data and infor¬ 
mation available to him. the Director of 
the Bureau of Drugs is unaware of any 
adequate and well-controlled clinical in¬ 
vestigation. conducted by experts quali¬ 
fied by scientific training and experience, 
meeting the requirements of section 505 
of the Federal Food. Drug, and Cosmetic 
Act (21 UJ3.C. 355 > and 21 CFR 314.111 
(a)(5), demonstrating the effectiveness 
of the drugs for indications referred to 
in paragraph A.2 of this notice. 

Therefore, notice is given to the 
holders of the new drug applications, and 
to all other Interested persons, that the 
Director of the Bureau of Drugs pro¬ 
poses to Isuc an order under section 505 
(e) of the Federal Food, Drug, and Cos¬ 
metic Act (21 U.8.C. 355(e)), withdraw¬ 
ing approval of the new drug applications 
and all amendments and supplements 
thereto on the ground that new Informa¬ 
tion before him with respect to the drug 
products, evaluated together with the 
evidence available to him at the time of 
approval of the applications, shows 
there is a lack of substantial evidence, 
for the indications referred to in para¬ 
graph A.2 of this notice, that the drug 
products will have the effect they pur¬ 
port or are represented to have under 
the conditions of use prescribed, recom¬ 
mended. or suggested In the labeling. An 
order withdrawing approval will not is¬ 


sue with respect to any application sup¬ 
plemented, in accord with the notice, to 
(1) delete the claim(s) lacking substan¬ 
tial evidence of effectiveness; and (2) 
revise the labeling to be in accord with 
the labeling conditions set forth in para¬ 
graph B of this notice. 

In addition to the ground for the pro¬ 
posed withdrawal of approval stated 
above, this notice of opportunity for 
hearing encompasses all issues relating 
to the legal status of the drug products 
subject to It (including identical, related, 
or similar drug products as defined in 21 
CFR 310.6), e g, any contention that any 
such product is not a new drug because 
it is generally recognized as safe and 
effective within the meaning of section 
201 (p) of the act or because it is exempt 
from part or all of the new drug provi¬ 
sions of the act pursuant to the exemp¬ 
tion for products marketed prior to 
June 25. 1938. contained In section 201 
(p) of the act, or pursuant to section 
107(c) of the Drug Amendments of 1962; 
or for any other reason. 

In accordance with the provisions of 
section 505 of the act (21 U.S.C. 355) 
and the re gula tions promulgated there¬ 
under (21 CFR Parts 310. 314), the ap¬ 
plicant and all other persons who manu¬ 
facture or distribute a drug which is 
identical, related, or similar to a drug 
product named above (21 CFR 310.6), are 
hereby given an opportunity to show why 
approval of the new drug application (s) 
providing for the claim (s) Involved 
should not be withdrawn and an oppor¬ 
tunity to raise, for administrative de¬ 
termination. all issues relating to the 
legal status of a drug product named 
above and all Identical, related, or simi¬ 
lar drug products. 

If the applicant or any person sub¬ 
ject to this notice pursuant to 21 CFR 
310.6 elects to avail himself of the oppor¬ 
tunity for a hearing he shall file (H on 
or before December 11, 1975, a written 
notice of appearance and request for 
hearing, and (2) on or before January 12. 
1976. the data, information, and analyses 
on which he relies to Justify a hearing, 
os specified In 21 CFR 314.200. Any other 
Interested person may also submit com¬ 
ments on this proposal to withdraw ap¬ 
proval. The procedures and requirements 
governing this notice of opportunity for 
hearing, a notice of appearance and re¬ 
quest for hearing, a submission of data, 
information, and analyses to Justify a 
hearing, other comments, and a grant or 
denial of hearing, are contained in 21 
CFR 314.200. 

The failure of the applicant or any 
other perso n sub ject to this notice pur¬ 
suant to 21 CFR 310.6 to file timely w rit¬ 
ten appearance and request for hearing 
as required by 21 CFR 314.200 constitute 
an election by such person not to avail 
himself of the opportunity for a bearing 
concerning the action proposed with re¬ 
spect to such drug product and a wnlver 
of any contentions concerning the legal 
status of such drug product. Any such 
drug product labeled for an indication (s) 
lacking substantial evidence of effective¬ 
ness referred to in paragraph A.2 of this 
notice may not thereafter lawfully be 
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marketed, and the Food and Drug Ad¬ 
ministration will initiate appropriate 
regulatory action to remove such drug 
products from the market. Any new drug 
product marketed without an approved 
NDA is subject to regulatory action any 
time. 

A request for a hearing may not rest 
upon mere allegations or denials, but 
must set forth specific facts showing that 
there is a genuine and substantial issue 
of fact that requires a hearing. If it con¬ 
clusively appears from the face of the 
data, information, and factual analyses 
in the request for the heartng that there 
is no genuine and substantial issue of 
fact which precludes the withdrawal of 
approval of the application, or when a 
request for hearing is not made in the 
required format or with the required 
analyses, the Commissioner will enter 
summary judgment against the per- 
sonfs) who requests the hearing, making 
findings and conclusions and denying a 
hearing. 

All submissions pursuant to this no¬ 
tice of opportunity for hearing shall be 
filed in quintuplicate Such submissions, 
except for data and Information pro¬ 
hibited from public disclosure pursuant 
to 21 U.S.C. 331 (j) or 18 U.8.C. 1905. 
may be seen In the office of the Hearing 
Clerk i address given below) Monday 
through Friday from 9 a m. to 4 p.m., ex¬ 
cept on Federal legal holidays. 

Communications forwarded In re¬ 
sponse to this notice should be identified 
with the reference number DESI 3265. 
directed to the attention of the appro¬ 
priate office listed below, and addressed 
to the Food and Drug Administration, 
5690 Fishers Lane, Rockville. MD 20852: 

Supplements (identify with NDA num¬ 
ber): Division of Cardio-Rcnal Drug Prod¬ 
ucts (HFD-ilO), Rm. 160-30, Bureau of 

Drugs. 

Request for Hearing (Identify with docket 
number): Hearing Clerk, Pood and Drug Ad¬ 
ministration (HFC-20), Rm. 4-65, Parklawn 
Building. 

All other communications regarding this 
notice: Drug Efficacy Study Implementation 
Project Manager (HFD-101), Bureau of 

Dngg 

This notice is issued pursuant to the 
provisions of the Federal Food. Drug, and 
Cosmetic Act (secs. 502, 505. 52 Stat. 
1050-1053. as amended (21 U.S.C. 352, 
355)) and under the authority delegated 
to the Director of the Bureau of Drugs 
(21 CFR 2.121). 

Dated: October 29.1975, 

J. Richard Crout. 

Director , Bureau o/ Drufrs. 

1PR Doc.75-80274 Piled 11-10-75:8:45 am] 


l Docket No. 75N-0223; DESI Noe. 597. 3265, 
46811 

CERTAIN ANTICHOLINERGIC DRUGS IN 
CONTROLLED-RELEASE DOSAGE FORM 

Notice of Opportunity for Hearing on Pro¬ 
posal To Withdraw Approval of New 
Drug Applications 

In notices published in the Federal 
ItewsTTR of October 21. 1970 (35 FR 
16422; DESI 4681), June 18. 1971 (36 


FR 11754; DESI 3265), and July 27. 1972 
(37 FR 15028; DESI 597), the Food and 
Drug Administration announced its con¬ 
clusions that certain anticholinergic 
drugs in controlled-release dosage form, 
described below, were probably effective, 
possibly effective, or lacking substantial 
evidence of effectiveness for use In the 
treatment of various gastrointestinal 
disorders (for example, ulcers) for which 
they were labeled. Since no data demon¬ 
strating the claimed prolonged effect 
have been received, substantial evidence 
of effectiveness is lacking and withdrawal 
of approval of these products is now 
being proposed. Persons wishing to re¬ 
quest a hearing on the proposal must do 
so on or before December 11, 1975. Other 
products included In the above-listed an¬ 
nouncements. but not named herein, are 
not affected by this notice. 

DESI 597 

1. Bentyi Repeat Action Tablets with 
Phenobarbltal containing dicyclomine 
hydrochloride and phenobarbltal; Mer- 
rell-National Laboratories. Division of 
Rlchardson-Mcrrell. Inc., 110 E. Amity 
Rd.. Cincinnati. OH 45215 (NDA 9-311). 

2. Tral with Phenobarbltal Gradumets. 
(controlled-release tablets) containing 
hexocyclium methylsulfate and pheno- 
barbital; Abbott Laboratories, Abbott 
Park. 14th & Sheridan Rd.. N. Chicago. 
IL 60064 (NDA 11-200). 

3. Pathilon with Phenobarbltal Sequels 
(controlled-relcase capsules) containing 
trldihexethyl chloride and phenobarbl¬ 
tal; Lederle Laboratories, Division Amer¬ 
ican Cyanamld Co.. PO. Box 500. Pearl 
River. NY 10965 (NDA 11-940). 

DESI 3265 

1. Tral Gradumets (controlled-release 
tablets) containing hexocyclium methyl- 
sulfate; Abbott Laboratories (NDA 11- 
200 ). 

2. Pathilon Sustained Release Capsules 
containing tridihexethyl chloride; Leder¬ 
le Laboratories (NDA 11-889). 

DESI 4681 

1. Prontal Repetabs (controlled-re¬ 
lease tablets) containing diphemanil 
methylsulfate; Schering Corp., Gallop¬ 
ing Hill Rd., Kenilworth. NJ 07033 (NDA 
8-638). 

2. Scopolamine Methyl Bromide Pro- 
longsules (controlled-release capsules) 
containing mcthscopolamine bromide; 
Rlchlyn Laboratories Inc., 3725 Castor 
Ave.. Philadelphia, PA 19124 (NDA 10- 
404). 

Scopolamine Methyl Bromide Prolong- 
sules (NDA 10-404) was a subject of an 
order published in the Federal Register 
of October 27. 1971 (36 FR 20619). with¬ 
drawing approval of the new drug appli¬ 
cation on the ground of failure to submit 
required reports under section 505(J) of 
the Federal Food. Drug, and Cosmetic 
Act (21 U.aC. 355(j)>. At that time no 
final conclusions concerning effectiveness 
of this drug had been reached. Conclu¬ 
sions have now been reached and the 
drug is Included here to inform all Inter¬ 
ested persons of such conclusions and 
offer them the opportunity to request a 
hearing. 


All of the above drug products have 
been reclassified as lacking substantial 
evidence of effectiveness. This reclassifi¬ 
cation is based upon the lack of any data 
demonstrating a prolonged duration of 
effect as compared with the products in 
standard dosage form. 

With respect to the single-entity an¬ 
ticholinergic products (i.e.. hexocyclium 
methylsulfate. tridihexethyl chloride, 
diphemanil methylsulfate. socpolamine 
methylbromide): since the standard 
dosage forms of single-entity anti¬ 
cholinergic products were classified as 
effective, bloavallability data demon¬ 
strating the prolonged effect claimed 
would permit reclassifying the products 
to effective. 

With respect to the combination prod¬ 
ucts: since, in a notice appearing else¬ 
where In this Issue of the Federal Reg¬ 
ister, the standard dosage forms of the 
combination products are being Included 
on the list of drugs which may remain 
on the market pending completion of 
scientific studies to determine effective¬ 
ness, bloavallability data demonstrating 
the prolonged effect claimed would per¬ 
mit these products to be added to that 
list. The required scientific studies could 
be conducted with either the standard 
or controlled-relcase forms of the com¬ 
binations : the conclusions reached will 
be considered applicable to both forms. 

Data from bioavaflability studies may 
be submitted as part of a request for 
hearing, subject to the conditions de¬ 
scribed in 21 CFR 314.200(c) (4). If such 
data demonstrate the prolonged effect 
claimed, appropriate action, as discussed 
above, will be Initiated. 

On the basis of all of the data and 
information available to him the Direc¬ 
tor of the Bureau of Drugs is unaware 
of any ndequate and w r cll-controlled 
clinical investigation, conducted by ex¬ 
perts qualified by scientific training and 
experience, meeting the requirements of 
section 505 of the Federal Food, Drug, 
and Cosmetic Act (21 UB.C. 355) and 
21 CFR 314.111(a)(5), and. for those 
products which arc combinations, 21 CFR 
300.50. demonstrating the effectiveness 
of any of the drug products listed above. 

Therefore, notice is given to the Hold- 
er(s> of the new drug application(s) 
and to all other interested persons that 
the Director of the Bureau of Drugs pro¬ 
poses to issue an order under section 505 
(e) of the Federal Food. Drug, and Cos¬ 
metic Act (21 UB.C. 355(e)), withdraw¬ 
ing approval of the new drug applica¬ 
tion^) (except for NDA 10-404) (or if 
Indicated above, those parts of the appli¬ 
cation (s) providing for the drug prod¬ 
uct^) listed above and all amendments 
and supplements thereto on the ground 
that new Information before him with 
respect to the drug product!*). evalu¬ 
ated together with the evidence avail¬ 
able to him at the time of approval of 
the application(s), shows there Is a lack 
of substantial evidence that the drug 
product(s) will have the effect it pur¬ 
ports or is represented to have under the 
the conditions of use prescribed, rec¬ 
ommended. or suggested in the labeling. 
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In addition to the holder^ of the new 
drug applications) specifically named 
above this notice of opportunity for 
hearing applies to all persons who manu¬ 
facture or distribute a drug product 
which is identical, related, or similar to 
any of the drug products named above, 
as defined in 21 CFR 310.6. It is the 
responsibility of every drug manufac¬ 
turer or distributor to review this notice 
of opportunity for hearing to determine 
whether it covers any drug product he 
manufactures or distributes. Any person 
may request an opinion of the applica¬ 
bility of this notice to a specinc drug 
product he manufactures or distributes 
that may be identical, related, or similar 
to a drug product named in this notice 
by writing to the Food and Drug Admin¬ 
istration. Bureau of Drugs, Division of 
Drug Labeling Compliance (HFD-310), 
5600 Fishers Lane, Rockville, MD 20852. 

In addition to the ground*8) for the 
proposed withdrawal of approval stat¬ 
ed above, this notice of opportunity for 
hearing encompasses all issues relating 
to the legal status of the drug products 
subject to it (including identical, relat¬ 
ed, or similar drug products as defined in 
21 CFR 310.6) e.g., any contention that 
any such product is not a new drug be¬ 
cause it U generally recognized as safe 
and effective within the meaning of sec¬ 
tion 201 (p) of the act or because it is 
exempt from part or all of the new drug 
provisions of the act pursuant to the 
exemption for produdets marketed prior 
to June 25. 1938. contained in section 
201 (p) of the act, or pursuant to section 
107(c) of the Drug Amendments of 1962; 
or for any other reason. 

In accordance with the provisions of 
section 505 of the act (21 U.S.C. 355) and 
the regulations promulgated there¬ 
under (21 CFR Parts 310. 314 >, the ap¬ 
plicant (s) and all other persons subject 
to this notice pursuant to 21 CFR 310.6 
arc hereby given an opportunity for a 
hearing to show why approval of tl>e 
new drug application <*> < except for NDA 
10-404) should not be withdrawn and 
an opportunity to raise, for administra¬ 
tive determination, all Issues relating to 
the legal status of any of the drug prod¬ 
ucts named above and of all identical, 
related, or similar drug products. 

If an applicant or any other person 
subject to this notice pursuant to 21 CFR 
310.6 elects to avail himself of the op¬ 
portunity for a hearing, he shall file (1) 
on or before December 11. 1975. a writ¬ 
ten notice of appearance and request 
for hearing, and <2) on or before Janu¬ 
ary 12, 1976. the data, information, and 
analyses on which he reli cs to Justify 
a hearing, as specified in 21 CFR 314 .200. 
Any other Interested person may also 
submit comments on this notice. The 
procedures and requirements governing 
this notice of opportunity for hearing, a 
notice of appearance and request for 
hearing, a submission of data, informa¬ 
tion, and analyses to Justify a hearing, 
other comments, and a grant or denial of 
hearing, are contained in 21 CFR 314.- 
200 . 


NOTICES 

The failure of an applicant or any oth¬ 
er person subject to this notice pursuant 
to 21 CFR 310.6 to file timely written 
appearance and request for hearing as 
required by 21 CFR 314.200 constitutes 
an election by such person not to avail 
himself of the opportunity for a hearing 
concerning the action proposed with re¬ 
spect to all such drug products (except 
Scopolamine Methyl Bromide Prolong- 
sules (NDA 10 404)) and a waiver of any 
contentions concerning the legal status 
of any of the drug products named 
above. Any such drug product may not 
thereafter lawfully be marketed, and the 
Food and Drug Administration will ini¬ 
tiate appropriate regulatory action to 
remove such drug products from the 
market. Any new drug product marketed 
without an approved NDA is subject to 
regulatory action at any time. 

A request for a hearing may not rest 
upon mere allegations or denials, but 
must set forth specific facts showing 
that there is a genuine and substantial 
issue of fact that requires a hearing. 
Unless the request for hearing includes 
data which demonstrate the prolonged 
effect claimed for the product, if it con¬ 
clusively appears from the face of the 
data, information, and factual analyses 
in the request for the hearing that there 
is no genuine and substantial issue of 
fact which precludes the withdrawal of 
approval of the applications (except for 
NDA 10-404). or which requires a hear¬ 
ing with respect to a determination of 
the legal status of any of the drug prod¬ 
ucts named above and of all Identical, 
related, or similar drug products or when 
a request for hearing to not made in the 
required format or with the required 
analyses, the Commissioner will enter 
summary Judgment against the per¬ 
son (s) who requests the hearing, mak¬ 
ing findings and conclusions, denying 
a hearing. If the data submitted dem¬ 
onstrate that the product has the pro¬ 
longed effect claimed, this notice will be 
rescinded with respect to such product 
and appropriate action will be initiated 
as discussed above in this notice. 

All submissions pursuant to this notice 
shall be filed In quintuplicate with the 
Hearing Clerk, Food and Drug Adminis¬ 
tration. Rm. 4-65, 5600 Fishers Lane. 
Rockville. MD 20852. 

All submissions pursuant to this notice, 
except for data and information pro¬ 
hibited from public disclosure pursuant 
to 21 UB.C. 331(J) or 18 U8.C. 1905. may 
be seen in the office of the Hearing Clerk 
Monday through Friday from 9 am. to 4 
p.m., except on Federal legal holidays. 

This notice is issued pursuant to pro¬ 
visions of the Federal Food, Drug, and 
Cosmetic Act (see. 505, 52 8tat. 1052- 
1053. as amended (21 U.S.C. 355)), and 
under authority delegated to the Director 
of the Bureau of Drugs (21 CFR 2.121), 

Dated: October 29.1975. 

J. Richard Crovt, 

Director, 
Bureau of Drugs. 

|PR Doc.75-30275 Piled 11-10-75:8:45 ami 


tDocket No. 75N-0137; DESI 10637] 

ANTICHOLINERGIC DRUGS; PROCHLOR 
PERAZINE MAIEATE WITH ISOPROPA 
MIDE IODIDE. AND PROPANTHELINE 
BROMIDE WITH THIOPROPAZATE HY¬ 
DROCHLORIDE 

Notice of Opportunity for Hearing on Pro¬ 
posal To Withdraw Approval of New 
Drug Applications 

In a notice (DESI 10837) published in 
the Fedkral Register of June 22, 1971 
<36 FR 11875), the Food and Drug Ad¬ 
ministration announced its conclusions 
that the drug products described below 
are less than effective (possibly effective 
as adjunctive therapy in peptic ulcer and 
in the irritable bowel syndrome, func¬ 
tional diarrhea, drug-Induced diarrhea, 
ulcerative colitis, urinary bladder spasm 
and urethral spasm), and lacking sub¬ 
stantial evidence of effectiveness for their 
oilier labeled Indications, and that ad- 
ditionol evidence is required to establish 
their effectiveness. No data concerning 
effectiveness having been submitted, the 
products are now regarded as lacking 
substantial evidence of effectiveness, 
notice announces that conclusion and 
proposes to withdraw approval of the 
products. Persons wishing to request a 
hearing must do so on or before De 
ce'mber 11, 1975. Other products included 
in the notice of June 22, 1971, arc not 
affected by this notice of opportunity for 
hearing. 

NDA i 1-162: Combid Spansule Cap¬ 
sules. containing prochlorperazine malc- 
ate and toopropomide iodide: Smith, 
Kline, and French Laboratories. Division 
of Smith Kline Corp.. 1500 Spring Gar¬ 
den 8t.. Philadelphia. PA 19101. 

NDA 11-368; Pro-Banthine with Dar- 
tal Tablets, containing propontheUm 
bromide and thiopropazate hydrochlo 
ride; Scarle Laboratories, Division of O 
D. 8earic & Co.. Box 5100, Chicago. IL 
60680. 

The possibly effective indications have 
been reclassified as lacking substantial 
evidence of effectiveness in that no data 
have been submitted to support the ef¬ 
ficacy of these combination drugs. Fur¬ 
ther. the major tranquilizer component 
of these combinations, as single-entities, 
have not been shown to be effective its 
sedatives or as antianxiety agents in 
nonpsychotic patients. 

On the basis of all of the data and in¬ 
formation available to him, the Director 
of the Bureau of Drugs is unaware of any 
adequate and well-controlled clinical 
investigation, conducted by experts 
qualified by scientific training and ex¬ 
perience. meeting the requirements of 
section 505 of the Federal Food, Drug, 
and Cosmetic Act (21 U.S.C. 355) and 2i 
CFR 314.111(a)(5) and 21 CFR 300 50, 
demonstrating the effectiveness of these 
combination drugs. 

Therefore, notice to given to the 
holder(s) of the new drug application (s) 
and to all other interested persons that 
the Director of the Bureau of Drugs pro¬ 
poses to Issue an order under section 
505(e) of the Federal Food. Drug, and 
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Cosmetic Act (21 U.S.C. 355(e)), with¬ 
drawing approval of the new drug ap¬ 
plication (a) (or if Indicated above, those 
parts of the application<s) providing for 
the drug product($) listed above) and all 
amendments and supplements thereto 
on the ground that new Information be¬ 
fore him with respect to the drug prod¬ 
uct ts), evaluated together with the evi¬ 
dence available to him at the time of ap¬ 
proval of the appllcatlon(s), shows there 
is a lack of substantial evidence that the 
drug product(s) will have the effect it 
purports or is represented to have under 
the conditions of use prescribed, recom¬ 
mended, or suggested in the labeling. 

In addition to the holder(s) of the 
new drug application^) specifically 
named above, this notice of opportunity 
for hearing applies to all persons who 
manufacture or distribute a drug prod¬ 
uct which is identical, related, or similar 
to a drug product named above, as de¬ 
fined in 21 CPR 310 6. It is the re¬ 
sponsibility of every drug manufacturer 
or distributor to review tills notice of 
opportunity for hearing to determine 
whether it covers any drug product he 
manufactures or distributes. Any per¬ 
son may request an opinion of the ap¬ 
plicability of this notice to a specific 
drug product he manufactures or dis¬ 
tributes that may be Identical, related, 
or similar to a drug product named in 
this notice by writing to the Pood and 
Drug Administration. Bureau of Drugs. 
Divisi on of Drug Labeling Compliance 
< HFD-310), 5600 Fishers Lane. Rock¬ 
ville. MD 20852. 

In addition to the ground is) for the 
proposed withdrawal of approval stated 
above, this notice of opportunity for 
hearing encompasses all issues relating 
to the legal status of the drug products 
subject to it (including identical, 
related, or similar drug products as 
defined in 21 CFR 310.6) e g., any con¬ 
tention that any such product Is not a 
new drug because it is generally rec¬ 
ognized as safe and effective within the 
meaning of section 201 (p) of the act or 
because it is exempt from part or all of 
the new drug provisions of the act pur¬ 
suant to the exemption for products 
marketed prior to June 25. 1938, con¬ 
tained in section 201 (p) of the act, or 
pursuant to section 107(c) of the Drug 
Amendments of 1962; or for any other 
reason. 

In accordance with the provisions of 
section 505 of the act (21 UB.C. 355) 
and the regulations promulgated there¬ 
under (21 CFR Parts 310. 314). the ap- 
pllcant(s) and all other persons subject 
to this notice pursuant to 21 CFR 310.6 
are hereby given an opportunity for a 
hearing to show why approval of the new 
drug application(s) should not be with¬ 
drawn and an opportunity to raise, for 
administrative determination, all issues 
relating to the legal status of a drug 
product named above and of all Identi¬ 
cal. related, or similar drug products. 

If an applicant or any other person 
subje ct to this notice pursuant to 21 
CFR 310.6 elects to avail himself of the 
opportunity for a hearing, he shall file 


(1) on or before December 11. 1975, a 
written notice of appearance and request 
for hearing, and (2) on or before Janu¬ 
ary 12, 1976. the data, information, and 
analyses on which he relies to justify a 
hearing, as specified in 21 CFR 314.200. 
Any other Interested person may also 
submit comments on this notice. The 
procedures and requirements governing 
this notice of opportunity for hearing, 
a notice of appearance and request for 
hearing, a submission of data, informa¬ 
tion. and analyses to justify a hearing, 
other comments, and a grant or denial 
of hearing, are contained in 21 CFR 
314.200. 

The failure of an applicant or any 
other person subject to this notice pur¬ 
suant to 21 CFR 310.6 to file timely 
written appearance and request for hear¬ 
ing as required by 21 CFR 314.200 con¬ 
stitutes an election by such person not 
to avail himself of the opportunity for 
a hearing concerning the action pro¬ 
posed with respect to such drug product 
and a waiver of any contentions con¬ 
cerning the legal status of any such 
drug product. Any such drug product 
may not thereafter lawfully be marketed, 
and the Food and Drug Administration 
will initiate appropriate regulatory ac¬ 
tion to remove such drug products from 
the market. Any new drug product mar¬ 
keted without an approved NDA is sub¬ 
ject to regulatory action at any time. 

A request for a hearing may not rest 
upon mere allegations or denials, but 
must set forth specific facts showing 
that there is a genuine and substantial 
issue of fact that requires a hearing. If 
it conclusively appears from the face of 
the data, information, and factual analy¬ 
ses in the request for the hearing that 
there is no genuine and substantial issue 
of fact which precludes the withdrawal 
of approval of the application, or when 
a request for hearing is not made in 
the required format or with the required 
analyses, the Commissioner will enter 
summary’ Judgment against the person (s) 
who requests the hearing, making find¬ 
ings and conclusions and denying a 
hearing. 

All submissions pursuant to this no¬ 
tice shall be filed in quintuplicate with 
the Hearing Clerk. Food and Drug Ad¬ 
ministration Rm. 4-65. 5600 Fishers 
Lane. Rockville. MD 20852. 

All submissions pursuant to this notice, 
except for data and information pro¬ 
hibited from public disclosure pursuant 
to 21 U.S.C. 331 (J) or 18 U 8 C. 1905. rmjr 
be seen in the office of the Hearing Clerk 
Monday through Friday, from 9 a m. to 
4 p.m., except on Federal legal holidays. 

This notice is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (sec. 505. 52 Stat. 1052- 
1053, as amended (21 U B.C. 355)), and 
under authority delegated to the Direc¬ 
tor of the Bureau of Drugs (21 CFR 
2 . 121 ). 

Dated: October 29. 1975. 

J. Richard Crout, 
Director . Bureau of Drugs . 

I Fit Doc .75-30276 Filed lt-10-75;8:45 uni 


| Docket No. 75N 0188; DESI 5971 

CERTAIN COMBINATION DRUGS CON¬ 
TAINING AN ANTICHOLINERGIC WITH 

A BARBITURATE 

Notice of Opportunity tor Hearing on Pro¬ 
posal To Withdraw Approval of New 

Drug Applications 

In a notice (DESI 597) published In 
the Federal Register of July 27.1972 <37 
FR 15028). the Food and Drug Adminis¬ 
tration announced Its conclusion that 
certain combination drug products de¬ 
scribed below were cither only possibly 
effective or lacking substantial evidence 
of effectiveness for use in the treatment 
of the various gastrointestinal disorders 
(for example, ulcers) for w r hich they are 
labeled. Because no data providing sub¬ 
stantial evidence of effectiveness were 
received pursuant to that notice, the Di¬ 
rector of the Bureau of Drugs proposes 
to withdraw approval of certain of such 
products. Persons wishing to request a 
hearing on the proposal must do so on or 
before December 11.1975 Other products 
named in the notice of July 27. 1972, are 
not affected by tills notice of opportunity 
for hearing. 

1. That part of NDA 8-919 pertaining 
to Co-EIorine 25 Pulvules containing tri- 
cyclamol hydrochloride 25 mg and amo- 
harbltal 8 mg: PHI Lilly and Co.. P.O. Box 
618. Indianapolis. IN 46206. 

2. Valp!n-PB Tablets containing anl- 
sotropine methylbromlde 10 mg and 
phenobarbital 8 mg: Endo Laboratories. 
Inc., 1000 Stewart Ave.. Garden City. 
Long Island, NY 11533 (NDA 13-430). 

3. Valpin-PB Elixir containing aniso- 
troplne methylbromlde 10 mg per 5 ce 
and phenobarbital 8 mg per 5 cc; Endo 
Laboratories (NDA 13-431). 

4. That part of NDA 8-942 pertaining 
to Pamine-PB Half-Strength Tablets 
containing mcthsropolamlne bromide 
1.25 mg. and phenobarbital 8 mg: The 
Upjohn Co., 7171 Portage Rd.. Kala¬ 
mazoo. MI 49002. 

5. Pamine-PB Drops (Pediatric) con¬ 
taining methscopoi&mlne bromide 0.5 mg 
per cc nnd phenobarbital 20 mg per cc; 
The Upjohn Co. (NDA 9-260). 

6. Pamine-PB Elixir and Pamlnal 
Elixir containing methscopolaminc bro¬ 
mide 1.25 mg per 5 cc and phenobarbital 
8 mg per 5 cc; The Upjohn Co. (NDA 9- 
261). 

Other anticholinergic-barbiturate com¬ 
binations were included In the July 27. 
1972 notice. All of them contain. In each 
dosage unit, an amount of the barbitu¬ 
rate which is regarded as adequate for 
Its purpose. It has been concluded that 
those products should be permitted to 
remain on the market provided that ad¬ 
ditional clinical studies are undertaken 
to determine effectiveness of the prod¬ 
ucts os fixed combinations. A notice ap¬ 
pearing elsewhere in this lv?ue of the 
Federal Register describes the condi¬ 
tions for their continued marketing. As 
presently formulated, each dosage unit 
of those particular products named in 
this notice, except as noted with respect 
to Pamine-BP Drops (Pediatric) <NDA 
9-260), contains what is regarded as an 
Inadequate amount of the barbiturate. 
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For that reason, it has been concluded 
that, unless they are reformulated to in¬ 
crease the amount of barbiturate to an 
adequate amount, they should not be 
included among the combinations which 
may continue to be marketed pending 
additional study. Pamine-PB Drops 
(Pediatric), although its barbiturate 
content is not regarded as inadequate, is 
Included in this notice since the holder 
of the new drug application has informed 
the Administration that additional stud¬ 
ies will not be undertaken. 

On the basis of all of the data and In¬ 
formation available to him, the Director 
of the Bureau of Drugs is unaware of any 
adequate and well-controlled clinical In¬ 
vestigation, conducted by experts quali¬ 
fied by scientific training and experience, 
meeting the requirements of section 505 
of the Federal Food, Drug, and Cosmetic 
Act (21 U.SC. 355) and 21 CFR 314.111 
(a)(5) and 21 CFR 300.50, demonstrating 
the effectiveness of the combination 
drugs. 

Therefore, notice is given to the hold- 
or(s) of the new drug application^) 
and to all other Interested persons that 
the Director of the Bureau of Drugs pro¬ 
poses to issue an order under section 
505(e) of the Federal Food, Drug, and 
Cosmetic Act (21 U.8.C. 355(e)). with¬ 
drawing approval of the new drug ap- 
plication(s) (or if Indicated above, those 
parts of the application (s) providing for 
the drug product(s) listed above) and 
all amendments and supplements there¬ 
to on the ground that new information 
before him with respect to the drug 
product(s). evaluated together with the 
evidence available to him at the time of 
approval of the application(s). shows 
there is a lack of substantial evidence 
that the drug product(a) will have the 
effect it purports or is represented to 
have under the conditions of use pre¬ 
scribed, recommended, or suggested in 
the labeling. 

In addition to the holder(s) of the 
new drug application (s) specifically 
named above, this notice of opportunity 
for hearing applies to all persons who 
manufacture or distribute a drug product 
which is identical related, or similar to a 
drug product named above, as defined in 
21 CFR 310.6. It is the responsibility of 
every drug manufacturer or distributor 
to review this notice of opportunity for 
hearing to determine whether it covers 
any drug product he manufactures or 
distributes. Any person may request an 
opinion of the applicability of this notice 
to a specific drug product he manufac¬ 
tures or distributes that may be identi¬ 
cal, related, or similar to a drug product 
named in this notice by writing to the 
Food and Drug Administration. Bureau 
of Drugs. Division of Drug Labeling Com¬ 
pliance (HFD-310), 5600 Fishers Lane, 
Rockville, MD 20852. 

In addition to the ground (s) for the 
proposed withdrawal of approval stated 
above, this notice of opportunity for 
hearing encompasses all issues relating 
to the legal status of the drug products 
subject to It < including identical, related, 
or similar drug products as defined In 21 


CFR 310.6) e.g., any contention that any 
such product is not a new drug because 
it is generally recognized as safe and ef¬ 
fective within the meaning of section 
201 (p) of the act or because it is exempt 
from part or al) of the new drug provi¬ 
sions of the act pursuant to the exemp¬ 
tion for products marketed prior to June 
25, 1938. contained In section 201 (p) of 
the act. or pursuant to section 107(c) of 
the Drug Amendments of 1962; or for 
any other reason. 

In accordance with the provisions of 
section 505 of the act (21 U S.C. 355) 
and the regulations promulgated there¬ 
under (21 CFR Parts 310. 314>, the ap¬ 
plicant^) and all other perso ns su bject 
to this notice pursuant to 21 CFR 310.6 
are hereby given an opportunity for a 
hearing to show why approval of the new 
drug application^) should not be with¬ 
drawn and an opportunity to raise, for 
administrative determination, all issues 
relating to the legal status of a drug 
product named above and of all identical, 
related, or similar drug products. 

If an applicant or any other person 
subject to this notice pursuant to 21 CFR 
310.6 elects to avail himself of the oppor¬ 
tunity for a hearing, he shall file (1) 
on or before December 11. 1975, a writ¬ 
ten notice of appearance and request for 
hearing, and (2) on or before January 
12. 1976. the data. Information, and an¬ 
alyses on which he relies to Justify a 
hearing, as specified in 21 CFR 314.200. 
Any other Interested person may also 
submit comments on this notice. The 
procedures and requirements governing 
this notice of opportunity for hearing, a 
notice of appearance and request for 
hearing, a submission of data, informa¬ 
tion. and analyses to Justify a hearing, 
other comments, and a grant or denial 
of hearing, arc contained in 21 CFR 
314.200. 

The failure of an applicant or any 
other perso n sub ject to this notice pur¬ 
suant to 21 CFR 310.6 to file timely writ¬ 
ten appearance and request for hearing 
as required by 21 CFR 314.200 constitutes 
an election by such person not to avail 
himself of the opportunity for a hearing 
concerning the action proposed with re¬ 
spect to such drug product and a waiver 
of any contentions concerning the legal 
status of any such drug product. Any 
such drug product may not thereafter 
lawfully be marketed, and the Food and 
Drug Administration will Initiate appro¬ 
priate regulatory action to remove such 
drug products from the market. Any new 
drug product marketed without an ap¬ 
proved NDA is subject to regulatory ac¬ 
tion at any time. 

A request for a hearing may not rest 
upon mere allegations or denials, but 
must set forth specific facts showing that 
there is a genuine and substantial issue 
of fact that requires a hearing. If it con- 
concluslvely appears from the face of 
the data, information, and factual analy¬ 
ses in the request for the hearing that 
there is no genuine and substantial Issue 
of fact which precludes the withdrawal 
of aproval of the application, or when a 
request for hearing is not made in the re¬ 


quired format or with the required analy¬ 
ses, the Commissioner will enter sum¬ 
mary Judgment against the person (s) 
who requests the hearing, making find¬ 
ings and conclusions and denying a 
hearing. 

All submissions pursuant to this notice 
shall be filed in qulntuplicate with the 
Hearing Clerk, Food and Drug Adminis¬ 
tration. Rm. 4-65, 5600 Fishers Lane 
Rockville. MD 20852. 

All submissions pursuant to this no¬ 
tice, except for data and information 
prohibited from public disclosure pur¬ 
suant to 21 U.S.C. 331 (J) or 18 U.S.C 
1905. may be seen In the office of the 
Hearing Clerk Monday through Friday 
from 9 a m. to 4 p.m., except on Federal 
legal holidays. 

This notice is issued pursuant to pro¬ 
visions of the Federal Food. Drug, and 
Cosmetic Act (sec. 505, 52 Stat. 1052- 
1053. as amended (21 U.8.C. 355)). and 
under authority delegated to the Direc¬ 
tor of the Bureau of Drugs (21 CFR 
2121). 

Dated: October 29,1975. 

J. Richard Cnotrr. 

Director . Bureau of Drugs 

| FR Doc.75-30277 FUwi 11-10-76:8:45 am | 


COMMITTEE ON HIGH INTENSITY 
MERCURY VAPOR LAMPS 

Meeting Regarding Standards 
Development Activities 

To carry out a succesful radiation con¬ 
trol program in those areas covered un¬ 
der Its broad authorities, the Bureau of 
Radiological Health of the Food and 
Drug Administration follows a policy of 
cooperation with standards-settlng and 
related organizations. The policy of the 
Food and Drug Administration recog¬ 
nizes that liaison representation permit 
cooperation between government repre¬ 
sentatives and members of an associa¬ 
tion in the exchange of information and 
opinions on matters of common interest 
To further support the efforts of she 
American National Standards Institute 
1 ANSI) In resolving a radiation safety 
problem associated with mercury vapor 
lamps, the Food and Drug Admin 1Mra¬ 
tion has agreed to provide facilities for a 
meeting of an ANSI working group from 
the Committee on High Intensity Mcr 
cury Vapor tamps. Only members of the 
working group and selected experts hav e 
been invited to participate. The mcctim 
however, will be open to the public to th* 
extent that available space permits. 

The meeting will be held at 9 a.rn cm 
November 25. 1975. In Rm. 400 of the 
Bureau of Radiological Health. 12720 
Twinbrook Parkway. Rockville. Md 
20852. Minutes will be prepared follow¬ 
ing the meeting and will be filed with 
the office of the Hearing Clerk. Food and 
Drug Administration. Rm. 4-65. 5600 
Fishers Lane. Rockville. Md. 20852. 

Anyone wishing to submit recommen¬ 
dations, comments, or technical data 
that may be useful to the working group 
should submit such information in quin- 
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tuplicate, preferably In advance of the 
meeting. 

For additional information, contact 
Mr. Marshall Little. Division of Compli¬ 
ance. Bureau of Radiological Health 
< HFX-440), Rockville. MD 20852, tele¬ 
phone (301) 443-3429. 

Dated: November 5. 1975. 

Sam D. Fink. 

Associate Commissioner for 
Compliance. 

|PR Doc.75-30279 Filed 11-10-75:8:45 am] 


Office for Civil Rights 

SEX DISCRIMINATION IN ATHLETIC 
PROGRAMS 

Memorandum 

In the matter of memorandum to chief 
State school officers, superintendents of 
local educational agencies, and college 
and university presidents on elimination 
of sex discrimination in athletic pro¬ 
grams. 

The following memorandum, intended 
for the guidance of educational institu¬ 
tions receiving Federal financial assist¬ 
ance from HEW as to their major first 
year responsibilities under the Deport¬ 
ment's Title IX regulation in the area 
of athletics and athletic scholarships, was 
Issued to the Chief State School Officers. 
S'ujerintendcnts of Local Educational 
Agencies, and College and University 
Presidents. 

Public comment is welcomed on these 
guidelines. 

Dated: November 5. 1975. 

Peter E. Holmes. 

Director . 

Elimination of Sex Discrimination in 
Athletic Programs 

TO: Chief State School Officers. Su- 
l -erintendents of local Educational Agen¬ 
cies and College and University Presi¬ 
dents. 

FROM: Director. Office for Civil 
Rights. 

September 1976. 

Title I of the Education Amendments 
of 1972 and the Departmental Regula¬ 
tion (45 CFR Part 86) promulgated 
t hereunder prohibit discrimination on 
the basis of sex in the operation of most 
federally-assisted education programs. 
The regulation became effective on July 
21. 1975. 

During the forty-five day period im¬ 
mediately following approval by the 
President and publication of the regula¬ 
tion on June 4,1975, concerns were raised 
about the immediate obligations of edu¬ 
cational institutions to comply with cer¬ 
tain sections of the Departmental Regu¬ 
lation as they relate to athletic pro¬ 
grams. These concerns, in part, focus on 
ihe application of the adjustment pe¬ 
riod provision (| 86.41 (d>) to the vari¬ 
ous non-discrimination requirements, 
and additionally, on how educational in¬ 
stitutions can carry out the self-evalua¬ 
tion requirement (8 86.3(c)). 

This memorandum provides guidance 
*ith respect to the major first year re¬ 


sponsibilities of an educational Institu¬ 
tion to ensure equal opportunity in the 
operation of both Its athletic activities 
and Its athletic scholarship programs. 
Practical experience derived from actual 
on-site compliance reviews and the con¬ 
comitant development of greater govern¬ 
mental expertise on the application of 
the Regulation to athletic activities may. 
of course, result in further or revised 
guidance being Issued in the future. 
Thus, as affected institutions proceed 
to conform their programs with the De¬ 
partment's regulation, they and other 
interested persons are encouraged to re¬ 
view carefully the operation of these 
guidelines and to provide the Depart¬ 
ment with the benefit of their views. 

BASIC REQUIREMENTS 

There are two major substantive pro¬ 
visions of the regulation which define the 
basic responsibility of educational in¬ 
stitutions to provide equal opportunity to 
members of both sexes interested in par¬ 
ticipating in the athletics programs in¬ 
stitutions offer. 

Section 86.41 prohibits discrimination 
on the basts of sex in the operation of 
any interscholastic, intercollegiate, club 
or intramural athletic program offered 
by an educational institution. Section 
86.37(0 sets forth requirements for en¬ 
suring equal opportunity in the provision 
of athletic scholarships. 

These sections apply to each segment 
of the athletic program of a federally as¬ 
sisted educational institution whether 
or not that segment Is the subject of di¬ 
rect financial support through the De¬ 
partment. Thus, the fact that a particu¬ 
lar segment of an athletic program is 
supported by funds received from various 
other sources (such as student fees, gen¬ 
eral revenues, gate receipts, alumni do¬ 
nations. booster clubs, and non-profit 
foundations) does not remove it from the 
reach of the statute and hence of the re¬ 
gulatory requirements. However, drill 
teams, cheerleaders and the like, which 
are covered more generally as extracur¬ 
ricular activities under 8 86.31. and in¬ 
structional offerings such as physical ed¬ 
ucation and health classes, which are 
covered under 8 86.34. are not a part of 
the institution's "athletic program" 
within the meaning of the regulation. 

Section 86.41 does not address the 
administrative structure(s) which are 
used by educational institutions for 
athletic programs. Accordingly, institu¬ 
tions are not precluded from employing 
separate administrative structures for 
men’s and women’s sports (if separate 
teams exist) or a unitary structure. How¬ 
ever. when educational institutions 
evaluate whether they are in compliance 
with the provisions of the regulation re¬ 
lating to non-discrimination in employ¬ 
ment. they must carefully assess the ef¬ 
fects on employees of both sexes of cur¬ 
rent and any proposed administrative 
structure and related coaching assign¬ 
ments. Changes in current administra¬ 
tive structnre(s) or coaching assign¬ 
ments which have a disproportionately 
adverse effect on the employment op- 
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port-unities of employees of one sex are 
prohibited by the regulation. 

SELF-EVALUATION AND ADJUSTMENT 
PERIODS 

Section 86.3(c) generally requires that 
by July 21. 1976, educational institutions 
(1) carefully evaluate current policies 
and practices (including those related to 
the operation of athletic programs) In 
terms of compliance with those provi¬ 
sions and (2) where such policies or 
practices are inconsistent with the reg¬ 
ulation. conform current policies and 
practices to the requirements of the 
regulation. 

An Institution's evaluation of its ath¬ 
letic program must include every area 
of the program covered by the regula¬ 
tion. All sports are to be included in this 
overall assessment, whether they are 
contact or non-contact sports. 

With respect to athletic programs. 
8 86.41(d) sets specific time limitations 
on the attainment of total conformity 
of institutional policies and practices 
with the requirements of the regula¬ 
tion—up to one year for elementary 
schools and up to three years for all 
other educational institutions. 

Because of the integral relationship of 
the provision relating to athletic scholar¬ 
ships and the provision relating to the 
operation of athletic programs, the ad¬ 
justment periods for both arc the same. 

The adjustment period is not a wait¬ 
ing period. Institutions must begin now 
to take whatever steps are necessary to 
ensure full compliance as quickly as pos¬ 
sible. Schools may design an approach 
for achieving full compliance tailored 
to their own circumstances: however, 
self-evaluation, as required by 8 86.3(c) 
is a very Important step for every institu¬ 
tion to assure compliance with the en¬ 
tire Title IX regulation, as well as with 
the atliletics provisions. 

REQUIRED FIRST YEAR ACTIONS 

School districts, as well as colleges and 
universities, are obligated to perform a 
self-evaluation of their entire education 
program, including the athletics program, 
prior to July 21. 1976. School districts 
which offer interscholastic or Intramural 
athletics at the elementary school level 
must immediately take significant steps 
to accommodate the interests and abil¬ 
ities of elementary school pupils of both 
sexes, including steps to eliminate ob¬ 
stacles to compliance such as inequities 
in the provision of equipment, scheduling 
and the assignment of coaches and other 
supervisory personnel. As indicated ear¬ 
lier, school districts must conform their 
total athletic program at the elementary 
level to the requirements of 8 86.41 no 
later than July 21. 1976. 

In order to comply with the various 
requirements of the regulation ad¬ 
dressed to nondiscrimination in athletic 
programs, educational institutions oper¬ 
ating athletic programs above the ele¬ 
mentary level should: 

(1) Compare the requirements of the 
regulation addressed to nondiscrimina¬ 
tion in athletic programs and equal op¬ 
portunity in the provision of athletic 
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scholarships with current policies and 
practices; 

(2) Determine the interests of both 
sexes in the sports to be offered by the 
Institution and, where the sport is a 
contact sport or where participants are 
selected on the basis of competition, also 
determine the relative abilites of mem¬ 
bers of each sex for each such sport 
offered, in order to decide whether to 
have single sex teams or teams composed 
of both sexes. (Abilities might he deter¬ 
mined through try-outs or by relying 
upon the knowledge of athletic teach¬ 
ing staff, administrators and athletic 
conference and league representatives.) 

(3) Develop a plan to accommodate 
effectively the interests and abilities of 
both sexes, which plan must be fully Im¬ 
plemented as expeditiously as possible 
and in no event later than July 21, 1978. 
Although the plan need not be submitted 
to the Office for Civil Rights, institutions 
should consider publicizing such plans so 
as to gain the assistance of students, 
faculty, etc. in complying with them. 

ASSESSMENT OF INTERESTS AND ABILITIES 

In determining student interests and 
abilities as described in <2) above, edu¬ 
cational Institutions as part of the self- 
evaluation process should draw the 
broadest possible base of information. An 
effort should be made to obtain the par¬ 
ticipation of all segments of the educa¬ 
tional community affected by the athlet¬ 
ics program, and any reasonable method 
adopted by an institution to obtain such 
participation will be acceptable. 

SEPARATE TEAMS 

The second type of determination dis¬ 
cussed in (2) above relates to the manner 
in which a given sports activity is to 
be offered. Contact sports and sports for 
which teams are chosen by competition 
may be offered cither separately or on a 
unitary basis. 

Contact sports arc defined as football, 
basketball, boxing, wrestling, rugby, ice 
hockey and any other sport the purpoee 
or major activity of which Involves bodily 
contact. Such sports may be offered 
separately. 

If by opening a team to both sexes in 
a contact sport an educational Institu¬ 
tion docs not effectively accommodate 
the abilities of members of both sexes 
(see $ 86.41(0 U>). separate teams In 
that sport will be required if both men 
and women express interest in the sport 
and the interests of both sexes are not 
otherwise accommodated. For example, 
an institution woud not be effectively ac¬ 
commodating the interests and abilities 
of women if it abolished all its women’s 
teams and opened up its men’s teams to 
women, but only a few women were able 
to qualify for the men’s team. 

EQUAL OPPORTUNITY 

In the development of Uie total athletic 
program referred to In (3i above, educa¬ 
tional Institutions, in order to accommo¬ 
date effectively the interests and abilities 
of both sexes, must ensure that equal 
opportunity exist* in both the conduct 
of athletic programs and the provision 
of athletic scholarships 


NOTICES 

Section 86.41(c) requires equal op¬ 
portunity in athletic programs for men 
and women. Specific factors which 
should be used by an educational insti¬ 
tution during its self-evaluative plan¬ 
ning to determine whether equal oppor¬ 
tunity exists In its plan for its total 
athletic program are: 

The nature and extent of the sports 
programs to be offered (including the 
levels of competition, such as varsity, 
club, etc.); 

The provision of equipment and sup¬ 
plies; 

The scheduling of games and practice 
time; 

The provision of travel and per diem 
allowances; 

The nature and extent of the opportun¬ 
ity to receive coaching and academic 
tutoring; 

The assignment and compensation of 
coaches and tutors; 

The provision of locker rooms, practice 
and competitive facilities; 

The provision of medical and training 
facilities and services; 

The provision of housing and dining 
facilities and services; 

The nature and extent of publicity. 

OVERALL OBJECTIVE 

The point of the regulation is not to 
be so inflexible as to require identical 
treatment In each of the matters listed 
under l 86.41(c). During the process of 
self-evaluation, institutions should ex¬ 
amine all of the athletic opportunities 
for men and women and make a deter¬ 
mination as to whether each has an 
equal opportunity to compete In athletics 
In a meaningful way. The equal oppor¬ 
tunity emphasis in the regulation ad¬ 
dresses the totality of the athletic pro¬ 
gram of the institution rather than each 
sport offered. 

Educational institutions are not re¬ 
quired to duplicate their men's program 
for women. The thrust of the effort 
should be on the contribution of each 
of the categories to the overall goal of 
equal opportunity In athletics rather 
than on the details related to each of 
the categories. 

While the Impact of expenditures for 
sex Identifiable sports programs should 
be carefully considered in determining 
whether equal opportunity In athletics 
exists for both sexes, equal aggregate 
expenditures for male and female teams 
are not required. Rather, the pattern of 
expenditures should not result In a dis¬ 
parate effect on opportunity. Recipients 
must not discriminate on the basis of 
sex in the provision of necessary equip¬ 
ment, supplies, facilities, and publicity 
for sports programs. The fact that dif¬ 
ferences in expenditures may occur be¬ 
cause of varying costs attributable to dif¬ 
ferences in equipment requirements and 
levels of spectator interest does not ob¬ 
viate in any way the responsibility of 
educational institutions to provide equal 
opportunity. 

ATHLETIC SCHOLARSHIPS 

As part of the self-evaluation and 

planning process discussed above, edu¬ 


cational institutions must also ensure 
that equal opportunity' exists in the pro¬ 
vision of athletic scholarships. Section 
86.37(c> provides that “reasonable op¬ 
portunities” for athletic scholarships 
should be “in proportion to the number 
of students of each sex participating in 
intersohoiastic or Intercollegiate athlet 
les” 

Following the approach of permlttinK 
separate teams, 5 86.37(c) of the regu¬ 
lation permits the overall allocation of 
athletic scholarships on the basis of sex 
No such separate treatment is permitted 
for non-athletic scholarship*. 

The thrust of the athletic scholars!Up 
section is the concept of reasonableness 
not strict proportionality in the alloca¬ 
tion of scholarships. The degree of in¬ 
terest and participation of male and 
female students In athletics is the criti¬ 
cal factor In determining whether the 
allocation of athletic scholarships con¬ 
forms to the requirements of the regu¬ 
lation. 

Neither quotas nor fixed percentages 
of any type are required under the regu¬ 
lation. Rather, the Institution is required 
to take a reasonable approach in its 
award of athletic scholarships, consider¬ 
ing the participation and relative in¬ 
terests and athletic proficiency of it* 
students of both sexes. 

Institutions should assess whether 
male and female athletes In sports at 
comparable levels of competition are af¬ 
forded approximately the same oppor¬ 
tunities to obtain scholarships. Where 
the sports offered or the levels of com¬ 
petition differ for male and female stu 
dents, the institution should assess it 
athletic scholarship program to deter 
mine whether overall opportunities to 
receive athletic scholarships are roughly 
proportionate to the number of student 
of each sex participating in tntercolle^ .- 
ate athletics. 

If an educational institution decide* 
not to moke an overall proportionate 
allocation of athletic scholarships on ihr 
basis of sex. and thus, decides to award 
such scholarships by other means surh 
as applying general standards to appli- 
cants of both sexes, institutions should 
determine whether the standards used to 
award scholarships are neutral. i.e. based 
on criteria which do not inherently dis¬ 
advantage members of either sex. The: 1 
are a number of ”neutral” standard 
which might be used including financl.il 
need, athletic proficiency or a combina¬ 
tion of both. For example, an initltuti* n 
may wish to award its athletic scholui 
ships to all applicants on the basis of 
need after a determination of a cer¬ 
tain level of athletic proficiency. This 
would be permissible even if its result* 
in a pattern of award which differs from 
the relative levels of interests or partici¬ 
pation of men and women students 
long as the Initial determination of 
athletic proficiency is based on neutral 
standards. However, if such standards 
are not neutral in substance or in ap¬ 
plication then different standards would 
have to be developed and the use of the 
discriminatory standard discontinues 
For example, when “ability” is used wj 
a basis for scholarship award and the 
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range of ability In a particular sport, 
at the time, differs widely between the 
sexes, separate norms must be developed 
for each sex. 

AVAILABILITY OF ASSISTANCE 

We In the Office for Civil Rights will 
be pleased to do everything possible to 
assist school officials to meet their Title 
IX responsibilities. The names, address¬ 
es nnd telephone numbers of Regional 
Offices for Civil Rights are attached. 

Petkb E. Holmes. 

Region I (Connecticut, Maine. Mavutchu- 
aelto. New Hampshire. Rhode Island, Ver¬ 
mont) : RKO General Building. Bui finch 
Place. Boa ton. Massachusetts 02114 (017) 
^3-6397. 

Region II (New Jersey, New York. Puerto 
RIoo, Virgin Islands): 20 Federal Plaza, 
New York, New York 10007 (212) 264-4633 
Region ni (Delaware. DC., Maryland. 
Pennsylvania, Virginia, West Virginia): 
Gateway Building. 3536 Market Street. 
Philadelphia. Pennsylvania 19104 (215) 

596*6772. 

Region IV Alabama, Florida. Georgia. Ken¬ 
tucky. Mississippi. North Carolina, South 
Carolina. Tennessee): 50 Seventh 8treet, 
NJL, Atlanta. Oeorgia 30323 (404 ) 520- 

3312. 

Re,rion V (Illinois, Indiana, Minnesota, 
Michigan. Ohio. Wisconsin): 300 S. Wackcr 
Drive, Chicago. Illinois 60600 (312) 353- 

7742. 

Region VI (Arkansas. Louisiana. New Mex¬ 
ico, Oklahoma, Texas): 1114 Commerce 
Street, Dallas, Texas 75202 (214) 740- 

3301. 

Region VTI (Iowa. Kansas, Missouri. Ne¬ 
braska): Twelve Qrand Building. 1150 
Grand Avenue. Kansas City, Missouri 64106 
(810) 374-2474. 

Region V1H (Colorado. Montana, North Da¬ 
kota. South Dakota, Utah. Wyoming): 
Federal Building, 1961 Stout Street, Den¬ 
ver. Colorado 80202 (303) 637-2025. 

Region IX (Arizona. California. Hawaii. Ne¬ 
vada) : Phelan Building. 760 Market Street. 
San Francisco. California 94102 (416 ) 566- 
8586. 

Region X (Alaska, Idaho, Oregon, Washing¬ 
ton) : Arcade Plaza Building, 1321 Second 
Avenue. Seattle. Washington 06101 (206) 

442 0473. 

U S. DEPARTMENT OF 
HEALTH. EDUCATION. AND WELFARE 

Office for Civil Rights 
Washington, D.C. 2020L (202) 245-6700 
IFR Doc.75-30346 Filed 11-10 75;8:46 amj 


national advisory council on 

EDUCATION PROFESSIONS DEVELOP¬ 
MENT 


Meeting 

Notice is hereby given, pursuant to 
Section 10(a)(2). Public Law 92-463. 
Uiat the next meeting of the National 
Advisory Council on Education Profes- 
Mon* Development will be held on 
Wednesday, December 3, 1975, 9 am. 
w 5 pm.. Thursday. December 4. 1975. 
? * pjn - and Friday. December 5. 
wa. 9 a m. to 12 noon, local time, at the 
HunUngton-Sheraton Hotel. Pasaden*. 
California. 

The National Advisory Council on 
fciucatlon Professions Development is es¬ 


tablished under 8ect!on 502 of the Edu¬ 
cation Professions Development Act 
(Public Law 90-35). The Council Is 
charged with the review of the Educa¬ 
tion Professions Development Act and 
of all other Federal programs for the 
training and development of educational 
personnel. 

The meeting of the Council Is open 
to the public. The proposed agenda in¬ 
cludes discussion of the Federal role and 
legislative proposals concerning educa¬ 
tion professions development, progress 
reports on Competency-Based Teacher 
Education. Mainstreaming, and Educa¬ 
tional Technology, as well as a tour of 
alternative schools in the Pasadena area. 

Since the meeting on Thursday. De¬ 
cember 4. 1975 Involves site visits to al¬ 
ternative schools, members of the public 
planning to attend must proride their 
own transportation and should give ad¬ 
vance notice of their Intention to attend 
the meeting by calling the Council (202- 
382-8712) or by mail no later than Mon¬ 
day. December 1, 1975. 

Records are kept of all Council pro¬ 
ceedings and are available for public in¬ 
spection at the Council offices, located at 
1111 20th Street, NW.. Suite 306, Wash¬ 
ington. D.C. 20036. 

Signed at Washington, D.C. on Novem¬ 
ber 4. 1975. 

GEORGE E. ARNSTEm. 

Executive Director. 

|FR Doc.75-30336 Filed ll-IO-75;8:45 om.f 


Office of Education 

OFFICE OF PLANNING, BUDGETING, 
AND EVALUATION 

Statement of Organization, Functions, and 
Delegations of Authority 

Part 2 (Office of Education). Section 
2-B, Organization and Functions, of the 
Statement of Organization. Functions, 
and Delegations of Authority for the De¬ 
partment of Health. Education, and Wel¬ 
fare is hereby amended as follows: 

The statement published in the Fed¬ 
eral Register on November 21. 1973. at 
38 FR 32154 under the heading “Office of 
Planning. Office of Planning. Budgeting, 
and Evaluation" is deleted in its entirety, 
and a new statement is added to read as 
follows: 

Omit or Planking. Budgeting, and 
Evaluation 

The Office of Planning, Budgeting, and 
Evaluation plans and evaluates overall Of¬ 
fice programs and provides guidance and co¬ 
ordination foe bureau and staff office pro¬ 
gram planning, budgeting and evaluation. 
Prepares special studies necessary for the 
punning of educational policies, and pro¬ 
vides advice on formulation of office policies, 
legislative proposals, and types of informa¬ 
tion to be collected to evaluate effect of Fed¬ 
eral Educational programs. 

Division of Elementary and Secondary Pro- 
grams. Is responsible for evaluating the ef¬ 
fectiveness of Office of Education programs 
in the area of elementary and secondary edu¬ 
cation. Designs and directs major national 
evaluation studies and develops program 
policy recommendations on the basis of the 
studies. Develops evaluation standards and 
models for use by tbs States snd local edu- 
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cationn! agencies In evaluating programs sup¬ 
ported by Title I of the Elementary and 
Secondary Education Act. Identifies and 
packages exemplary educational practices 
snd products, tests them, and recommends 
them for dissemination. Analyzes proposed 
Office of Education Operational planning sys¬ 
tem objectives and monitors their Imple¬ 
mentation. Reviews materials submitted for 
five-year program and financial plan to as¬ 
sure incorporation of the latest evaluation 
Information. Prepares analyses papers sup¬ 
porting the planning-programming-budget¬ 
ing system. 

Division of PoMtsecondary Programs, Is re¬ 
sponsible for evaluating the effectiveness of 
Office of Education programs in the ores of 
posSecondary and International education. 
Designs and directs major national evalua¬ 
tion studies and develops program policy 
recommendations on the basts of the studies. 
Analyzes proposed Office of Education opera¬ 
tional planning system objectives and moni¬ 
tors their Implementation. Reviews materials 
submitted for five-year program and finan¬ 
cial plan to assure incorporation of the latest 
evaluation information. Prepares analysis 
papers supporting the planning-program¬ 
ming-budgeting system. 

Division of Occupational. Handicapped, 
and Development Programs. Is responsible for 
evaluating the effectiveness of Office of Edu¬ 
cation programs In the areas of occupational 
and adult education, education for the handi¬ 
capped. Indian education, libraries, educa¬ 
tional technology, dissemination, statistics, 
education professions development, and 
other developmental fields. Designs and di¬ 
rects major national evaluation studk* and 
develops program policy recommendations 
on the basis of the studies. Develops and 
maintains a system of reports from the States 
on their receipt and use of Federal funds un¬ 
der assistance programs. Analyzes proposed 
Office of Education operational planning 
system objectives and monitors their Imple¬ 
mentation. Reviews materials submitted for 
five-year program and financial plan to as¬ 
sure incorporation of the latest evaluation 
Information. Prepares analysts papers sup¬ 
porting the plannlng-proKrammlng-budget- 
Ing system. 

Division of Planning and Budgeting . Is re¬ 
sponsible for preparing snd defending the 
Forward Plan and annual budget estimates 
of the Office of Education. Including neces¬ 
sary liaison with the Office of the Secrotary. 
DHEW. the Office of Management and Budg¬ 
eting. and the Appropriations and Budget 
Committees of the Congress. Implements 
major planning and budgetary dcctsions in¬ 
cluding the assurance that program budgets 
are congruent with overall agency goals, ob¬ 
jectives, and priorities. Develops analysis of 
program issues and integrates policy analyses 
with budget proposals. Receives All funds ap¬ 
propriated or transferred to the Office of Edu¬ 
cation and Issues allotments and limitations 
to the subdivisions of the Office. Administers 
the anti-deficiency regulations. 

Dated: November 3.1975. 

Joitn Ottina. 
Assistant Secretary for 
Administration and Management. 

(FR Doc.75-30345 Filed 11-10-75:8:45 am] 


Office of the Secretory 

SUPPORT FOR IMPROVEMENT OF 
POSTSECONDARY EDUCATION 

Closing Date for Receipt of 
Preapplications 

Notice is hereby given that pursuant 
to the authority contained In section 104 
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of the General Education Provisions Act 
<20 U.S.C. mid), “Support for improve¬ 
ment of postsecondary educationpre- 
applications are being accepted from in¬ 
stitutions of postsecondary education 
and other public and private educational 
institutions and agencies for grants and 
contracts directed toward the Improve¬ 
ment of postsecondary education. 

Preappllcatlons must be received by 
the UB. Office of Education Application 
Control Center on or before January 5, 
1976. 

A. Preapplications sent by mail. A pre- 
application sent by mail should be ad¬ 
dressed as follows: UB. Office of Educa¬ 
tion, Application Control Center. Grant 
and Procurement Management Division. 
400 Maryland Avenue SW., Washington, 
DC. 20202, Attention: 13:538. A preap- 
plicatlon sent by mail will be considered 
to be received on time by the Application 
Control Center if: 

<1) The preappllcatlon was sent by 
registered or certified mail not later 
than December 31, 1975, as evidenced by 
the U.8. Postal Service postmark on the 
wrapper or envelope, or on the original 
receipt from the UB. Postal Service; or 

(2) The preappllcatlon is received on 
or before the closing date by either the 
Department of Health, Education, and 
Welfare, or the U.8. Office of Education 
mall room In Washington. D C. In estab¬ 
lishing the date of receipt, the Director 
of the Fund for the Improvement of 
Postsecondnry Education will rely on the 
time-date stamp of such moil rooms or 
other documentary evidence of receipt 
maintained by the Department of 
Health. Education, and Welfare, or the 
U.S. Office of Education. 

B. Hand delivered preapplications. A 
preappllcatlon to be hand delivered must 
be taken to the UB. Office of Education 
Application Control Center. Room 5673. 
Regional Office Building Three. 7th and 
D Streets SW.. Washington. D C. Hand 
delivered preapplications will be accepted 
daily between the hours of 8:00 am. and 
4:00 pjn. Washington. D.C. time except 
Saturdays, Sundays, or Federal holidays. 
Preapplications will not be accepted after 
4:00 pjn. on the closing date. 

C. Program information and forms. In¬ 
formation and preapplication forms may 
be obtained from the Fund for the Im¬ 
provement of Postsecondary Education. 
400 Maryland Avenue SW., Room 3141, 
FOB-6. Washington. D C. 20202. 

D. Applicable regulations. Awards 
under this program will be sub ject to the 
regulations published as 45 CFR Part 
1501 at 40 FR 12266-9 (March 18. 1975), 
except to the extent that those regula¬ 
tions are revised by the notice of pro¬ 
posed rulemaking published In today's 

issue at 40 FR_That notice, subject 

to ita being published In final form, will 
also govern the providing of assistance 
under the program. 

(Federal Domestic Assistance Catalogue No. 
13 538: Fund for the Improvement of Poet- 
necondary Education) 

Virginia B. Smith. 

Director of the Fund for the Im¬ 
provement of Postsccondary 
Education. 

JFK Doc.75-30264 Filed ll-10-7S;8:45 am| 


DEPARTMENT OF 
TRANSPORTATION 

Federal Aviation Administration 

TERMINAL INSTRUMENT PROCEDURES 

(TER PS) ADVISORY COMMITTEE, 

WORKING GROUP FOR NAVIGATION 

SYSTEM ACCURACY 

Notice of Meeting 

Notice is hereby given, pursuant to the 
Federal Advisory Committee Act of 1972 
<86 Stat, 770), that the Navigation Sys¬ 
tem Accuracy Working Group of the UJS. 
Terminal Instrument Procedure 
<TERPs) Advisory Committee will hold 
a meeting on December 8. 1975, conven¬ 
ing at 9 am., ca.t.. In Star Manor Rooms 
I, II. and in of the Sheraton Inn—Ok¬ 
lahoma City Airport, Oklahoma City. 
Oklahoma. This meeting of the Naviga¬ 
tion System Accuracy Working Group is 
conducted with the approval and under 
the auspices of the TERPs Advisory 
Committee. 

The agenda item for this meeting is a 
discussion and review of navigation sys¬ 
tem accuracies as related to fix accu¬ 
racies and obstacle clearance require¬ 
ments presently specified in the TERPs 
Handbook. 

All those Interested In attending the 
meeting should contact Earnest E. Cal¬ 
laway, Chairman, Working Group for 
Navigation System Accuracy. Federal 
Aviation Administration, Flight Inspec¬ 
tion National Field Office. P.O. Box 25082, 
Oklahoma City, Oklahoma 73125, tele¬ 
phone: <405) 668-4164. The meeting will 
be open to the public. 

Issued in Washington, D.C. on Octo¬ 
ber 30. 1975. 

James A. Forgas. 

Chairman , U.S. Terminal In¬ 
strument Procedures (TERPs ) 
Advisory Committee. 

[FR Doc.5 30266 Filed 11-10-6:8 45 am) 


UNITED STATES TERMINAL INSTRUMENT 

PROCEDURES (TERPs) ADVISORY COM 

MITTEE 

Notice of Meeting 

Notice is hereby given that the United 
States Terminal Instrument Procedures 
«TERPs) Advisory Committee will hold 
a meeting beginning at 9 am. c.s.t.. 
December 9-12, 1975, in Star Manor 
Rooms I, II, and HI of the Sheraton 
Inn—Oklahoma City Airport, Oklahoma 
City, Oklahoma. The following agenda 
item is scheduled for this meeting. 

Discussion. Preparation of final draft 
for publication in the United States 
Standards for Terminal Instrument Pro¬ 
cedures * TERPs) Handbook 8260.3A. 

a. New Chapter 12. Departure Proce¬ 
dures. 

b. Recommendations for changes to 
the TERPs handbook. 

All those interested in attending the 
meeting should contact James A. Forgas. 
Chief, Flight Procedures Standards 
Branch. AFS-260.800 Independence Ave¬ 
nue, SW.. Washington. D.C. 20591, tele¬ 
phone: <202> 426-8144. The meeting will 
be open to the public. 


Issued in Washington, D.C. on Octo¬ 
ber 30, 1975. 

James A. Forgas, 
Chairman. UJS. Terminal Instru¬ 
ment Procedures (TERPs* 
Advisory Committee. 

[FR Doc.75-30253 Piled 11-10-75:8:45 am] 


U.S. ADVISORY COMMITTEE ON 
OBSTACLE CLEARANCE REQUIREMENTS 

Notice of Meeting 

Notice is hereby given that the United 
States Advisory Committee on Obstacle 
Clearance Requirements will hold a 
meeting beginning at 9 a m., Decem¬ 
ber 16, 1975, in Room 9A, Federal Avia¬ 
tion Administration Building. 800 In¬ 
dependence Avenue. SW., Washington 
D.C. 

The agenda item for this meeting is a 
discussion leading to the U.8. position on 
the obstacle clearance requirements for 
CAT I/H ILS for incorporation in ICAO 
document. Procedures for Air Navigation 
Services, Doc. 8166-OPS/611/3. 

This meeting is open to the public 
Persons Interested in attending the meet¬ 
ing should contact Gerald E. Gibson. 
Chairman. UB. Advisory Committee on 
Obstacle Clearance Requirements, Fed¬ 
eral Aviation Administration. AFS-260. 
800 Independence Avenue, SW., Wash¬ 
ington. D.C. 20591, telephone: <202* 
426-8144, 

Issued in Washington. D.C. on Octo¬ 
ber 30. 1975. 

Gerald E. Gibson. 

Chairman. UJS . Advisory Com¬ 
mittee on Obstacle Clearance 
Requirements. 

(FR Doc.76-30254 Plied 11-10-76:8:45 am) 

CIVIL AERONAUTICS BOARD 

(Docket 28332; Order 76-10-1131 

PAN AMERICAN WORLD AIRWAYS, INC 

AND TRANS WORLD AIRLINES, INC., 

ET AL 

Order Relating to North Atlantic Cargo 
Rates 

Correction 

In FR Doc. 75-29493, appearing at page 
51078. in the issue for Monday. Novem¬ 
ber 3. 1975, on page 51079, in the first 
column, in the second full paragraph 
the seventh line reading "language of the 
resolution. The present", should read 
"language was originally' drafted at a 
time when*’. 


COMMISSION ON CIVIL RIGHTS 
CONNECTICUT ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 
Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.8. Commission on Civil Right?, 
that a planning meeting of the Connec¬ 
ticut Advisory Committee <8AC> to this 
Commission will convene at 7:30 jua 
and end at 11 pjn. on December 9, 1975. 
Holiday Inn 900 E Main, Meridia, Con¬ 
necticut 06450. 
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Persons wishing to attend this meet¬ 
ing should contact the Committee Chair¬ 
person, or the Northeastern Regional Of¬ 
fice of the Commission. Room 1639. 26 
Federal Plaza, New York, New York 
10007. 

The purpose of this meeting Is to con¬ 
sider new projects. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington. DC., Novem¬ 
ber 6, 1975. 

Isaiah T. Creswell, Jr.. 

Advisory Committee 
Management Officer. 

|FR Doc.75-30349 FUed 11-10-75:8:45 am] 


DISTRICT OF COLUMBIA ADVISORY 
COMMITTEE 

Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to 
the provisions of the Rules and Regula¬ 
tions of the UjS. Commission on Civil 
Rights, that a planning meeting of the 
District of Columbia Advisory Committee 
will convene at 12 noon and end at 1 
pm., on December 16. 1975, at the Civil 
Rights Commission. U21 Vermont Ave¬ 
nue. NW.. Washington, D.C. 20425. 

Persona wishing to attend this meeting 
should contact the Committee Chair- 
person, or the Mid-Atlantic Regional Of¬ 
fice of the Commission. Room 510, 2120 
L Street, NW.. Washington. D.C. 20037. 

The purpose of this meeting is to plan 
for upcoming activity of the Committee. 
Identify major civil rights issues affect¬ 
ing the District of Columbia. 

This meeting will be conducted pursu¬ 
ant to the Ruies and Regulations of the 
Commission. 

Dated at Washington, D.C., November 

5 f 1975. 

Isaiah T. Creswell, Jr., 
Advisory Committee 
Management Officer . 

[FR Doc.75 30350 Filed 11-10-75:8:45 tun) 


ILLINOIS ADVISORY COMMITTEE 
Cancellation of Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the Illinois 
Advisory Committee to this Commission 
originally scheduled for November 19. 
1275. has been cancelled. 

Dated at Washington. D.C.. Novem¬ 
ber 5. 1975. 

Isaiah T. Creswell. Jr., 
Advisory Commit!ee 
Management Officer. 

;FR Doc75 30348 Filed U-i0-75;8:45 amj 


ILLINOIS ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 


of the U.8. Commission on Civil Rights, 
that a planning meeting of the Illinois 
Advisory Committee (8AC) to this Com¬ 
mission will convene at 1:30 pjn. and 
end at 4 p.m. on December 4, 1975, at 230 
South Dearborn Street. Conference 
Room 3251. Chicago, Illinois 60604. 

Persons wishing to attend this meet¬ 
ing should contact the Committee Chair¬ 
person, or the Midwestern Regional 
Office of the Commission, 32nd Floor. 230 
South Dearborn Street, Chicago. Illinois 
60604. 

The purpose of this meeting is to draft 
position paper on desegregation to be 
presented to the mmols State Board of 
Education: ond to develop plans for pro¬ 
grams for the period from January 
through October 1976. 

This meeting will be conducted pursu¬ 
ant to the Rules and Regulations of the 
Commission. 

Dated at Washington. D.C., Novem¬ 
ber 5. 1975. 

Isaiah T. Creswell, Jr.. 

Advisory Committee 
Management Officer. 

I FR Doc.75-30352 FUcd 11-10-75:8:45 am] 


INDIANA ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to 
the provisions of the Rules and Regula¬ 
tions of the U.S. Commission on Civil 
Rights, that a planning meeting of the 
Indiana Advisory Committee (SAC) to 
this Commission will convene at 9 ajn. 
and end at 3 p m. on December 6. 1975. 
Holiday Inn, 800 E 81st Street. Merri- 
ville, Indiana. 

Persons wishing to attend this meet¬ 
ing should contact the Committee Chair¬ 
person. or the Midwestern Regional 
Office of the Commission. Room 1428. 230 
South Dearborn Street. 32nd Floor, 
Chicago, Illinois 60604 

The purpose of this meeting is to dis¬ 
cuss Migrant Follow-up; Status of Bi¬ 
lingual Legislation and Lake County Bi¬ 
lingual Study. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of the 
Commission. 

Dated at Washington. D.C.. Novem¬ 
ber 5. 1975. 

Isaiah T. Creswell, Jr. 

Advisory Committee 
Management Officer . 

I PR Doc.76-30351 Filed 11-10-75:8:45 am] 


NEW JERSEY ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the New Jer¬ 
sey Advisory Committee (SAC) to this 
Commission will convene at 7:30 p.m. 
and end at 11 p.m. on December 11, 
1975, at the Labor Education Center 
Rutgers University. New Brunswick 
Campus. New Brunswick, New Jersey. 


Persons wishing to attend this meeting 
should contact the Committee Chairper¬ 
son. or the Northeastern Regional Office 
of the Commission. Room 1639, 26 Fed¬ 
eral Plaza, New York 10007. 

The purpose of this meeting is a re¬ 
port by subcommittees on abortion for 
migrants and affirmative action. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington. D.C. Novem¬ 
ber 5. 1975. 

Isaiah T. Creswell, Jr.. 

Advisory Committee 
Management Officer. 

[FR Doc.75-30353 Piled 11-10-75:8:45 am] 


NORTH DAKOTA AND SOUTH DAKOTA 
ADVISORY COMMITTEES 

Agenda and Notice of Open Meeting 

Notice Is hereby given, pursuant to 
the provisions of the Rules and Regula¬ 
tions of tho U.S. Commission on Civil 
Rights that a planning meeting of the 
North Dakota and South Dakota Ad¬ 
visory Committees (SAC) to this Com¬ 
mission will convene at 10 a.m. and end 
at 4 p.m. on December 1, 1975. at Build¬ 
ing #61. United 8ioux Tribal Offices, 
3315 So. Airport Road, Bismarck 58501. 

Persons wishing to attend this meet¬ 
ing should contact the Committees 
Chairpersons, or the Mountain States 
Regional Office of the Commission, Room 
216, 1726 Champa Street, Denver. Colo¬ 
rado 80202. 

The purpose of tills Joint meeting of 
the North and South Dakota Advisory 
Committees, steering subcommittee is to 
plan for a Joint project to be under¬ 
taken in 1976. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of the 
Commission. 

Dated at Washington. D.C., Novem¬ 
ber 5. 1975. 

Isaiah T. Creswell. Jr.. 

Advisory Committee 
Management Officer . 
|FR Doc 75-30354 Plied 11-10-75:8:45 am] 


OKLAHOMA ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a planning meeting of the Oklahoma 
Advisory Committee (SAC) to this Com¬ 
mission will convene at 7 p.m. and end at 
10 pjn. on December 4. 1975. at Lincoln 
Flora Inn. Plaza Suite 3, 4345 N. Lincoln, 
Oklahoma City, Oklahoma. 

Persons wishing to attend this meeting 
should contact the Committee Chairper¬ 
son. or the Southwestern Regional Office 
of the Commission. Room 231, New Moore 
Building, 106 Broadway, San Antonio. 
Texas 78205. 

The purpose of this meeting is to dis¬ 
cuss the SAC proposal on State and 
Municipal Employment in Oklahoma and 
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to discuss additional planning relating to 
the project. 

This meeting should be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission- 

Dated at Washington. D C.. November 
5. 1975. 

Isaiah T. Criswell. Jr., 
Advisory Committee 
Management Officer. 

[PR Doc.76-30360 Piled 11-10-76:8:46 am[ 


PENNSYLVANIA, DELAWARE ADVISORY 
COMMITTEES 

Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a hearing of the Pennsylvania, Dela¬ 
ware Advisory Committees <SAC> to this 
Commission will convene at 9 p.m. and 
will end 6 pm., each day on December 
4-5,1975, Court House. High Street. West 
Chester. Pennsylvania 19380. 

Persons wishing to attend this meeting 
should contact the Committee* Chair¬ 
persons. or the Mid-Atlantic Regional 
Office of the Commission. Room 510. 3120 
L Street. NW.. Washington. D.C. 20037. 

The purpose of this hearing is to gather 
information concerning the denial of 
equal protection for mushroom workers 
under Pennsylvania, Delaware and Fed¬ 
eral laws- 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
tlu> Commission 

Dated at Washington. D C.. November 
5. 1975. 

Isaiah T. Criswell. Jr., 
Advisory Committee 
Management Officer. 

|FR Doc.75-60355 Piled 11-10-75:8:45 am] 


RHODE ISLAND ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to 
the provisions of the Rules and Regula¬ 
tions of the U 3. Commission on Civil 
Rights, that a planning meeting of the 
Rhode Island Advisory Committee 
(SAC) to this Commission will convene 
at 4 p.m. and end at 6 pm. on December 
2, 1975, at Central Congregational 

Church. 296 Angell Street, Providence, 
Rhode Island 02906. 

Persons wishing to attend this meeting 
should contact the Committee Chairper¬ 
son. or the Northeastern ' .egional Office 
of the Commission, Room 1639, 26 Fed¬ 
eral Plaza. New York. New York 10007, 

The purpose of this meeting is to con¬ 
sider project proposals and election of 
officers. 

This meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington, D.C., November 
5,1975. 

Isaiah T. Criswell, Jr., 
AdvUory Committee 
Management Officer . 

[PR Doc 75-30357 Piled 11-10-76:8:45 am| 


VERMONT ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
Rules and Regulations of the U.S. Com¬ 
mission on Civil Rights, that a planning 
meeting of the Vermont Advisory Com¬ 
mittee (SAC) to this Commission will 
convene at 7:30 pm. and end at 11 pm. 
on December 8, 1975, at the Tavern 
Motor Inn. 

Persona wishing to attend this meeting 
should contact the Committee Chairper¬ 
son. or the Northeastern Regional Office 
of the Commission, Room 1639, 26 Fed¬ 
eral Plaza. New York 10007. 

The purpose of this meeting is to con¬ 
sider project proposals and election of 
officers. 

Tills meeting will be conducted pur¬ 
suant to the Rules and Regulations of 
the Commission. 

Dated at Washington, D.C., November 
5, 1975. 

Isaiah T. Criswell. Jr., 
Advisory Committee 
Management Officer . 

| FR Doc.75-30358 Piled 11-10-75:8-45 am] 


VIRGINIA ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the United States Commission on 
Civil Rights, that a planning meeting of 
the Virginia Advisory Committee (SAC) 
to this Commission will convene at 7 pm. 
and will end at 10 pm. on December 3, 
1975, at City Hall. 5th Floor Conference 
Room, Richmond. Virginia 23219. 

Persons wishing to attend this meeting 
should contact the Committee Chairper¬ 
son. or the Mid-Atlantic Regional Office 
of the Commission, Room 510, 2120 L 
Street. NW.. Washington. D.C. 20425. 

The purpose of this meeting is to plan 
future activities and program strategies. 

This meeting will be conducted pursu¬ 
ant to the Rules and Regulations of the 
Commission. 

Dated at Washington, D.C., Novem¬ 
ber 5. 1975. 

Ihatah T. Criswell, Jr., 
Advisory Committee 
Management Officer. 

|PR Doc.75 30359 Filed 11-10-75:8:45 ax»| 


WYOMING ADVISORY COMMITTEE 
Agenda and Notice of Open Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Right*, 
that a planning meeting of the Wyoming 
Advisory Committee (SAC) to this Com¬ 
mission will convene at 2 pm. and end 
at 4 p.m. on December 1, 1975, 300 W. F 
Street, Casper. Wyoming 82601. 

Persons wishing to attend this meet¬ 
ing should contact the Committee Chair¬ 
person, or the Mountain States Regional 
Office of the Commission. Room 216, 1726 
Champa Street, Denver, Colorado 80202. 

The purpose of this meeting is to 
identify civil rights Issues for next SAC 


project; review commission's rules and 
regulations and review of planning steps 
for SAC project. 

This meeting will be conducted pursu¬ 
ant to the Rules and Regulations of the 
Commission. 

Dated at Washington, D.C., Novem¬ 
ber 5, 1975. 

Isaiah T. Creswell, Jr.. 

Advisory Committee 
Management Officer. 

[FR Doc .76-30360 Filed 11-10-76:8:46 tan] 

CIVIL SERVICE COMMISSION 

FEDERAL EMPLOYEES PAY COUNCIL 
Notice of Meeting 

Pursuant to section 10(a) (2) of the 
Federal Advisory Committee Act, Public 
Law 92-463, notice is hereby given that 
the Federal Employee* Pay Council will 
meet at 2:00 pm. on Wednesday. No¬ 
vember 26, 1975. This meeting will be 
held in room 5323 of the U.S. Civil Sen - 
Ice Commission building. 1900 E Street. 
N.W., and will consist of continued dis¬ 
cussions on future comparability adjust¬ 
ments for the statutory pay systems, de¬ 
fined in section 5301 of title 5. United 
State* Code, of the Federal Government. 

The Chairman or the U.S. Civil Serv¬ 
ice Commission Is responsible for the 
making of determinations under section 
10(d) of the Federal Advisory Committee 
Act as to whether or not meetings of the 
Federal Employees Pay Council shall be 
open to the public. He has determined 
that this meeting will consist of ex¬ 
changes of opinions and information 
which, if written, would fall within ex¬ 
emptions (2) or (5) of 5 U.S.C. 552' h* 
Therefore, this meeting will not be open 
to the public. 

For the President’s Agent: 

Richard H. Hali , 

Advisory Committee Management 
Officer for the President's Agent 

[FR Doc.75-30529 riled 11-10-75:8:45 ami 


COMMITTEE FOR THE IMPLEMEN 
TATION OF TEXTILE AGREEMENTS 

CERTAIN COTTON AND MAN-MADE FIBER 
TEXTILE PRODUCTS PRODUCED OR 
MANUFACTURED IN THE REPUBLIC OF 
CHINA 

Entry or Withdrawal From Warehouse- lor 
Consumption 

November 6, 1975 

On June 19. 1975, there was published 
in the Federal Register (40 FR 25848 > 
a letter dated June 13, 1975 from die 
Chairman, Committee for the Imple¬ 
mentation of Textile Agreement*, to the 
Commissioner of Customs. Implementing 
those provisions of the Bilateral Cotton. 
Wool and Man-Made Fiber Textile 
Agreement of May 21. 1975, between the 
Government* of the United States and 
the Republic of China which establish 
specific export limitations on certain cot¬ 
ton and man-made fiber textile products 
produced or manufactured In the Rcpub* 
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11c of China and exported to the United 
States (1) during the twelve-month pe¬ 
riod beginning on January 1. 1975 for 
cotton textiles and cotton textile prod¬ 
ucts; and (2) during the fifteen month 
j>oriod beginning on October 1, 1974 and 
extending through December 31,1975 for 
man-made fiber textile products. As set 
forth in that letter, the levels of restraint 
arc subject to adjustment pursuant to 
paragraph 8(a) (il> of the Bilateral Cot- 
ion, Wool and Man-Made Fiber Textile 
Agreement of May 21, 1975, which pro¬ 
vides that specific levels of restraint may 
exceed current-year limits by up to 6 
percent with that same amount being 
deducted from the applicable levels of 
the succeeding agreement year. 

Accordingly, at the request of the Gov¬ 
ernment of the Republic of China and 
pursuant to the provision of the bilateral 
agreement referred to above, there is 
published below a letter of November 6. 
1975, from the Chairman of the Com¬ 
mittee for the Implementation of Textile 
Agreements to the Commissioner of 
Customs amending the level of restraint 
applicable to man-made fiber textile 
products in Category 221 for the fifteen- 
month period which began on October 1, 
1974. 

Alan Polansxy. 

Chairman, Committee for the 
Implementation of Textile 
Agreements, and Deputy As¬ 
sistant Secretary for Re¬ 
sources and Trade Assistance, 
U.S. Department of Com¬ 
merce, 

Novninm 6. 1975. 

C* v mission** or Cwroxs 
Depart merit of the Treasury 
Washington, D.C. 20229. 

Dear Mr. Commissioner: On June 13. 1975. 
the Chairman. Committee for the Implemen¬ 
tation of Textile Agreements, directed you 
to prohibit entry of cotton and man-made 
fi>x*r textile products in certain specified 
rat4»Korles, produced or manufactured In the 
Republic of China and exported to the United 
States during the agreement period*, begin¬ 
ning. respectively, on January I. 1975 and 
October 1, 1974, in excess of designated level* 
°f restraint. The Chairman further advised 
you that the level* of restraint are subject 
to fulfillment. 1 

Under the term* of the Arrangement Re¬ 
garding International Trade In Textllee done 
at Geneva on December 20. 1973, pursuant 
*° paragraph 5(a) (U) of the Bilateral Cot¬ 
ton, Wool and Man-Made Fiber Textile 
A rrement of May 21, 1975, between the 

l The lerm ^adjustment" refers to those 
provisions of the BUateral Cotton. Wool and 
-Usn-Mnde Plber Textile Agreement of May 
21. 1976, between the Government* of the 
United States and the Republic of China 
which provide, in port, that: l) within the 
jmxregate and applicable group limits, specif¬ 
ic levels of restraint within Categories 1-38. 
M. 300-213, and 241-243 may be exceeded by 
J'J percent, and within Categories 39-03 and 
-14-240, by 7 percent; 2) these level* may be 
increased for carryover and carryforward up 
ffL ** percent of the applicable category 
3) administrative arrangements 
may be made to resolve minor 

problems. 


Governments of the United States and the 
Republio of China, and In accordance with 
the provisions of Executive Order 11661 of 
March 3, 1972, you are directed to amend, 
effective on November 10, 1976. the level of 
restraint established in the aforesaid direc¬ 
tive of June 13, 1975, for man-made fiber 
textUe products In Category 221 to the fol¬ 
lowing amount: 

Amended level 

Category: of restraint * (dozen) 

221 - 4.923.395 

■The level of restraint lias not been ad¬ 
justed to reflect any entries made aft** 
September 30, 1974. 

The actions taken with respect to the 
Government of the Republic of China and 
with respect to Imports of man-made fiber 
textile products from the Republic of China 
have been determined by the Committee for 
the Implementation of Textile Agreements 
to involve foregn affairs functions of the 
United States. Therefore, the directions to 
the Commissioner of Customs, being neces¬ 
sary to the implementation of such actions, 
fall within the foreign affairs exception to the 
rule-making provisions of 5 UJ3 C. 553. This 
letter will be published In the Federal Reg¬ 
ister 

Sincerely. 

Alan Polanrkt. 

Chairman, Committee for the Im¬ 
plementation of Textile Agree¬ 
ments . and Deputy Assistant Sec¬ 
retary for Resources and Trade 
Assistance, UJS. Department of 
Commerce. 

|FR Doc.75-30326 Filed 11-10-75:8:45 ami 

ENVIRONMENTAL PROTECTION 
AGENCY 

(OPP-00018; FRL 454-8] 

STATE-FEDERAL FIFRA IMPLEMENTA¬ 
TION ADVISORY COMMITTEE; WORK¬ 
ING GROUP ON ENFORCEMENT 

Notice of Meeting 

Pursuant to Pub. L. 92-463. notice la 
hereby given that a two-day meeting of 
the State-Federal FIFRA Implementa¬ 
tion Advisory Committee’s Working 
Oroup on Enforcement will be held on 
December 10 and 11. 1975. In San Fran¬ 
cisco. California. 

This is the second meeting of the 
Work ing Oroup on Enforcement under 
SFFIAC auspices. The meeting will be 
concerned with the following issues: re¬ 
cycling and reconditioning of pesticide 
containers, storage and disposal of pesti¬ 
cides and pesticide containers; use of 
registered pesticides for the control of 
agricultural pests not named on the 
label; aerial application of registered 
pesticides In the absence of label In¬ 
structions; the use of service containers 
in structural pest control; assessment of 
civil penalties against various classes of 
applicators; and other enforcement mat¬ 
ters which may arise. 

This meeting is open to the public. For 
details as to the time and place, please 
contact P. H. Gray, Jr„ Acting Chief, 
Program Support and Special Projects 
Branch. Office of Pesticide Programs, En¬ 
vironmental Protection Agency, 401 M 


Street, S.W.. Washington, D.C. 20460, 
(202) 755-G053. 

Dated November 3, 1975. 

Edwin L. Johnson. 

Deputy Assistant Administrator 
for Pesticide Programs. 

[FR Doc.75-30385 Filed 11-10-76:8:45 am] 

FEDERAL MARITIME COMMISSION 

CERTIFICATES OF FINANCIAL 
RESPONSIBILITY (OIL POLLUTION) 

Notice of Certificates Issued 

Notice is hereby given that the follow¬ 
ing vessel owners and/or operators have 
established evidence of financial respon¬ 
sibility. with respect to the vessels indi¬ 
cated. as required by Section 311 (p) (1) 
of the Federal Water Pollution Control 
Act, and have been Issued Federal Mari¬ 
time Commission Certificates of Finan¬ 
cial Responsibility*(Oil Pollution) pur¬ 
suant to Part 542 of Title 46 CFR. 
Certificate 

No. Owner/operator and pcmcI* 

01011... Aktleeelskabet dot OstaslatUke 
Kompagni: Ponderosa. 

01103... Poseidon Sc hi IT ah rt OmbH: Co¬ 
lumbia Coromandel. Adriano. 
01169— Or lens SocleU Dt Navigation* 
PA.: If are Antarttco, Mare Li- 
gure . 

01210... A3. Brovigtank: Andrea Brovig. 
01341... John I. Jacobs A Co., Ltd.: TcaJt- 
t rood. 

01383... Rederioktleboiaget Ousts! Erik- 
•on: Evocrystal. 

01423... Ch a rente Steamship Co., Ltd.: 
Strategist. 

01562... O. W. Olsdders Towing Co. Inc.: 
GWG-Z10. 

01755... Hugo Stinnes Zwelgnlederlassung 
Hamburg: Nopal Rarcnna. 
01854... Southern Towing Co.: Sandy 
Southern. 

01936... Partnership Between Steamship 
Co. Svendborg Ltd. and Steam- 
Ship Co. of 1912: Kirsten 
Maersk, 

02038... Polakle LlnJe Oceaniczne: Roman 
Pasinski. 

02182... Flanigan, Loveland Shipping Co. 

SA A Intercontinent Tankers, 
Inc.: Penuelas. 

02198... Peninsular A Oriental Steam Navi¬ 
gation Co : Oarbet a. 

02492... Interstate Oil Transport Co.: Rus¬ 
sel 105. 

02500— Collier Carbon A Chemical Corp.: 
Sister Katingo. 

02015— Alamo Barge Lines: Sun Chem 
2000, Sun Chem 2100. 

02917... Schcrkate Sabaml Keschtiranl 
Melli Arya: Arya Akhtar, Ary a 
Zar, Arya Roos. Arya Navid. Arya 
Sepand. 

02945... American Trading Transportation 
Co., Inc.: Washington Trader. 
02949— Valley Towing Service. Inc.: R- 
101 . 

03093... United Overseas Marine Corp.: 
Hongkong Beauty /. 

03475— Nlsaho Klsen K K.: Nissho Maru . 
03737— Interocean Shipping Co.: Mary 
Ann. 

03883... Ohio Borg© Line, Inc.: OBL 1009, 
OBL 1010, OBL 1011, OBL 1012, 
OBL 1013, OBL 1014 , OBL 1015 . 
OBL 1016, Steet Patriot. 

03971... Korea Shipping Corp.; Korean 
Leader. 
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Certificate 
No. 
04183. 
04226. 


04006_ 

04770_ 

06004... 

06001_ 

06008— 
05239_ 

06271... 

05378--- 

05367... 


06577.-. 


06679... 


05681... 

05886... 


06038--. 


06248.-. 

06254... 

06260— 

06378... 

06501.-. 

07073... 

07131... 

07318... 

07382... 

07993.— 

08045- 

06196— 
08206— 
08414... 


08580... 

08687.— 

08777... 
06787.— 


08818- 


08948... 


00003 - 


00010 ... 


Owner /operator and vessels 
Vita Fcxxl Products Inc.: Dipper. 
National Marine Service Inc.: 
NMS 3104. NMS 3105, NMS DD. 
2, NMS DD. 3. NMS DD. 4. 
Marquette Co.: Barge No. RL 1401 . 

Barge No. 2601 , Barge No. 2C02. 
Texaco Panama Inc.: Texaco Bra- 
til. 

Flowers Transportation Inc.: 
Tchefuncte. 

Dana* Euo A-B.: Esso Danic. Esso 
Elsinore. 

Kmo Tankers, Inc : Esso Toronto. 
Zapata Off-Shore Co.: Zapata 
Concord. 

Companla Chllena do Navegacion 
Interoceank-a: Aries. 

Twin Ctty Barge Sc Towing Co : 

Colonel George Lambert. 

Elko Risen Kabuahlki Kalaha: 
Nanko Maru. 

Par Eastern Shipping Oo.: Tolga 
Shumov. Pionerskaya Pravda. 
Pioner. Marat Kazcy, Komsomo¬ 
tets KaxcXhstana. 

Black Sea Shipping Co.: Petr 
Emtsov. Ivan Moskalenko . Vas¬ 
ily Klochkov. Parfenlty Grech - 
anyy. 

Latvian Shipping Co.t Arlstarkh 
Belopolskiy. 

Hughea Broe. Inc.: Hughes No. 
520. Hughes No. 521. Hughes No. 
522. Hughes No. 523. Hughes No. 
520. Hughes No. 33. 

Suomcu Hoyrytalva Osakcyhtio 
Pins k a Angfartygn Aktlebola- 
get: Rheinfels. 

Commercial Corp. ,, 8ovrybflot": 
Damitsa. 

Andromeda Shipping Co. 8A o t 
Panama: Pyrros V. 

Empress Shipping Oo. Ltd.: Olym¬ 
pic Destiny. 

Shod Risen Kalaha. Ltd.: Eurasia. 
Ocean Brave. 

Seven Seas Navigation Corp. Ltd.: 
Lucina. 

Seereederd Howaldt K.G.: Cam¬ 
bridge. 

R. W. Denny Corp. A Buckley A 
Co.: Scott 135. 

Shipping Co. SUedrecht N.V.: 
Sliedrecht. 

Maruahln Senpaku Kabuahlki Kal¬ 
aha: Atlantic. 

Cosmopolitan Tankers Inc.: Julia 
Conway. 

Hagan (Panama) SA.: Nagan 
Mercury. 

In toressc n tskabel AP 16. April 
1972: Nordkap. 

Navlera Iberica SA : Juo* de Cat’ 
dona. 

l.PJL Services LUL: Bristol Clip¬ 
per, Liverpool Clipper. Glasgow 
Clipper. 

Tabard Shipping Co.: Olympic De¬ 
fender. 

Dryad Shipping Co.: Olympic Dig¬ 
nity. 

Jcbeenn (UK.) Ltd.: Ringnes. 
Smlt Internationale Zee&leep-en 
Bergtngft-Bedrtjf B.V.; Smtt 
London. 

Venus Carriers Corp SA.: Rose 
Mallow 

Veb Deutfracht / Srcreedcrci: 
Levna I. 

VTO Verelnlgte Tank lager Und 
Transportation Om.hH.: Her 
den tor. 

Apex Barge Co.: Apex 3406, Apes 
3508. 


09149... Rbedcrl M Jebecn A 8* 
Jebsen. 


Emma 


Certificate 
No. 
06206... 


Owner/operator and vessels 
Soclete Narnia Chargeum Delmas- 
Vleljeux: La Rochelle. 

Marttlma Del Carlbe S-A: Moctc- 
tumall. 

Spetscs Shipping Corp.: Dafra 
Trader. 

Usui Kalun K.K.: Toga Maru. 
Laurel Ltd.: Pegasus No. L 
Rohlnla Shipping Co„ 8 A.! 
Atlantic Pioneer. 

Llnea Manaure C A.: Manaure II. 
Sodeta Rlmorchlatorl Rlunltl: 
Ciclone, VorMc«. 

10200_Hollywood Marine, Inc.: GDM 20. 

GDM 60. 

Wtntacport Shipping Co., Inc.: 

Proof Trader. 

Estonian Shipping Co.: Ioalf Du- 
brorlnskly. 

OUia Maritime Corp.: O stria U. 
Synaaaos Maritime Corp., Panama: 
Synassos. 

10481— Traocy Navigation Co.. Ltd.: 
Jennifer. 

Tower Shipping Co. Ltd.: 
Marljfcrla. 

Briscoe A race Conduit, a Joint 
Venture: Denny-Puckley 200, 
118. 120. 119, 121. 

Hydrographcr Ltd.: Yankee 

Trader. 

Bay Shipping Oorp.: Frank R. Den¬ 
ton. 

Grand Champion Tankers Ltd.: 
Marlon. 

Trans Olympus, SA: Triumph. 

I dan Shipping Corp.: Idan. 

Rlwal Shipping Inc.: Sankoklng 
Rogina Companla Navlera SA.; 
Paulina C. 

Pafcw Shipping Co. BA.: Nicolas 
AUmar Marltlma SA.: Euterpe. 
Pent!and Shipping Inc.: Anangel 
Luck. 

As ter lx Shipping Corp.: ObelU. 
M&rpaclfic Shipping Corp.: 

Efploia. 

Aragona Armadora S.A.. Frizos D. 
Stamlnos Shipping Co.. Ltd.: 

Evangelos Lem os. 

Indus Shipping Ltd : Sibreghel. 
Beeline (Shipping) Ltd.: Llr of 
Galway. 

Manchester Liners (Intermodal) 
LUL: Asian Renown. Asian Re¬ 
ward. 

New Far East Shipping SA : Sunny 
Sydney. Bright Melbourne. 
Mardlgno Cla Kav. SA: Marcella 
Traruivrorld No. 2 Tanker Service* 
Inc.: CYS Excellence. 
lapetoa Shipping Co, 8A. of 
Panama: A nemos. 

GOAL Barge Company, Inc.: 
GDM-20. GDM 60. 

By the Commission. 

Francis C. Hurney. 

Secretary. 

|FR Doc.76'30373 Filed 11-10-75:8:46 am) 


06662-.. 

06748- 

06807- 

06091_ 

09967- 


10068... 

10268... 


10341.. . 
10433 — 

10435— 

10456.. . 


10644.. . 

10340.. . 


10690— 

10600... 

10606... 


10608 _ 

10611 _ 

10614.. . 

10619 .. . 

10020_ 

10621 _ 

10624 .. . 

JC630- 

10631 .. . 

10632 .. . 

10634 .. . 

10639 _ 

10645 .. . 

10646 _ 


10647— 


10650.. . 

10663.. - 

10666.. . 
10663... 


CERTIFICATES OF FINANCIAL 
RESPONSIBILITY (OIL POLLUTION) 

Notice of voluntary revocation is here¬ 
by given with respect to Certificates of 
Financial Responsibility (Oil Pollution) 
which had been issued by the Federal 
Maritime Commission, covering the 
below indicated vessels, pursuant to part 
542 of Title 46 CFR and 8ection 311 (p) 
(1) of the Federal Water Pollution Con¬ 
trol Act, as amended. 


Certificate 

No. O wntr/operator and vesse 1 

01011-Akttatelskabet dot OoUolatiakc* 

Kumpognl: Sibonga. 

01092... Thor Dahl* Hvalfanger&eLnkup 
AS,: Thorsisle. 

01229_ Bclahlpe Co., LUL Sklbe AS 

Belbltie. 

01806... Shaw SavlU A Albion Co. Ltd : 

Captain Paddon, Landis. 
01380... Shell Tankers (UK) Ltd: 
Harpula. Vertagus. 

01361 —+ Tranaportatlon MartUmu Men- 
» cana, 8A: Primero de Junto. 

01428... Ocean Transport A Trading Ltd 
Autolycus. 

01430 _ Cory Maritime Ltd.: Dukesgarth. 

Kmghtsgarth. 

01486... Fury Shipping Co. Ltd.: Atlantic 
Fury. 

01566... Foilchrl Shipping Co. SA.: Nejoi 
01667 — Knut Kmitaen O.A.S.: Baku 
Reefer. 

01591... Nrmoo Shipping Oorp.: Nemeo 
01641... The Bank Line LUL: Teak bank 
01756.— Hugo SUnnea Zwelgnlederla?. f 
Hamburg: Star Ravenna 
01854.. . Southern Towing Oo.: NBC-601. 
01006— The Union Castle Mall 8teanuh:p 
Co.. Ltd.: Rothesay Castle. 
01935... Partnership Between Steam .'.Mp 
Co. 8vendhorg Ltd. and Stanm 
Ship Oo. of 1912 Ltd : Richard 
Maersk. 

01973... Tranxmundo Navegacion B A. Par * 
ama: Heroic Coiocotronis. 
01984-.. AkUebolaget Svcnska American 
Linen: Knugsholm. 

02022-.. C. T. Oogstad A Co.: Lyra. 

02026.. - Bye Marine Corp.: Thetis. 

02199-.. Atlantic Richfield Co.: Allan ? 
Competitor. 

02333... Diamond Shamrock Oorp.: Star 
JD II. 

02396... Orchid Maritime Corp.: Kismet 11 
02443... Panama Transoceanic Co., 8A 
Phyllis Conway. 

02573... Cardiff Shipping Co. Ltd.: Cor<f< 1 
02644. — Alma Shipping Oorp.: Callioyi 
Carras. 

02862. .. Akme Steamship Co. BA: Pena; 
Moutsaina. 

02884... West Africa Steamship Co. Ltd 
Prophet Elias. 

02940. — Valley Towing Servloe, Inc.: F P 
Thomas. 

02959. .. Kokuyo Katun Kabuahlki KMfih* 
Uisashima Maru. 

02975. — Venture Shipping ( M l W rii 
Ltd.: Shown Venture. 

08137... Cunard Steam-Ship Co. Ltd 
Ludgen. 

03246... Rederlaktleselskabet Dannehor. 
Weco Supplier III. 

03246_Borgshlpa, Inc.: Vlhorg. 

03312... Adonis Navigation Co . Ltd Za- 
neta III. 

03329. .. Hudson Waterways Corp - Eec- 
train Florida. 

03329--- Chlyoda Risen K K.: Tatnba Maru 
03438... Inul Risen Kabushlkl Raisin 
Kinnatrd Castle, Yashio-^. 

Maru. 

03458... Matauoka Risen Kabuahlki K i* 
sha: Shutoh Maru 

03459.Meijl Kalun K K : Meify t, '» 
Maru. 

03477... Ntsnil Kalun K.K.: Nanko Mar u 
03484... Sonko Risen KK : Jinko Maru. 
03516... Toko Katun K. K.: Tokai Maru 
03589... Bay Cities Transportation CV- 
Barge 22 J. 

03636_ Smith Rice Oo.: Barge 3. 

03650. .. Global Bulk Carriers Inc . Ltbcn 

Mary Ann 

03708.- Pudget Sound Tug A Barge Co 
Barge Mount Hood. 

03918... Mobil Shipping A Transports * 
Co.: Mobil Explorer. 
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Certificate 

No. Owner operator and vessel* 

0+004— Koninfclijke Java-Chlna-Poket- 
xaan LAJnen N.V.: Straat Lom¬ 
bok. 

04130 — Thomas Marine Co.: TT 7604 TT 
7005. TT 7006. TT 7007. 

04106... Transamertcan Trailer Transport, 
Inc.: Ponce de Leon , 

04461— Venua International Corp.: Venus 
Dignity. 

04567 — Ken Kteng Navigation (Pana¬ 
ma) Corp., 8A.: Jfcn Sheng, 

04043... Allaniniula Ltd.: Bur land 

04643... Kulan Carp. Ltd.: Kuland. 

04769... Tex*co Norway: Texaco Britannia 
tannia. 

05049 — Union Petroleum 5c Shipping Corp 
Monrovia: Maurice. 

06090... Petroleum Oo Ltd : Ksso 

Hampshire. 

05366... Global Shipping Corp: Sanko- 
0rain. Sankoking, Sankoqueen , 
Sankosteel. 

C«6266... engineering Consultant* Ltd.: It 
1060. Irving Ovrt Potaire. 

06478— Korea Marine Industry Develop¬ 
ment Corp : Tae Yang No. 12, 
Toe Yang No. IS. 

07646... Liberian Garret Transport. Inc.: 
World Fuji. 

06725... Great Industrie* Ltd.: Gcestha- 
ven. 

07737... Onda Shipping Corp.: Onda 

06775... Will too (Marine Services Ltd.: 
Glasgow Clipper. 

07096— Corlb Reefers N.V.: Southern 
Trader. 

07160— Zenith OBO Shipping Corp.: Dcl- 
atcarc. 

07262... Pacific Union Linen Ltd : Hong¬ 
kong Beauty. 

07374... Ocean Tramping Co Ltd.: Ming- 
tvet, Mingyao. 

07408... IntermariUcne Carriers S.A.: Kl- 
laki. 

07540... Aeniaa Shipping Co. Ltd.: Anna 
Maria. 

07593... Oteandrus Shipping Co. Ltd.: //y- 
acinth. 

07709—. Eiauaar 8-A—Panama: San Fran- 


07811... 


07934..* 

07042_ 

07966_ 

06009_ 

08304... 

08362_ 

08451... 

08529_ 

«KM2... 

09184... 

00192..., 

09272_ 

00277... 

0&312_ 

WM84_ 

09528_. 

W921_ 

1004!_ 

* 0170 ... 


cesco. 

Campbell Industries & San Diego 
Marine Construction carp : Re¬ 
nown. 

Ship Operators of Plorlda. Inc,: 
Clella 

Sola tad Reden A-5 ; Sol Tulla. 
Buenaventura Marine Jnc.: Se¬ 
quoia. 

Celestial Navigation Corp.; Ade- 

tina. 

Botany Bay Shipping Co . Inc : 
Botany Bay. 

Maatnavco Ltd.: Sea/ord. 

Col ml 8 A. Panama M/V “Ann- 
roae**: Annrose. 

1‘artrederlet Nopal Sand: Nopal 
Sea. 

N.V. Motoracheepvaartmaal- 
achAppij “Candide 0 : Candlde. 
Kyrlaiou Shipping Co., Ltd,: 
Athenian Star. 

Orion 8teomship Co.. S.A.: Dia¬ 
mond Eagle. 

Ole Schroder Bolding Co,. AS.: 
Saga Stream. 

Kapela Steamship Co. 8A.: Santa 
Ft. 

Vail Transport Oo. Ltd. ot Mon¬ 
rovia. Uberia: Vail Jupiter. 

Baltic Ltd.: Baltic. 

Partedenet “Ice Pearl ': Ice Pearl , 
Interesaeiuakapet Sira: Sira. 

Ton Shipping Agencies, Ltd.: Hat- 
suluji. Sun Deneb. 

Seachlef Shipping Co., Ltd.: Af- 
lantic Fury. 


Certificate 

No* Owner/operator and vessels 

10260.. . Hollywood Marine, Inc.: Debbie. 

GDM 10, GDM 20. GDM 20, 
GDM 60.7 290. 

10328— Anglo Pacific Shipping Co. Ltd.: 
Nordic Rambler. 

10418—. Creaoont Towing A Salvage Co., 
Inc.: Humrick. 

10447.. . Tooonic Transport Inc.: Rio San 

Juan . 

By The Commission 

Francis C. Hotkey, 
Secretary , 

lFit Doc.79-30374 Filed 11-10-75:8:45 am) 


LATIN AMERICA/PACIFIC COAST 
STEAMSHIP CONFERENCE 

Notice of Agreement Filed 

Notice is hereby given that the follow¬ 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Slat. 733. 75 8tat. 763. 46 
D.S.C.814). 

Interested parties may inspect and ob¬ 
tain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission. 1100 L Street. N.W.. 
Room 10126; or may inspect the agree¬ 
ment at the Field Offices located at New 
York, N.Y.. New Orleans, Louisiana. San 
Francisco, California and Old San Juan, 
Puerto Rico. Comments on such agree¬ 
ments, Including requests for hearing, 
may be submitted to the Secretary, Fed¬ 
eral Maritime Commission, Washington, 
DC. 20573, on or before December 1, 
1975. Any person desiring a hearing on 
the proposed agreement shall provide a 
clear and concise statement of the mat¬ 
ters upon which they desire to adduce 
evidence. An allegation of discrimination 
or unfairness shall be accompanied by a 
statement describing the discrimination 
or unfairness with particularity. If a vio¬ 
lation of the Act or detriment to the 
commerce of the United States is alleged, 
the statement shall set forth with par¬ 
ticularity the acts and circumstances 
said to constitute such violation or detri¬ 
ment to commerce 

A copy of any such statement should 
also be forwarded to the party filing the 
agreement (as indicated hereinafter) 
and the statement should indicate that 
this has been done 

Notice of Agreement Filed by: 

Mr. H. P. Blok. Gbainuan. 

Laud American / Pod fir Coast Stcarmhlp 

Conference. 

417 Montgomery Street. 

San Francisco. California 94104 

Agreement No. 8660-7. between the 
member lines to the Latin American/ 
Pacific Coast Steamship Conference, 
modifies the Conference Agreement by 
raising the membership admission fee 
from $1,000.00 to $5,000.00. 

By order of the Federal Maritime Com¬ 
mission. 

Dated: November 6.1975. 

Francis C. Hotkey, 
Secretary, 

|FR Doc 75 30371 Filed 11-10-75:8:45 am) 


PACIFIC COAST RIVER PLATE 
BRAZIL CONFERENCE 

Notice of Agreement Filed 

Notice is hereby given that the follow - 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act. 1916, as 
amended <39 Stat. 733. 75 Stat 763. 46 
U.S.C. 814). 

Interested parties may inspect and ob¬ 
tain a copy of the agreement at the 
Washington office of the Federal Mari¬ 
time Commission. 1100 L Street, N.W., 
Room 10126; or may inspect the agree¬ 
ment at the Field Offices located at New 
York, N.Y., New Orleans. Louisiana, San 
Francisco, California and Old San Juan. 
Puerto Rico. Comments on such agree 
ments. Including requests for hearing, 
may be submitted to the Secretary, Fed¬ 
eral Maritime Commission. Washington. 
D.C. 20573. on or before December 1. 
1975. Any person desiring a hearing on 
the proposed agreement shall provide a 
clear and concise statement of the mat¬ 
ters upon which they desire to adduce 
evidence. An allegation of discrimination 
or unfaimes shall be accompanied by a 
statement describing the discrimination 
or unfairness with particularity. If a vio¬ 
lation of the Act or detriment to the 
commerce of the United States Is alleged, 
the statement shall set forth with par¬ 
ticularity the act*; and circumstances said 
to constitute such violation or detriment 
to commerce. 

A copy of any such statement should 
aLso be forwarded to the party filing the 
agreement (as indicated hereinafter) 
and the statement should indicate that 
this has been done. 

Notice of Agreement Filed by: 

H P Blolc. Executive Administrator 
Section M A", 

417 Montgomery Street, 

Son Francisco, California 94104 

Agreement No. 6400-18. between the 
member line* to the Pacific Coast River 
Plate Brazil Conference modifies the 
Conference Agreement by raising the 
membership admission fee from $1,000.00 
to $5,000.00. 

By Order of the Federal Maritime 
Commission. 

Doted: November 6,1975. 

Francis C. Hurnly. 

Secretary . 

|FR Doc.75-30372 Filed 11-10-76:8:45 am) 


FEDERAL POWER COMMISSION 

(Docket No CP76-139| 

COLUMBIA GAS TRANSMISSION CORP 
Notice of Application 

November 4. 1975. 

Take notice that on October 23. 1975, 
Columbia Gas Transmission Corpora¬ 
tion (Columbia), 1700 MacCorkle Ave¬ 
nue. S.E., Charleston, West Virginia 
25314, filed In Docket No. CP76-130 an 
abbreviated application pursuant to Sec¬ 
tion 7 of the Natural Gas Act. as amend¬ 
ed, for a certificate of public conven¬ 
ience and necessity authorizing the 
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transportation of natural gas for Whccl- 
ing-Plttsburgh Steel Corporation 
(WPSC), as more fully set forth In the 
application which Is on file with the 
Commission and open to public inspec¬ 
tion. 

Specifically. Columbia requests au¬ 
thorization to transport up to 9,000 Mcf 
per day for WPSC. which volumes will 
be received from Panhandle Eastern Pipe 
Line Company (Panhandle) at an exist¬ 
ing point of delivery in Cecil. Ohio and 
redelivered to existing points of deliv¬ 
ery to Columbia Gas of Ohio. Inc. and 
Columbia Gas of West Virginia, Inc., 
both of which are wholesale customers of 
Columbia. WPSC will purchase the gas 
so transported from Lear Petroleum 
Corporation for the period November 1. 
1975 through March 31, 1976. The trans¬ 
portation by Columbia will be subject to 
the limits of its pipeline capacity and to 
its service obligations to its CD, WS, 
SGES, G and SGS customers and will 
be further limited to only those amounts 
required to offset curtailments of the 
high priority requirements of WPSC. Co¬ 
lumbia's transportation charge for this 
service will be its average system-wide 
unit storage and transmission costs ex¬ 
clude of company-use and unaccounted- 
for gas, as reflected In Us PPC rate fil¬ 
ings. Columbia will retain for company- 
use and unaccounted-for gas 3.6% of 
the volumes received from Panhandle for 
the account of WPSC. 

It appears reasonable and consistent 
with the public Interest in this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
Intervene. Therefore, any person desir¬ 
ing to be heard or to make any protest 
with reference to said application should 
on or before November 12. 1975, file with 
the Federal Power Commission. Wash¬ 
ington. D.C. 20426. a petition to inter¬ 
vene or a protest in accordance with the 
requirements of the Commission's Rules 
of Practice and Procedure (18 CFR 1.8 or 

1.10) and the regulations under the Nat¬ 
ural Gas Act, as amended, (18 CFR 

157.10) . All protests filed with the Com¬ 
mission will be considered by it in deter¬ 
mining the appropriate action to be 
taken but will not serve to make the Pro¬ 
testants parties to the proceeding. Any 
person wishing to become a party to the 
proceeding or to participate as a party In 
any hearing therein must file a petition 
to intervene In accordance with the Com¬ 
mission's rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by Sections 7 and 
15 of the Natural Gas Act, as amended, 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the Com¬ 
mission on this application if no peti¬ 
tion to intervene is filed within the time 
required herein, if the Commission on Its 
own review of the matter finds that a 
grant of the certificate is required by the 
public convenience and necessity. If a pe¬ 
tition for leave to Intervene is timely 
filed, or if the Commission on its own 


motion believes that a formal hearing Is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised. It will be 
unnecessary for Columbia to appear or be 
represented at the hearing. 

Kenneth P. Plums, 

Secretary. 

(FR Doc.75-30227 Piled 11-10-75:8:45 am] 


[Docket No. ER76-196] 

COMMONWEALTH EDISON CO. 

Notice of Cancellation 

November 4, 1975. 

Take notice that on October 28. 1975, 
Commonwealth Edison Company (The 
Company) tendered for filing a notice 
of cancellation of Riders 5 and 12 to 
Rate 78 of The Company's FPC Electric 
Tariff. 

The Company states that Rider 5 
(Sheet No. 5 of the FPC Electric Tariff) 
was intended to apply to customers who 
use the Company's service on a standby 
basis, but now. however, the Company 
has special provisions in Rate 78 (see 
Sheets Nos. 1A and IB of the FPC Elec¬ 
tric Tariff) for customers which gener¬ 
ate part of their own electricity require¬ 
ments and rely on the Company for the 
balance. Furthermore, according to the 
company, no customer served under the 
Company's FPC Electric Tariff has ever 
used standby service under Rider 5. 

The Company states that Rider 12 
(Sheet No. 11 of the FPC Electric Tariff), 
specifying conditions of resale or redis¬ 
tribution of electricity to third parties, 
amounts to a general prohibition of re¬ 
sale and redistribution, except with re¬ 
spect to Rate 78 for which provides that 
it is a rate applicable for service to mu- 
nuclpalitles for resale. Thus. The Com¬ 
pany concludes Rider 12 serves no pur¬ 
pose In the FPC Electric Tariff. 

The Company alleges that the pro¬ 
posed changes will not affect the billings 
of the customers served on Rate 78 or 
the revenue of the Company. 

The Company requests Commission 
acceptance of this filing to become ef¬ 
fective on November 27. 1975. Notice of 
the proposed cancellation has been served 
upon the Maj or. City of Batavia; Mayor. 
City of Oeneva: Mayor. City of Naper¬ 
ville: Mayor. City of Rochelle; Mayor, 
City of Rock Falls; Mayor, City of St. 
Charles; and the President, Village of 
Winnetka. 

Any person desiring to be heard or to 
protest said filing should file a petition 
to intervene or protest with the Federal 
Power Commission. 825 North Capitol 
Street, N.E.. Washington. D.C. 20426, in 
accordance with Sections 1.8 and 1.10 
of the Commission' s Ru les of Practice 
and Procedure (18 CFR 1.8, 1.10). All 
such petitions or protests should be filed 
on or before November 14, 1975. Protests 
w’Ul be considered by the Commission In 
determining the appropriate action to Le 
taken, but will not serve to make Pro¬ 
testants parties to the proceeding. Any 


person wishing to become a party must 
file a petition to intervene. Copies of this 
filing are on file with the Commission 
and are available for public Inspection. 

Kenneth F. Plumb, 

# Secretary . 

(PR Doc. 75-30231 FUed 11-10-75; 8:45 nm\ 


(Docket No. ER76-83) 

OHIO POWER CO. 

Notice of Supplemental Filing 

November 3. 1975. 

Take notice that Ohio Power Company 
(Ohio) on October 17.1975, tendered for 
filing pursuant to a deficiency letter 
from the Commission's Secretory of Sep¬ 
tember 16. 1975. a revised Period I cost 
of service study for the period ended 
June 30, 1975. Ohio states that this sub¬ 
mittal should complete its filing and re¬ 
quests that a filing date be assigned to 
this case. 

Any person desiring to be heard or to 
protest said application should file a 
petition to intervene or protest with the 
Federal Power Commission, 825 North 
Capitol Street. N.E.. Washington, D.C. 
20426. in accordance with Sections 1.8 
and 1.10 of the Commission's Rule s of 
Practice and Procedure (18 CFR 1.8. 

1,10). All such petitions or protests 
should be filed on or before November 11. 
1975. Protests will be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but will not 
serve to make protestants parties to the 
proceeding. Any person wishing to be¬ 
come a party must file a petition to in¬ 
tervene. Copies of this application are on 
file with the Commission and are avail¬ 
able for public inspection. 

Kenneth F. Plums, 
Secretary. 

|FR Doc.75-30226 Filed 11-10-75:8:45 ami 


(Docket No. CP76-140] 

PANHANDLE EASTERN PIPE LINE CO. 

Notice of Application 

November 4,1975. 

Take notice that on October 23. 1975. 
Panhandle Eastern Pipe Line Oompar.v 
(Panhandle). P.O. Box 1642. Houston. 
Texas 77001. filed in Docket No. CP75- 
140. an application pursuant to Section 
7(c) of the Natural Gas Act and the 
regulations thereunder for a Certificate 
of Public Convenience and Necessity au¬ 
thorizing the transportation of natural 
gas on behalf of Whceling-Pittsbur* 
Steel Corporation (Wheeling).’ all as 
more fully set forth in the application 
which is on file with the Commission and 
open to public inspection. 

Wheeling, which is a customer of Co¬ 
lumbia Gas Transmission Corporation 
(Columbia) has been notified of prospec¬ 
tive curtailments by Columbia for the 
coming winter heating season. Wheelir.tr 
has made arrangements to purchase gaj 
unavailable to the interstate market and 
have It delivered via Panhandle to Co- 
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lumbia for redelivery to Wheeling dur¬ 
ing the anticipated curtailment period 
as contemplated by Section 2.79 of the 
Commission's Rules of Practice and Pro¬ 
cedure promulgated by Order No. 533. 

Panhandle states that this application 
is for authority to transport up to 4,300 
Mcf of gas per day on a firm basis and 
up to 3,225 Mcf of gas per day on a best 
efforts basis from two points of delivery 
In Ellis and Dewey Counties, Oklahoma 
and deliver such volumes, less compres¬ 
sor fuel to Columbia at an existing point 
of delivery from Panhandle in Paulding 
County, Ohio. Columbia will transport 
such gas and redeliver It to Wheeling 
as detailed in a separate appllcatlr 
Columbia filed and noticed concurrently. 
No facilities are propawl to be con¬ 
structed by Panhandle to effectuate the 
transportation service. 

It appears reasonable and consistent 
with the public Interest In this case to 
prescribe a period shorter than 15 days 
for the filing of protests and petitions to 
intervene. Therefore, any person desir¬ 
ing to be heard or to make any protest 
with reference to said application should 
on or before November 12,1975. file with 
the Federal Power Commission. Wash¬ 
ington, D.C. 20426. a petition to Inter¬ 
vene or a protest In accordance with the 
requirements of the Commiss ion's Rules 
of Practice and Procedure (18 CFR 1.8 or 
1.10) and the regulations under the Nat¬ 
ural Gas Act (18 CFR 157.10), All pro¬ 
tests filed with the Commission will be 
considered by it in determining the ap¬ 
propriate action to be taken but will 
not serve to make the Protestants parties 
to the proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party In any hearing 
therein must file a petition to Intervene 
in accordance with the Commission's 
Rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the Jurisdiction conferred upon the 
Federal Power Commission by Sections 7 
and 15 of the Natural Gas Act and the 
Commission’s Rules of Practice and Pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application if no petition to Inter¬ 
vene is filed within the time required 
herein, if the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate Is required by the public 
convenience and necessity. If a petition 
for leave to intervene is timely filed, or 
if the Commission on Us own motion be¬ 
lieves that a formal hearing in required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Panhandle to appear or 
be represented at the hearing. 

Kcnketh P. Plumb. 

Secretary. 

I PH Doc.75-30228 TUed 11-10-75.8:45 ami 


[Docket Nos. CP70-185: CP75-376J 

TENNESSEE GAS PIPELINE CO. 

Notice of Petition To Amend 

November 4.1975. 

Take notice that on October 14. 1975, 
Tennessee Gas Pipeline Company, a Di¬ 
vision of Tenncco Inc. (Petitioner). P.O. 
Box 2511. Houston, Texas 77001. filed In 
Docket Nos. CP70-1S5 and CP75-376 a 
petition to amend the orders of the Com¬ 
mission of June 22. 1970 (43 FPC 937), 
and July 24, 1975 (54 FPC -). re¬ 

spectively. pursuant to Section 7(c) of 
the Natural Gas Act to include In the 
certificates of public convenience and 
necessity authorization to increase the 
daily volume limits of natural gas that 
it can deliver to the individual delivery 
points to Haverhill Gas Company (Ha¬ 
verhill), all as more fully set forth In 
the petition to amend on file with the 
Commission and open to public inspec¬ 
tion. 

Petitioner states that it is presently 
authorized to serve Haverhill pursuant to 
temporary authorization in the follow¬ 
ing amounts pursuant to Petitioners 
Rate Schedule CD-6: 

Daily 

volume 

limit 

Delivery point: {l£00 ft*) 

Ha vein Ql _ 11,561 

Wenham ..... 2,040 

. 018 

In response to a letter from Haverhill 
dated October 3,1975. Petitioner requests 
authorization to increase the maximum 
daily volumes that It is authorized to 
deliver to the following quantities: 

Requested daily 
volume limit 

Delivery paint: ( 1J000 ff) 

Haverhill -- 12,66a 

Wenham _ 2.500 

Essex . 1,200 

Petitioner states that the total of the 
requested daily volume limits exceeds 
Haverhill's contract demand of 14,519 
Mcf of gas per day. but that Haverhill 
would not be entitled to take more than 
presently effective maximum daily con¬ 
tract quantity. 

The proposed service is said by Peti¬ 
tioner to provide Haverhill with the nec¬ 
essary flexibility during periods of cur¬ 
tailment to serve more adequately its 
residential and small commercial cus¬ 
tomers. and to permit more efficient use 
of its peak shaving facilities. It Is further 
stated that the revised distribution would 
reduce Haverhill’s need to transport 
liquefied natural gas during the forth¬ 
coming winter season. 

Any person desiring to be heard or to 
make any protest with reference to said 
petition to amend should on or before 
November 14. 1975. file with the Federal 
Power Commission. Washington, D.C. 
20426, a petition to intervene or a pro¬ 
test tn accordance with the requirements 


of the Commission's Rules of Practice 
and Procedure (18 CFR 1.8 or 1.10) and 
the Regulations under the Natural Gas 
Act (18 CFR 157.10). All protests filed „ 
with the Commission will be considered 
by It in determining the appropriate 
action to be taken but will not serve to 
make the protestants parties to the pro¬ 
ceeding. Any person wishing to become 
a party to a proceeding or to participate 
as a party In any hearing therein must 
file a petition to intervene In accordance 
with the Commission’s Rules. 

Kknxzth F, Plumb. 

Secretary 

|FR Oi>c 75-30220 Flit*i ll-IO-75;8:45 am I 


| Docket No. CP76-133| 

TRANSCONTINENTAL GAS PIPE LINE 
CORPORATION 

Notice of Application 

November 3. 1975. 

Take notice that on October 15. 1975. 
Transcontinental Gas Pipe Line Corpo¬ 
ration (Applicant). P.O. Box 1396. Hous¬ 
ton. Texas 77001. filed in Docket No. 
CP76-132 an application pursuant to 
Section 7<c) of the Natural Gas Act for a 
certificate of public convenience and ne¬ 
cessity authorizing the transportation of 
natural gas for Columbia Gas Transmis- 
Mon Corporation (Columbia), all as more 
fully set forth in the application on file 
with the Commission and open to public 
inspection. 

Applicant states that It has agreed to 
transport gas for Columbia pursuant to 
a gas transportation agreement between 
Columbia and Itself dated September 5. 
1975. Applicant requests authorization to 
transport volumes of gas delivered to It 
by Columbia from Block 247 Field. 8hip 
8hoal Area, offshore Louisiana, at a point 
of interconnection on Applicant's 16-lnch 
pipeline In Block 246. Ship Shoal Area, 
for redelivery at the Egan. Louisiana 
terminus of the Blue Water Project of 
Columbia Gulf Transmission Company 
and Tennessee Gas Pipeline Company, a 
Division of Tenncco Inc., in the Hum¬ 
phrey's-Orange Grove Area. Terrebonne 
Parish, Louisiana, and at the Acadia 
Plant of Continental Oil Company. Arca¬ 
dia Parish, Louisiana. 

Applicant states that it would not be 
obligated to transport more than 10,000 
Mcf of natural gas per day for Columbia 
at 14.73 psia. Columbia would pay Ap¬ 
plicant 6 262755 cents per Mcf of gas 
transported. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before Novem¬ 
ber 14, 1975. file with the Federal Power 
Commission, Washington. D.C. 2Q426, a 
petition to intervene or a protest In ac¬ 
cordance with the requirements of the 
Commission's Rules of Practice and Pro¬ 
cedure (18 CFR 1.8 or 1.10) and the 
Regulations under the Natural Oas Act 
(18 CFR 157.10). ATI protests filed with 


FEDERAL REGISTER, VOl 40, NO. 211—TUfSOAY. NOVEMBER 11. 1975 











NOTICES 


52666 

the Commission will be considered by it 
in determining the appropriate action to 
be taken but will not serve to make the 
Protestants parties to the proceeding. 
Any person wishing to become a party to 
a proceeding or to participate as a party 
in any hearing therein must flic a peti¬ 
tion to Intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the Jurisdiction conferred upon the 
Federal Power Commission by Sections 7 
and 15 of the Natural Gas Act and the 
Commission’s Rules of Practice and Pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application if no petition to inter¬ 
vene is nied within the time required 
herein. If the Commission on its own re¬ 
view of the matter finds that a grant of 
the certificate is required by the public 
convenience and necessity. If a petition 
for leave to Intervene is timely filed, or 
if the Commission on its own motion be¬ 
lieves that a formal hearing Is required, 
further notice of such hearing will be 
duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb. 

Secretary . 

\m Doc.75-30030 Piled 11-10-75:8:45 am) 

FEDERAL RESERVE SYSTEM 

AMERICAN BANCORPORATION 
Acquisition of Bank 

American Bancorporation. Columbus, 
Ohio, has applied for the Board’s ap¬ 
proval under 5 3<a) (3) of the Bank Hold¬ 
ing Company Act (12 U.S.C. 1342(a) (3)) 
to acquire 50 percent and more (to a 
total of 77 percent) of the voting shares 
of The American Bank of Central Ohio. 
Harrisburg. Ohio. The factors that are 
considered in acting on the application 
are set forth in 5 3(c) of the Act (12 
U.S.C. 1842(c)). 

Notice of the subject application was 
published in the Federal Register on 
September 27, 1973 (38 FR 27550). Ad¬ 
ditionally. In accordance with section 
3(b) of the Act (12 U.S.C. 1842(b)), no¬ 
tice of receipt of subject application was 
duly given to the Superintendent of 
Banks of the State of Ohio. Within the 
time prescribed by law, the Superin¬ 
tendent submitted to the Board in writ¬ 
ing his statement expressing disapproval 
of the application. Accordingly the 
Board, on October 25, 1973, ordered that 
a hearing be held on subject application 
pursuant to section 3(b) of the Act (38 
FR 29650). The hearing thus ordered 
by the Board was commenced, but later 
terminated by consent of the parties— 
the Superintendent having preserved his 
right to submit written comments for 
the record. The application was previ¬ 
ously amended; and notice of receipt of 
those amendments affording opportunity 
for Interested persons to submit com¬ 


ments and views, was duly given (39 FR 
6562). 

Notice Is hereby given that Applicant 
has amended subject application once 
again. These new amendments have been 
received by the Board and the applica¬ 
tion. as amended, may be Inspected at 
the office of the Board of Governors or 
at the Federal Reserve Bank of Cleve¬ 
land. Any person wishing to comment on 
the amended application should submit 
his views in writing to the Secretary. 
Board of Governors of the Federal Re¬ 
serve System. Washington. D.C. 20551, 
to be received not later than Decem¬ 
ber 3, 1975. 

Board of Governors of the Federal Re¬ 
serve System. October 29, 1975. 

(seal) Robert Smith, IH. 

Assistant Secretary 

of the Board. 

jFR Doc.75-30230 Plied 11-10-75:8:45 am] 


INTERNATIONAL BROTHERHOOD OF 
BOILERMAKERS, IRON SHIP BUILDERS, 
BLACKSMITHS, FORGERS AND HELP- 
ERS 

Order Approving Acquisition of Bank Stock 

The International Brotherhood of 
Boilermakers. Iron Ship Builders, Black- 
miths. Forgers and Helpers. Kansas City. 
Kansas, a bank holding company within 
the meaning of the Bank Holding Com¬ 
pany Act, has applied for the Board's ap¬ 
proval under 5 3(a)(3) of the Act (12 
U.S.C. 1842(a) (3)) for flexible authority 
to acquire, from time to time, additional 
voting shares of The Brotherhood State 
Bank, Kansas City. Kansas (“Bank”), 
so long as Applicant’s Interest does not 
exceed 40 percent of Bank’s outstanding 
voting shares. 

Notice of the application, affording op¬ 
portunity for Interested persons to sub¬ 
mit comments and views, has been given 
in accordance with 5 3(b) of the Act. 
The time for filing comments and views 
has expired and the Board has consid¬ 
ered the application and all comments 
received in light of the factors set forth 
in 5 3 (c> of the Act (12 U.S.C. 1842(c)). 

Applicant, a fraternal labor organiza¬ 
tion. is a one-bank holding company that 
became subject to the Act by virtue of 
the 1970 Amendments thereto. Applicant 
presently owns or controls 32.3 percent 
of the shares of Bank. With total de¬ 
posits of $48 million. Bank controls ap¬ 
proximately 1.03 percent of the total de¬ 
posits in commercial banks in the Kan¬ 
sas City market 1 and Is the sixteenth 
largest bank In that market." 

Applicant requests Board approval to 
acquire, from time to time, up to an ad¬ 
ditional 7.7 per cent of the voting shares 
of Bank. Although Applicant does not 
propose to acquire any additional shares 


»The Kansas City banking market U ap¬ 
proximated by Johnson and Wyandotte 
Count!** in Karuttui and northern Com 
C ounty and Clay, Jackson and Platte Coun¬ 
ties in Missouri. 

•All banking data are as of December 31, 
1974. 


of Bank immediately, the purpose of fil¬ 
ing the instant application is to facilitate 
Applicant's future acquisitions, on an 
intermittent basis, of additional shares 
of Bank from shareholders holding nom¬ 
inal amounts of Bank stock. In many 
coses the shareholders from whom Ap¬ 
plicant would purchase shares would be 
individuals associated with the fraternal 
organization. Specific examples of such 
stockholders cited by Applicant in the 
application include retired persons de¬ 
siring to transfer their assets to a more 
income-producing type of asset; widows 
of deceased stockholders who wish to se¬ 
cure immediate funds: and persons In 
financial distress. In view of Applicant’s 
status under the Bank Holding Company 
Act." and the relationship which exists 
between many of Bank’s stockholder.; 
and Applicant, a union of which they 
are members, the Board believes that 
the unique facts present in this proposal 
are such that approving Applicant’s re¬ 
quest would be consistent with the public 
interest. In this connection, it is noted 
that no meaningful change In the con¬ 
trol of Bank would result from granting 
Applicant the authority to vary its pro- 
jx>rtionate Interest in Bank within the 
limits and under the circumstances de¬ 
scribed herein. Moreover, consummation 
of the proposal would not have any ad¬ 
verse effect on existing or potential com¬ 
petition. nor wopld it increase the con¬ 
centration of banking resources or have 
an adverse effect on other banks in the 
area. Accordingly, the Board concludes 
that competitive considerations are con¬ 
sistent with approval of the application. 

The financial and managerial re¬ 
sources and future prospects of Appli¬ 
cant and Bank are regarded as favor¬ 
able and consistent with approval of the 
application. Similarly, considerations re¬ 
lating to convenience and needs of the 
community to be served are consistent 
with approval of the application. It is 
the Board’s Judgment that approval of 
the application would be consistent with 
the public interest and that the applica¬ 
tion should be approved. 

Accordingly, on the basis of the unique 
facts in the present record, the ap¬ 
plication is approved for the reasons 
summarized above. No such acquisition 
shall be made before the thirtieth calen¬ 
dar day following the effective date of 
this Order. Furthermore, the authority 
to purchase additional shares of Bank so 
long as Applicant’s aggregate holdings in 
BAnk do not exceed 40 per cent of the 
outstanding shares of Bank shall ex¬ 
pire on December 31. 1976. Upon request 
by the Applicant, the Federal Resen «5 
Bank of Kansas City Is hereby author¬ 
ized. pursuant to delegated authority 
from the Board, to extend the authority 
granted herein for not more than ono 
year at a time, If in it* Judgment, the fi¬ 
nancial and managerial resources of Ap- 


• Am a labor organisation. Applicant Is ex¬ 
empt from the prohibition! tn section 4 or 
the Act, relating to the nonbanking in- 

tereeU of a bank holding company, by vir¬ 
tue of aectton 4(c)(1) thereof. 
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pllcant and Bank are satisfactory and 
such extensions would not be detrimen¬ 
tal to the public interest, but no such 
extensions granted by the Reserve Bank 
shall in the aggregate exceed five years. 
Any request by Applicant for a one-yeax 
extension of the authority granted here¬ 
in shall be submitted In writing to the 
Reserve Bank no later than October 1 of 
the year preceding the expiration of such 
authority and shall include the number 
of shares of Bank that Applicant has 
sold or acquired since the date of this 
Order, the number of voting shares of 
Bank then outstanding, the number of 
shares of Bank then held by Applicant, 
and any other information that the Re¬ 
serve Bank may deem relevant in acting 
on such request. 

By order of the Board of Governors, 4 
effective October 29. 1975. 

I seal] Theodore E. Allison. 

Secretary oj the Board. 

I PR Doc .75-30237 PUcd 11-10-75; 8- 45 amj 


NORTHSTREAM INVESTMENTS, INC. 

Formation of Bank Holding Company 

Northstream Investments. Inc.. Gcd- 
dea, South Dakota, has applied for the 
Board’s approval under ft 3(a)(1) of the 
Bank Holding Company Act (12 U.S.C. 
1642(a)(1)) to become a bonk holding 
< ompany through acquisition of 68.3 per¬ 
cent of the voting shares of Security 
State Bonk. Gcddcs, South Dakota. The 
factors that are considered In acting on 
the application are set forth in ft 3(c) 
of the Act (12 US.C. 1842(c)). 

The application may be Inspected at 
the office of the Board of Governors or 
at the Federal Reserve Bank of Minne¬ 
apolis. Any person wishing to comment 
on the application should submit views 
In writing to the Reserve Bank, to be 
received not later than November 21, 
1975. 

Board of Governors of the Federal Re¬ 
serve System. October 29. 1975. 

IsealI Robert Smith III. 

Assistant Secretary 
of the Board. 

1FR Doc.75-30238 Piled 11-10-75:8:45 am) 


POWELL LUMBER CO. 

Acquisition of Additional Shares of Bank 

Powell Lumber Company. Lake 
Charles, Louisiana, has applied for the 
Board's approval under ft 3(a) (3) of the 
Bank Holding Company Act (12 U.8.C. 
1842(a)(3)), through a pro rata rights 
offering, to directly acquire 6,474 addi¬ 
tional voting shares of American Bank 
of Commerce. Lake Charles. Louisiana, 
and also to indirectly acquire 6.474 ad¬ 
ditional voting shares of American Bank 
of Commerce as a result of the direct 
ownership of those shares by its sub- 


'Voting tor this action: Vice Chairman 
Mitchell and Governors Holland. Wallich. 
r oldwell and Jackson. Abeent and not vot¬ 
ing: Chairman Burns and Oovemor Bucher. 


sidiary. Farmers Land and Canal Com¬ 
pany. Lake Charles, Louisiana. Upon 
consummation herein. Applicant's ex¬ 
isting direct and indirect percentage 
ownership of the voting shares of Amer¬ 
ican Bank of Commerce win remain the 
same. The factors that arc considered In 
acting on the application are set forth 
in g 3(c) of the Act (12 U.8.C. 1842(c)). 

The application may be inspected at 
the office of the Board of Governors or 
at the Federal Reserve Bank of Atlanta. 
Any person wishing to comment on the 
application should submit views in writ¬ 
ing to the Secretary. Board of Governors 
of the Federal Reserve System, Wash¬ 
ington, D.C. 20551, to be received not 
later than November 21, 1975. 

Board of Governors of the Federal 
Reserve System. October 29. 1975. 

(seal] Robert Smith m, 

Assistant Secretary 
of the Board. 

(PR Doc.75-30239 Piled 11-10-75:8:45 am) 


STOCKTON BANCORP. INC. 

Order Approving Formation of Bank 
Holding Company 

Stockton Bancorp. Inc., Stockton, Il¬ 
linois. has applied for the Board's ap¬ 
proval under ft 3(a) (1) of the Bank Hold¬ 
ing Company Act (12 UB.C. 1842(a)(1)) 
of formation of a bank holding company 
through the acquisition of 80 per cent or 
more of the voting shares of The First 
National Bank of 8tockton, Illinois 
<“Bank“>. 

Notice of the application, affording op¬ 
portunity for Interested persons to sub¬ 
mit comments and views, has been given 
in accordance with f 3(b) of the Act. The 
time for filing comments and views has 
expired, and the application and all com¬ 
ments received have been considered In 
light of the factors set forth In ft 3(c) of 
the Act (12 U.S.C. 1842(c)). 

Applicant Is a nonoperating corpora¬ 
tion recently organized for the purpose 
of becoming a bonk holding company 
through the acquisition of Bank. The 
purpose of the transaction is to effect a 
transfer of the ownership of Bank from 
individuals to a corporation owned by 
the same individuals with no change In 
Bank's management or operations. Bank 
(deposits of $9.0 million) * 1 is the fourth 
largest of 8 banks in the relevant bank¬ 
ing market * and controls approximately 
12.3 per cent of the total deposits in com¬ 
mercial banks in the market. Upon ac¬ 
quisition of Bank. Applicant would con¬ 
trol less than 0.1 per cent of total com¬ 
mercial bank deposits in Illinois. 

Among the principals of Applicant are 
several Individuals who are also prin¬ 
cipals of anotlier one-bank holding com¬ 
pany and principals of two other banks. 
Two of the banks in which principals of 


1 All banking data arc as of December 31, 
1974. 

1 The relevant banking market U approxi¬ 
mated by Jo Davleas County excluding the 
northwestern portion of the County. 


Applicant are Involved are not located In 
the relevant banking market. There ap¬ 
pears to be no meaningful existing com¬ 
petition between these two banks and 
Bank, and it appears unlikely that such 
competition would develop in the future. 
As regards the third bank. Citizens Bank 
and Trust Company. Warren. Illinois 
(“Citizens Bonk"), it is located in the 
relevant market approximately 10 miles 
from Bank. It appears that no signifi¬ 
cant competition exists between Citizens 
Bank and Bank. Furthermore, Inasmuch 
as the present proposal represents a re¬ 
organization to effect a transfer of 
Bank’s ownership from individuals to a 
corporation owned by the same Individ¬ 
uals. and in view of the relatively small 
size of the banks in question and the 
presence of alternative bonking facili¬ 
ties In the market, it appears that the ac¬ 
quisition of Bank by Applicant would not 
have any significantly adverse effect 
upon either existing or potential com¬ 
petition in any relevant area. Accord¬ 
ingly, on the basis of the record, it Is con¬ 
cluded that competitive considerations 
are consistent with approval of the ap¬ 
plication. 

The financial considerations relating 
to the present proposal are consistent 
with approval of the application. Al¬ 
though Applicant will incur acquisition 
debt in connection with this proposal, it 
appears that Applicant win be able to 
service this debt over a twelve-year pe¬ 
riod without impairing the financial con¬ 
dition of Bank during that period. Fur¬ 
thermore. it appears that the overall 
financial condition of Applicant and the 
one-bank holding company in which 
principals of Applicant are presently In¬ 
volved is satisfactory and consistent with 
approval of the application. Managerial 
considerations are satisfactory and con¬ 
sistent with approval of the application. 

Applicant plans no major changes in 
Bank’s operations but docs intend to re¬ 
structure Bank's loan portfolio to in¬ 
clude more agricultural, mortgage, con¬ 
sumer and commercial loans. In addition. 
Applicant plans to renovate and expand 
Bank's physical facilities and Is contem¬ 
plating extending Bank's current bank¬ 
ing hours to more conveniently serve the 
community needs. Accordingly, consider¬ 
ations related to the convenience and 
needs of the community to be served are 
consistent with, and lend some weight 
toward, approval of the application. 

On the basis of the record, the appli¬ 
cation is approved for the reasons sum¬ 
marized above. The transaction shall not 
be consummated (a> before the thirtieth 
calendar day following the effective date 
of this Order, or (b) later than three 
months after the effective date of this 
Order, unless such period is extended for 
good cause by the Board, or by the Fed¬ 
eral Reserve Bank of Chicago, pursuant 
to delegated authority. 

By order of the Secretary of the Board 
acting pursuant to delegated authority 
from the Board of Governors, effective 
October 29. 1975. 

(seal 1 Theodore E. Allison. 

Secretary of the Board . 

|FR Doc.75- 30240 Filed 11-10-75:8:45 am) 
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UNITED BANCSHARES OF NEBRASKA, 
INC. 

Formation of Bank Holding Company 

United Bancsharcs of Nebraska, Inc.. 
Lincoln. Nebraska, has applied for the 
Board's approval under $ 3(a) (1) of the 
Bank Holding Company Act (12 U.8.C. 
1842(a)(1)) to become a bank holding 
company through acquisition of 99.2 per¬ 
cent of the voting shares of First West- 
roads Bank, Omaha. Nebraska. The fac¬ 
tors that are considered In acting on the 
application are set forth in $ 3(c) of the 
Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the office of the Board of Governors or at 
the Federal Reserve Bank of Kansas 
City. Any person wishing to comment on 
the application should submit views in 
writing to the Secretary. Board of Gov¬ 
ernors of the Federal Reserve System. 
Washington. D.C. 20551, to be received 
not later than December 3, 1975. 

Board of Governors of the Federal 
Reserve System. October 29. 1975. 

I seal! Robert Smith HI. 

Assistant Secretary 

of the Board. 

|FR Doc.75-3024! Piled 11-10-75:8:45 am] 

GENERAL ACCOUNTING OFFICE 

REGULATORY REPORTS REVIEW 

Notice of Receipt of Report Proposal 

The following request for clearance 
of a report intended for use in collecting 
information from the public was received 
by the Regulatory Reports Review Staff. 
GAO on November 3. 1975. See 44 U.S.C. 
3512 <c) & (d). The purpose of pub¬ 
lishing this notice In the Federal Regis¬ 
ter is to inform the public of such 
receipt 

The notice Includes the title of the re¬ 
quest received; the name of the agency 
sponsoring the proposed collection of In¬ 
formation; the agency form number, if 
applicable; and the frequency with 
which the Information Is proposed to be 
collected. 

Written comments on the proposed 
FMC form are invited from all inter¬ 
ested persons, organisations, public in¬ 
terest groups, and affected businesses. 
Because of the limited amount of time 
GAO has to review the proposed form, 
comments (In triplicate) must be re¬ 
ceived on or before December 1, 1975, 
and should be addressed to Mr. Carl F. 
Bogar. Assistant Director, Office of Spe¬ 
cial Programs, United States General 
Accounting Office, Room 5216, 425 I 
Street NW„ Washington. D.C. 20548. 

Further information may be obtained 
from Patsy J. Stuart of the Regulatory 
Reports Review SUIT. 202-376-5425. 

Federal Maritime Commission 

Request for extension witho ut change 
to General Order 20. 46 CFR 540, and 
form FMC 131 which is a part of the 
rules. The rules provide procedures 
whereby persons in the United States 
who arrange, offer, advertise or provide 


NOTICES 

passage on a vessel having berth or state¬ 
room accommodations for 50 or more 
passengers and embarking passengers at 
UB. ports shall establish their financial 
responsibility or. In lieu thereof, file a 
bond or other security to meet liabilities 
for nonperformance of voyage, or for in¬ 
jury or death to passengers or other per¬ 
sons on voyages to or from UB. ports. 
Potential respondents arc steamship 
lines. The application for a Certificate 
of Financial Responsibility Is a one time 
filing and it is estimated that 50 appli¬ 
cations are received per year. Respond¬ 
ent burden is estimated at 6 hours per 
response. 

Norman F. Heyl. 

Regulatory Reports 

Review Officer . 

(FR Doc.75-30387 Filed 11-10-75:8:45 am) 

INTERNATIONAL TRADE 
COMMISSION 
WRAPPER TOBACCO 

Finding That Imports Not To Be 

Substantia! Cause of Injury to Growers 

The United States International Trade 
Commission today turned down the re¬ 
quest of American wrapper tobacco 
growers for relief from knports. In their 
second decision under the new import 
relief provision of the Trade Act of 1974, 
all six Commissioners—Will K. Leonard. 
Daniel Minchew. George M. Moore. 
Catherine Bedell. Joseph O. Parker, and 
Ititio H. Ablondl—did not find increased 
Imports of wrapper tobacco a substantial 
cause of serious injury to UB growers of 
tobacco used as the outer wrapping of 
cigars. 

The Commission decision was based 
on a finding that the decline in UB. pro¬ 
duction of large cigars was a more im¬ 
portant cause of any injury to the grow¬ 
ers than imports of wrapper tobacco. 
The negative determination of the Com¬ 
mission denies to the tobacco farmers 
eligibility for relief from imports 
through higher tariffs, quotas, or finan¬ 
cial assistance under the import relief 
provisions of the Trade Act of 1974. 

The investigation was made in re¬ 
sponse to a petition filed with the Com¬ 
mission by the Cigar Leaf Tobacco Foun¬ 
dation. Inc., of Quincy. Florida. Wrapper 
tobacco Is grown In the United States in 
southwestern Georgia and north-central 
Florida and in the Connecticut River 
valley of Connecticut and Massachu¬ 
setts. 

Commission hearings in the investiga¬ 
tion were conducted in Florida, Connec¬ 
ticut. and Washington. Extensive staff 
Investigation supplemented the hear¬ 
ings. 

U.S. production of wrapper tobacco 
decreased from 15.9 million pounds in 
the 1969/70 crop year to only 11 million 
pounds in the 1974/75 crop year. In spite 
of the decrease in the amount of to¬ 
bacco grown, the dollar value increased 
from 654.2 million to $59.1 million over 
the same period. Imports (farm-sales- 
weight basis) Increased in that period 
from 536.000 pounds to 1.1 million 


pounds, coming chiefly from Nicaragua 
and Honduras in Central America and 
Cameroon in Africa. However, produc¬ 
tion of large cigars in the United States 
dropped sharply from 8.4 billion cigars 
in 1970 to 6.5 billion in 1974. 

Copies of the Commission's report. 
Wrapper Tobacco (U8ITC Publication 
746) containing the decision, views of 
the Commissioners, and information de¬ 
veloped during the 6-month investiga¬ 
tion may be obtained from the Office of 
the Secretary, United States Interna¬ 
tional Trade Commission. 701 E Street 
NW., Washington. D.C. 20436 (202-523- 
0161). 

By order of the Commission: 

Issued: November 6,1975. 

I seal] Kenneth R. Mason. 

Secretary. 

I FR Doc.75-30388 Filed 11-10-75:8:45 am) 

NATIONAL AERONAUTICS AND 
SPACE ADMINISTRATION 

[Notice 75-011 

SPACE PROCESSING PAYLOAD 
ADVISORY SUBCOMMITTEE 

Notice of Establishment 

Pursuant to Section 9(a>(2> of the 
Federal Advisory Committee Act (Pub¬ 
lic Law 92-463). and after consultation 
with the Office of Management and 
Budget, the National Aeronautics and 
Space Administration has determined 
that the establishment of the Applica¬ 
tions Steering Committee, Space Proc¬ 
essing Payload Advisory Subcommittee Ls 
in the public Interest and Is required 
for the performance of duties imposed 
upon NASA by law. The Application- 
Steering Committee, under which the 
Subcommittee will operate, is a NASA- 
sponsored Interagency committee, com¬ 
posed wholly of government employees 
The Subcommittee will comprise mem¬ 
bership from both the public and private 
sectors. 

The intent of this Subcommittee is to 
obtain the advice of the space processing 
user community during the development 
of the Space Transportation System 
payloads. 

William W. Snavely. 

Assistant Administrator for 

DOD and Interagency Affairs 

November 5, 1975, 

|FR Doc.75-30262 Filed 11-10-75:8:45 *m) 

NATIONAL CREDIT UNION 
ADMINISTRATION 
NATIONAL CREDIT UNION BOARD 
Notice of Meeting and Agenda 

Pursuant to the provisions of the Fed¬ 
eral Advisory Committee Act, Pub. L. 
92-463. 86 Stat. 770. notice Is hereby 
given that the National Credit Union 
Board will hold Its quarterly meeting on 
December 2-3, 1975, at the offices of the 
National Credit Union Admlistration. 
2025 M Street, N.W., Washington. D.C. 


FEDERAL REGISTER, VOi. 40, NO. 21 f—TUESDAY, NOVEM8ER 11, 1975 










NOTICES 


52669 


20456. The meetings will commence at 
9:00 ajn. dally In Room 4210. 

The agenda for this meeting will con¬ 
sist of an undate briefing regarding the 
activities of the several offices of the Na¬ 
tional Credit Union Administration, a 
briefing on share Insurance activities, 
and other aspects of the Administration. 

Matters for discussion will include leg¬ 
islative activities. 

This meeting of the National Credit 
Union Board will be open to the public. 
Members of the public may file written 
statements with the Board either before 
or after the meeting. To the extent that 
time permits, interested persons may be 
permitted to present oral statements to 
the Board only on items listed in the 
aforementioned agenda. Requests to pre¬ 
sent such oral statements must be ap¬ 
proved in advance by the Chairman of 
the Board. Such requests should be di¬ 
rected to the Chairman, National Credit 
Union Board. National Credit Union Ad¬ 
ministration, Washington. D.C. 20456. 

Herman Nickerson, Jr., 
Administrator . 

November 4. 1975. 

|FR Doc 75 30344 Piled 11-10-75:8:45 <un] 

• 


NUCLEAR REGULATORY 
COMMISSION 

(DocJcct No. 50-247) 

CONSOLIDATED EDISON CO. OF N.Y., INC. 

(INDIAN POINT NUCLEAR GENERAT¬ 
ING UNIT NO. 2) 

Establishment of Atomic Safety and 
Licensing Board To Rule on Petitions 

Pursuant to delegation by the Commis¬ 
sion dated December 29, 1972, published 
in the Fedehal Register (37 FR 28710) 
and 55 2.105, 2.700, 2.702, 2.714. 2.714a, 
2.717 and 2.721 of the Commission's 
Regulations, all as amended, an Atomic 
Safety and Licensing Board is being es¬ 
tablished to rule on petitions and/or 
requeste for leave to intervene in the 
following proceeding: 

The Consolidated Edison Company of 
New York, Inc. 

< Indian Point Nuclear Generating Unit 
No 2) 

Docket No. 50-247 

This action is in reference to the "No¬ 
tice of Availability of Licensee's Envi¬ 
ronmental Report: Notice of Proposed 
Issuance of Amendment to Facility Op¬ 
erating License and Notice of Oppor¬ 
tunity for Hearing for Indian Point Nu¬ 
clear Generating Unit No. 2”. published 
by the Commission in the above matter 
f «0 FR 45874—Oct. 3. 1975). 

The members of the Board are: 

Samuel W. Jensch, Esq., Chairman. 
Atomic Safety and Licensing Board 
Panel, UB. Nuclear Regulatory Com¬ 
mission, Washington, D.C. 20555. 

Mr. R. Beecher Briggs. (Member). 110 
Evans Lone, Oak Ridge, Tennessee 37830. 

Dr. Franklin C. Daiber, (Member). Col- 
of Marine Studies, University of 
unaware. Newark. Delaware 19711. 


Dated at Bethesda. Maryland this 5th 
day of November 1975. 


|Docket No* 50 434. 60-425 (CP 
Amendment) | 


For Atomic Safety and Licensing Board 
Panel. 

James R. Yore. 
Acting Chairman , 
lFR Doc.75 30317 Filed 11-10-76:8:45 am| 


(Docket Noe. 50-260. 50-270, 50-2871 

DUKE POWER CO. 

Issuance of Amendments to Facility 
Operating Licenses 

Notice is hereby given that the U.S. 
Nuclear Regulatory Commission (the 
Commission) has issued Amendments 
No. 13, 13. and 10 to Facility Operating 
Licenses No DPR-38. DPR-47. and DPR- 
55. respectively, issued to Duke Power 
Company which revised Technical Spec¬ 
ifications for operation of the Oconee 
Nuclear Station. Units 1. 2. and 3. locat¬ 
ed in Oconee County. South Carolina. 
The amendments are effective as of the 
date of issuance. 

These amendments < 1 > modify the ax¬ 
ial power imbalance limits for the Core 
Protection Safety Limits and the Reac¬ 
tor Protection System Maximum Allow¬ 
able Setpoints. (2) reduce the flux flow 
ratio from 1.07 to 0.961 for single-loop 
operation, and (3) change the maximum 
thermal power for three-loop operation 
from 86.0 ft to 86.4%. 

The application for the amendments 
complies with the standards and re¬ 
quirements of the Atomic Energy Act of 
1954. as amended (the Act), and The 
Commission's rules and regulations. The 
Commission has made appropriate find¬ 
ings as required by the Act and the Com¬ 
mission's rules and regulations in 10 CFR 
Chapter L which are set forth in the 
license amendments. Prior public notice 
of these amendments is not required 
since the amendments do not involve a 
significant hazards consideration 

For further details with respect to this 
action, see (1) the application for 
amendments dated August 26. 1975, (2) 
Amendments No. 13, 13. and 10 to Li¬ 
censes No. DPR-38, DPR-47. and DPR- 
55, with Changes No. 23. 18, and 10, and 
<3) the Commission's related Safety 
Evaluation. All of these Items are avail¬ 
able for public inspection at the Com¬ 
mission's Public Document Room, 1717 
H Street. NW„ Washington, D.C. and 
at the Oconee County Library. 201 South 
Spring Street, Walhalla. South Carolina 
29691. 

A copy of items (2) and (3> may be ob¬ 
tained upon request addressed to the 
U.S. Nuclear Regulatory Commission, 
Washington. D.C. 20555. Attention: Di¬ 
rector. Division of Reactor Licensing. 

Dated at Bethesda. Maryland, this 31st 
day of October 1975. 


For the Nuclear Regulatory Commis¬ 
sion. 


Robert A. Purple. 
Chief . Operating Reactors 

Branch So. 1, Division of 
Reactor Licensing. 


1FR Doc 76 30918 Piled 11-10-75:8:46 ami 


GEORGIA POWER CO. (ALVIN W. VOGTLE 

NUCLEAR PLANT, UNITS 1 AND 2) 

Notice of Prehearing Conference 

Please take notice that pursuant to 
$ 2.761a of the Commission's Rules of 
Practice (10 CFR Part 2> and the Atomic 
Energy Act of 1954. as amended, and con¬ 
sistent with the guidelines prescribed by 
the Atomic Safety and Licensing Appeal 
Board (Appeal Board) In its Order dated 
September 24, 1975 (ALAB-29D. the 
Atomic Safety and Licensing Board (the 
Board) will conduct a special prehearing 
conference for this limited, remanded 
proceeding on November 20, 1975. start¬ 
ing at 9:30 n.m., e.d.t., at the following 
location; 

City County Building, Rirhmond County 
Board of Commissioner** Hearing R -m. 
Room 603. 530 Green 6treet, Augiuta, Georgia 
30902. 

This prehearing conference is prelimi¬ 
nary to a public, evidentiary hearing * 
that will be held later in the vicinity of 
the proposed plant site on a date that 
will be announced in a future Board 
notice. The matters to be considered at 
the prehearing conference are os fol¬ 
lows: 

(1) Permit Identification of the key 
Issues in the proceeding: 

<2> Take any steps necessary for fur¬ 
ther identification of the issues: 

<3> Consider the remaining conten¬ 
tions in the Intervonor's petition to allow 
the Board to make a final determina¬ 
tion on the admissibility of the specific 
contentions: and 

*4) Establish a schedule for further 
actions In the proceeding, including a 
time table for discovery. 

More specifically, the Board expects 
counsel for the parties to be prepared 
to orally argue the points raised in Ap¬ 
plicant's September 30 "Motion to Sched¬ 
ule Prehearing Conference" regarding 
the required and permissible scope of the 
remanded supplemental hearing in light 
of A LAB-285 (August 12. 1975) and 
ALAB-291 (September 24. 1975), as well 
as the scope of discovery necessary to 
properly inquire into only those limited 
areas. For the guidance of the purtles. 
the Board does not envision any necessity 
for an "open-ended reexploration of en¬ 
vironmental issues" and will not sanc¬ 
tion any unnecessary demands for in¬ 
formation on env'-onmental matters 
which need not be addressed in the re¬ 
manded hearing, and which would only 
delay meaningful and prompt prepara¬ 
tion for the hearing. The scope of re¬ 
quested discovery should be limited 
accordingly. 

The parties are free to submit written 
memoranda at the prehearing confer¬ 
ence in lieu of all or part of their oral 
argument. 

Counsel for the parties are directed to 
confer in advance of the public confer- 


* See tbU Board's “Notice of Supplemental 

Hearing on Proposed Amendment to Con¬ 
struction Permits" dated September 8, 1975, 
which was published in the Fran ial Rccuht* 
on September 8. 1975 (40 FR 41669). 
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It Is so ordered. 

ence to work out an agreed schedule for 
discovery, which will be placed on the 
record at the prehearing conference. 

Issued at Bethesda. Maryland, this 
5th day of November. 1975. 

For the Atomic Safety and Licensing 
Board. 

Thomas W. Reilly, Esq., 

Chairman. 

[TO Doc.75 30319 Filed 11-10-76:8:45 ami 


l Doc. No. STN 50-4821 

KANSAS GAS AND ELECTRIC CO. AND 
KANSAS CITY POWER AND LIGHT CO. 
(WOLF CREEK GENERATING STATION, 
UNIT NO. 1) 

Order Confirming Evidentiary Sessions 

On October 30, 1975. the Regulatory 
Staff of the Commission filed a motion 
to reschedule hearings in this proceeding 
and requested modification of the Order 
Issued October 24, 1975 by the Atomic 
Safety and Licensing Board. The Staff 
request Is primarily directed to the date 
for the commencement of the presenta¬ 
tion of evidence and seeks a change from 
the November 17th designation. The 
Board has been In consultation with the 
attorneys for the parties by a telephonic 
conference call since time does not per¬ 
mit awaiting answers by mail to the Staff 
motion. After a consideration of the Staff 
motion and the oral answers thereto, the 
Board hereinafter sets January 26. 1976 
for the commencement of the sessions 
for presentation of evidence. 

The Board adheres to its schedule of 
November 12 and 13. 1975 for the pres¬ 
entation of statements by way of limited 
appearance from members of the public 
In the District Courtroom of the Coffey 
County Courthouse in Burlington. Kan¬ 
sas. The November 12th session will com¬ 
mence at 9:00 am. and the Board will 
extend the opportunity for the presen¬ 
tation of such statements for a few eve¬ 
ning hours in order to accommodate 
those members of the public who cannot 
attend during that daytime. The Novem¬ 
ber 13th session will commence at 10:00 
a.m. In the same location. 

As provided in the Board’s October 
24. 1975 Order, further evidentiary ses¬ 
sions shall resume in a courtroom to be 
designated by later order in Kansas City. 
Missouri. The Board accepts the agree¬ 
ment by the attorneys for the parties 
to convene the Kansas City sessions on 
January 26. 1976 commencing at 2:30 
p.m. at the suggestion of one of the at¬ 
torneys. A session for a few hours will 
convene in the evening of January 26. 
1976 to permit those members of the 
public from the Kansas City area who 
desire to present limited appearance 
statements and who are unable to be 
present for the Burlington, Kansas ses¬ 
sions. to present such statements. 

The Board also accepts suggestions 
from the attorneys for the parties and 
hereby directs that all proposed direct 
evidence shall be prepared In written 
form and shall be served upon the par¬ 


ties and the Board in accordance with 
the schedule for the Items identified by 
the contentions designated as follows: 

l. Service on or before December 19, 

1975 on contentions: 

1-1 through 1-7. 1-9 through 1-13. 
1-14 <a>. (h>. (k) and (1). 1-16. 1-17. 
1-21 (b>. 1-22, 1-25, and 1-26. 

n. Service on or before January 6, 

1976 on contentions: 1-14 (b>. (c). <d). 
<e>. <f), <g>. (1) and <J>. 1-18, 1-19, 
1-20,1-21 (a) ,(c>. <d>. (e). 

m. Service on or before January 15, 
1976 of all written statements to be of¬ 
fered as direct evidence related to all 
remaining radiological safety Issues, 
otherwise designated by the parties as 
Category n safety issues. 

Wherefore, it is ordered . In accordance 
with the Atomic Energy Act. as amended, 
and the Rules of Practice of the Nuclear 
Regulatory Commission, that limited ap¬ 
pearance statements from members of 
the public may be presented at eviden¬ 
tiary sessions of this proceeding com¬ 
mencing at 9:00 a.m. on Wednesday. 
November 12. 1975 In the District Court¬ 
room. Coffey County Courthouse, 6th 
and Neosho Streets, Burlington, Kansas, 
and at further sessions to be provided, 
Including November 13, 1975, at times to 
be reflected by oral orders issued during 
hearings and reflected In the transcripts 
which are available for public review. 

A further session of evidentiary hear¬ 
ings shall convene In a courtroom in 
Kansas City. Missouri on January 26, 
1976. at a time and location to be des¬ 
ignated by later Order. An evening ses¬ 
sion will be held in Kansas City to per¬ 
mit additional members of the public 
to present limited appearance state¬ 
ments. The proposed direct evidence 
from all parties shall be prepared In 
advance In written form and shall be 
served on or before the dates herein¬ 
before provided in this Order. 

Issued: November 5, 1975. Bethesda. 
Maryland. 

For the Atomic Safety and Licensing 
Board, 

Samuel W. Jensch. 

Chairman. 

(TO Doc.75-30320 Filed 11-10-75:8:45 amj 


(Docket No. 50-309] 

MAINE YANKEE ATOMIC POWER CO. 

Issuance of Amendment to Facility 
Operating License 

Notice Is hereby given that the UJB. 
Nuclear Regulatory Commission (the 
Commission > has Issued Amendment No. 
11 to Facility Operating License No. 
DPR-36 Issued to the Maine Yankee 
Atomic Power Company for operation of 
the Maine Yankee Atomic Power Station, 
located in Lincoln County, Maine. The 
amendment is effective as of its date of 
Issuance. 

The amendment modifies the provi¬ 
sions in the Technical Specifications re¬ 
lating to the design of the spent fuel stor¬ 
age racks. As amended, the Technical 


Specifications will allow the licensee to 
replace the existing spent fuel storage 
racks which have a capacity of 318 as¬ 
semblies with anodized aluminum fixed- 
poison (Boral) curtain racks which have 
a capacity of 953 assemblies. 

The application for the amendment 
complies with the standards and require¬ 
ments of the Atomic Energy Act of 1954. 
as amended (the Act), and the Commis¬ 
sion's rules and regulations. The Com¬ 
mission has made appropriate findings an 
required by the Act and the Commission's 
rules and regulations in 10 CFR Chap¬ 
ter I, which arc set forth in the license 
amendment Notice of Proposed Issuance 
of Amendment to Facility Operating Li¬ 
cense in connection with this action was 
published in the Federal Register on 
April 14. 1975 (40 FR 16732). No request 
for a hearing or petition for leave to in¬ 
tervene was filed following notice of the 
proposed action. 

For further details with respect to this 
action, see (1) the application for 
amendment dated March 27.1975, as sup¬ 
plemented June 26 and July 25.1975. (2) 
Amendment No. 11 to License No. DPR- 
36 with Change No. 19, (3) the Commis¬ 
sion's related Safety Evaluation, and (4) 
the Commission's Negative Declaration 
dated October 24. 1975, which is being 
published concurrently with this notice, 
and associated Environmental Impact 
Appraisal. All of these items are availa¬ 
ble for public inspection at the Commis¬ 
sion's Public Document Room, 1717 H 
Street. NW„ Washington, D.C. and at the 
Wiscasset Public Library Association. 
High Street, Wiscasset. Maine. 

A copy of items (2), (3), and (4) may 
be obtained upon request addressed to 
the U.S. Nuclear Regulatory Commission. 
Washington. D.C. 20555, Attention: Di¬ 
rector. Division of Reactor Licensing. 


Dated at Bethesda, Mary land, this 3lst 
day of October. 1975. 

For the Nuclear Regulatory Commis¬ 
sion. 

Robert W. Retd. 
Chief, Operating Reactors 
Branch No. 4. Division of Re¬ 
actors Licensing. 

[FK Doc.75 30321 Filed 11-10-75:8:45 ami 


[Docket No. 50-309; License No. DPR 361 

MAINE YANKEE ATOMIC POWER 
STATION 

Negativ© Declaration Regarding Proposed 
Changes to the Technical Specifications of 

The Nuclear Regulatory Commission 
(the Commission) has considered the is¬ 
suance of a change to the Technical 
8(>eciflcations of Facility Operating Li¬ 
cense No. DPR-36 for Maine Yankee 
Atomic Power Station located in Lincoln 
County. Maine. The changes would au¬ 
thorize the licensee. Maine Yankee 
Atomic Power Company, to replace exist¬ 
ing spent fuel storage racks having a 
capacity of 318 assemblies with fixed poi¬ 
son (Boral) curtain racks having a maxi¬ 
mum capacity of 953 assemblies. 
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Hie Commission's Division of Reactor 
Licensing has appraised the environ¬ 
mental impact of the proposed change. 
On tiie basis of this appraisal, the Com¬ 
mission has concluded that an environ¬ 
mental Impact statement for this par¬ 
ticular action Is not warranted because 
mere will be no significant environmental 
impact attributable to the proposed ac¬ 
tion other than those impacts described 
In the Commission's Filial Environ¬ 
mental Statement of July 1972 concern¬ 
ing the operation of Maine Yankee 
Atomic Power Station. 

The environmental impact appraisal is 
available for public inspection at the 
Commission's Public Document Room, 
1717 H Street. NW. ( Washington. D.C., 
nd at the Wise asset Public library As- 
xtatlon, High 8trect, Wise asset. Me. 

Dated at Rockville. Md., this 24th day 
of October 1975. 

For the Nuclear Regulatory Commis¬ 
sion, 

Gordon K. Dicker. 

Chief . Environ mental Projects 
Branch 2, Division of Reactor 
Licensing. 

(FR Doc.75 30322 Filed 11-10-75:8:45 am] 


lDocket No. 50-277) 

PHILADELPHIA ELECTRIC CO. (PEACH 

BOTTOM ATOMIC POWER STATION. 

UNIT 2) 

Order for Modification of License 

L Philadelphia Electric Company 
PECO or Licensee) is the holder of Fa¬ 
cility Operating License No. DPR-44 
which authorizes operation of Peach 
Bottom Atomic Power Station Unit 2 
■Unit 2 or the Facility) at steady-state 
reactor core power levels not in excess of 
3295 megawatts thermal (rated power). 
The Facility Is a boiling water reactor 
• BWR) located at the Licensee’s 6ite in 
Poach Bottom. York County, Pennsyl- 
\rtnia, 

ill On July 23,1975. the Nuclear Reg¬ 
ulatory Commission ‘the Commission) 
issued an “Order for Modification ofe U- 
onse” (40 Fit. 32179 of July 31. 1975) 
which confirmed a plan for limited ad¬ 
ditional operation of the facility. As 
xpiained in the Order of July 23, 1975. 
the Faculty's channel box wear, as indi¬ 
cated by the noise-to-signal ratio 
r'xorded by the traversing incore probe 
TIP), had exceeded the threshold for 
remedial action. The remedial action, 
confirmed by the Order, U mi ted opera - 
Lon of the facility at not more than 40 
percent of rated core flow and with a 
1 Laxlmum fuel bundle power of 3.35 MWt. 
Ir, addition, the Order permitted opera¬ 
tion up to full flow and power for a brief 
period of time needed to collect flow vi¬ 
bration data and to conduct fuel precon¬ 
ditioning. The Order further stipulated 
that the Licensee was to shutdown the 
facility following approximately 45 
equivalent fuU flow days from June 21, 
1975 unless within that period certain 


specified tests have been completed 
which demonstrated the efficacy of the 
40% flow limit. 

2. By letter dated October 24.1975/ the 
Licensee proposed a plan, previously dis¬ 
cussed with the NRC staff, setting forth 
a course of remedial action, which would 
allow operation with flow rates above 40 
percent of rated flow and maximum 
bundle power above 3.35 MWt. The plan 
would involve shutdown of the reactor 
and appropriate replacement of worn 
channel boxes and plugging of the core 
support plate bypass holes. 

3. By its letter dated September 29. 
1975,* the Licensee provided details re¬ 
lating to the fuel channel inspection pro¬ 
gram and the installation of core bypass 
flow plugs in the lower core plate and 
supplied analyses to demonstrate the 
adequacy of the procedures for plug in¬ 
stallation. Additionally, by its letter 
dated October 24. 1975, the Licensee 
referenced modifications previously ap¬ 
proved and implemented at the Duane 
Arnold and Vermont Yankee reactors. 

4. The Installation of the core bypass 
flow plugs In the lower core plate Is de¬ 
signed to reduce the Instrument tube- 
channel box interaction that produced 
unacceptable wear. The Commission's 
Safety Evaluations for the plant modi¬ 
fications referenced In the Licensee's let¬ 
ter of October 24. 1975, list a total of 
75 channels that were inspected for wear 
during normal refueling outages in seven 
plants that have Instrument thimbles 
similar to those in Peach Bottom Unit 
2. but that do not have flow bypass holes. 
The bypass flow for these plants enters 
through clearances in the fuel assembly 
and fittings which are similar to the pro¬ 
posed Peach Bottom Unit 2 configuration 
with plugged bypass flow holes. For this 
configuration, no significant wear was 
observed at the comers of the channel 
boxes adjacent to the instrument 
thimbles. 

5. Plugs identical to those proposed for 
Peach Bottom Unit 2 had previously been 
installed in the Vermont Yankee and 
Pilgrim reactors in 1973 and 1974. re¬ 
spectively. to eliminate the vibration of 
temporary control curtains that caused 
channel box wear in those reactors. They 
have also been installed in the Duane 
Arnold and Vermont Yankee reactors to 
mitigate channel box wear The plugs 


1 Copk* Of (1) ibt October 24. 1975 filing 
by the Llecnnee, and (2) the NRC stuff 
Safety evaluation or Mechanical Plugs to 
be Inserted In Peach Bottom Unit 2 and the 
documents referenced therein, are avallalbe 
for public Inspection In the Commission's 
Public Document Room, 1717 H Street, NW.. 
Washington. D.C- and are being placed in 
the Martin Memorial Library. 189 E. Market 
Street. York, Pennsyleanla. 

1 The September 29, 1975 filing by the 
Licensee entitled "Peach Bottom Atomic 
Power Station Units 2 and 3 Safety Analysis 
Report for Plant Modifications to Eliminate 
Significant In-Core Vibrations" Is being 
withheld from public disclosure as a pro¬ 
prietary document of the General Electric 
Company pursuant to 10 CTR Part 2. f 2.790. 


in the Vermont Yankee reactor were in¬ 
stalled in 1973 and, were removed after 
ten months of successful service, at the 
time that the temporary control cur¬ 
tains were removed. In addition, the 
General Electric Company* has conducted 
tests to demonstrate the adequacy of the 
plug design. These tests included full 
flow mockup tests which demonstrated 
negligible leakage flow through the plug¬ 
ged holes. The NRC staff has reviewed 
the design, the testing, and the previous 
experience with the proposed plugs in 
the Vermont Yankee, and Pilgrim re¬ 
actors. and in its concurrently issued 
Safety Evaluation of Mechanical Plugs 
to be Inserted in Peach Bottom Unit 2, 
the staff concluded that the mechanical 
design of the proposed bypass flow plugs 
is acceptable and that the plugs will re¬ 
duce the vibration of the instrument 
thimbles caused by flow* through the by¬ 
pass holes and that installation of the 
plugs should be authorized. Subsequent 
operation of the facility with the plugs 
installed is under review. 

Accordingly, pursuant to the Atomic 
Energy Act of 1954. as amended, and the 
Co mmis sion's Rules and Regulations in 
10 CFR Parts 2 and 50. It Is ordered , that 
Facility Operating License No. DPR-44 
is hereby amended by substituting the 
following provisions for the provisions 
set out in Appendix A to the Commis¬ 
sion’s Order for Modification of License 
dated July 23. 1975: 

1. The Licensee is authorized to in¬ 
stall bypass hole plugs in the Facility's 
lower core plate. The Licensee shall not, 
without prior written approval of the 
Director, Office of Nuclear Reactor Regu¬ 
lation, return the facility to operation 
following the Installation of the bypass 
hole plugs. 

Dated at Bothesda. Maryland this 4th 
day of November. 1975. 

For the Nuclear Regulatory Commis¬ 
sion. 

Ben C. Rusche, Director . 
Office of Nuclear Reactor Regulation. 

I PR Doc 75 30323 FU«d 10-11-75:8:45 (im| 


{Docket No. 50-533) 

WESTINGHOUSE ELECTRIC CORP. 

Issuance of Facility Export License 

Please take notice that no request for 
a hearing or a petition for leave to In¬ 
tervene having been filed following pub¬ 
lication of notice of proposed action in 
the Federal Register on May 27, 1975 
(40 FR 23124) and the Nuclear Regula¬ 
tory Commission having found that: 

<a) The application filed by Westing- 
house Electric Corporation, Docket No. 
50-533. complies with the requirements 
of the Act. and the Commission's regu¬ 
lations set forth in Title 10. Chapter I. 
Code of Federal Regulations, and 
<b) The reactor proposed to be ex¬ 
ported Is a utilization facility as defined 
in said Act and regulations, the Commis¬ 
sion has issued License No. XR-103 to 
Westinghouse Electric Corporation, au- 
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thorizing the export of a pressurized wa¬ 
ter reactor with a thermal power level 
of 2783 megawatts to the Statens Vat- 
tenfallsverk. Stockholm, Sweden. 

The export of this reactor to Sweden 
is within the purview of the present 
Agreement for Cooperation Between the 
Government of the United States of 
America and the Government of 8weden 
Concerning Civil Uses of Atomic Energy. 


Dated at Bcthesda. Maryland this 30th 
day of October 1075. 

For the Nuclear Regulatory Commis¬ 
sion. 

G. Wayne Kerr. 
Chief, Agreements and Exports 
Branch , Division of Materials 
and Fuel Cycle Facility Li¬ 
censing . 

[FR Doc.75-80824 Filed 11-10-76:8:45 am] 


O tlier Division 1 Regulatory Guides 
currently being developed Include the 
following: 

Fracture Toughness Claw I Vessels Under 
Ovoretreat conditions. 

Protection Against Postulated Events and 
Accidents Outside or Containment. 

Fracture Toughness Requirements for Mate* 
rials for Class 3 and 8 Components. 

Maintenance or Water Purity In PWR Sec¬ 
ondary Systems. 

Criteria for Heatup and Cooldown Proced¬ 
ures. 

Surveillance Testing and Inaervlce Inspec¬ 
tion of Thermal Barrier and Steam Gen¬ 
erator Materials In High-Temperature Gas- 
Cooled Reactors. 

Surveillance and FosUrradlatlon Examina¬ 
tion of Fuel Rods In Lead Assemblies. 

Design Load Combinations for Component 
Supports. 

Interim Guide on Tornado Missiles. 

Criteria for Plugging Steam Generator 
Tubes. 


REGULATORY GUIDE 
Notice of Issuance and Availability 

The Nuclear Regulatory Commission 
has issued a new guide in its Regulatory 
Guide Series. This series has been de¬ 
veloped to describe and make available 
to the public methods acceptable to the 
NRC staff of implementing specific ports 
of the Commission's regulations and. In 
some cases, to delineate techniques used 
by the staff In evaluating specific prob¬ 
lems or postulated accidents and to pro¬ 
vide guidance to applicants concerning 
certain of the Information needed by the 
staff In Its review of applications for per¬ 
mits and licenses. 

Regulatory Guide 1.105, “Instrument 
Spans and Setpoints." describes a method 
acceptable to the NRC staff for comply¬ 
ing with the Commission's regulations 
with regard to ensuring that the instru¬ 
ment setpoints initially are within and 
remain within the specified safety sys¬ 
tem setting. 

Comments and suggestions In connec¬ 
tion with (1) items for inclusion In 
guides currently being developed (listed 
below) or (2) Improvements in all pub¬ 
lished guides are encouraged at any time. 
Public comments on Regulatory Guide 
1.105 will, however, be particularly useful 
in evaluating the need for an early revi¬ 
sion If received by January 9, 1976. 

Comments should be sent to the Secre¬ 
tary of the Commission, U.S. Nuclear 
Regulatory Commission. Washington* 
D.C. 20555. Attention: Docketing and 
Service Section. 

Regulatory guides are available for In¬ 
spection at the Commission's Public 
Document Room. 1717 H 8treet NW^ 
Washington. D.C. Requests for single 
copies of issued guides (which may be 
reproduced) or for placement on an 
automatic distribution list for single 
copies of future guides should be made 
in writing to the Director, Office of 
Standards Development, UB. Nuclear 
Regulatory Commission, Washington. 
D.C. 20555. Telephone requests cannot 
be accommodated. Regulatory guides are 
not copyrighted and Commission ap¬ 
proval is not required to reproduce them. 


Structural Design Criteria for Fuel Assem¬ 
blies in Light-Water-Cooled Reactors. 

Overhead Crane Handling Systems for 
Nuclear Power Plante. 

Recommended Procedure for Resintering Test 
to Monitor Densllicatlon Stability of Pro¬ 
duction Fuel. 

Qualifications for Cement Grouting for Pre¬ 
stressing Tendons In Containment Struc¬ 
ture. 

Inservice Monitoring of Core and Core Sup¬ 
port Structure Motion Via Neutron-Flux 
Measurement. 

Loose Parts Monitoring Program for the Pri¬ 
mary System. 

Outdance for Content of Licensing Applica¬ 
tions for Reload Fuel. 

Nuclear Safety-Related Concrete Structures. 

ASMS Code Case Fiberglass Reinforced Plas¬ 
tic Piping. 

Protection Against Low Trajectory Turbine 
Missiles. 

Tornado Design Classification. 

Overpressure Protection of Low-Pressure Sys¬ 
tems Connected to Reactor Coolant Pres¬ 
sure Boundary. 

Protective Coatings for Light-Water Reactor 
Containment Facilities. 

Quality Assurance Requirements for Installa¬ 
tion. Inspection, and Testing of Mechani¬ 
cal Equipment and Systems. 

Firo Protection Criteria for Nuclear Power 
Plants. 

Requirements for Audllting of Quality Assur¬ 
ance Programs for Nuclear Power Plants. 

Quality Assurance Requirements for Control 
of Procurement of Equipment, Materials, 
and Services for Nuclear Power Plants. 

Instrumentation for Light-Water-Cooled 

Nuclear Power Plants to Assess Plant Con¬ 
ditions During and Following an Accident. 

Quality Assurance Requirements for Lifting 
Equipment. 

Maintenance and Testing of Batteries. 

Qualification Test of Class IE Cables., Con¬ 
nections, and Field Splices for Nuclear 
Power Plants. 

Seismic Qualification of Class I Electric 
Equipment. 

Fuel Oil Systems for Standby Diesel Genera¬ 
tors. 

Quality Assurance Requirements for the 
Manufacture of Class IE Instrumentation 
and Electric Equipment for Nuclear Power 
Plants. 

Assumptions Used for Evaluating the 
Potential Radiological Consequences of a 
Liquid Radioactive Waste System Accident. 

Containment Isolation Provisions. 

Initial Startup Testing Program for Facility 
Shutdown from Outside the Control Room. 

Periodic Testing of Diesel Generator*. 

Qualification of Inspection. Examination, and 
Tee ting Personnel for Nuclear Facilities, 


Quality Assurance Program Requirements for 
Nuclear Power Plant Fuels. 

Testing of Nuclear Air Cleaning Systems. 
Preoperational and Initial Startup Testing 
of Feedwater Systems for BWRs. 

Design Criteria for Overload Protection of 
Motor-Operated Valves. 

Identification of Materials, Ports, and Com¬ 
ponents for Nuclear Power Plants. 
Emergency Planning for Nuclear Power 
Plants. 

Control Room Manning. 

Hydrologic Design Criteria for Water Con¬ 
trol Structures Constructed for Nuclear 
Power Plants. 

Spill Analysts—Dispersion and Dilution In 
Surface and Ground Water. 

Design Objectives for LWR Spent Fuel Fa¬ 
cilities. 

Design Objectives for LWR Fuel Handling 
Systems. 

Prooperational Testing of Diesel Generator 
Units Used as Onsite Emergency Power 
Sources at Nuclear Power Plants. 

Periodic Testing of Class IE Power and Pro¬ 
tection Systems. 

Assumptions Used for Evaluating the Poten¬ 
tial Radiological Consequences of a BVTU 
Radloatclve Offgas System Failure. 

(5 UJ8.C. 552(a)) 

Dated at Rockville, Maryland this 4th 
day of November 1975. 

For the Nuclear Regulatory Commis¬ 
sion. 

Robert B. Minogux, 

Director , 

Office of Standards Development. 
(FR Doc.75-80325 Filed 11-10-75:8:45 am] 


ADVISORY COMMITTEE ON REACTOR 

SAFEGUARDS SUBCOMMITTEE ON THE 

TYRONE ENERGY PARK, UNIT 1 

Agenda Change 

The agenda for the November 21,1975 
meeting of the ACRS Subcommittee on 
the Tyrone Energy Park, Unit 1, which 
was published at 40 Federal Register 
51506, November 5. 1975, Is changed as 
follows: 

Thursday, November 20, 1975, 7 p.m. 
until conclusion of business . 

The Subcommittee will meet In closed 
Executive Session with any of its con¬ 
sultants who may be present, to explore 
their preliminary opinions, based upon 
their independent review of safety re¬ 
ports. regarding matters which should be 
considered during the open session in 
order to formulate a Subcommittee re¬ 
port and recommendations to the full 
Committee. 

Friday, November 21, 197S. 8:30 a.m 
The Subcommittee will meet in closed 
session with the NRC Staff and repre¬ 
sentatives of the Northern States Power 
Company for the purpose of exploring 
proprietary matters with regard to plant 
security. 

•Hiere is no change to the agenda for 
the open session. 

All other matters pertaining to the 
meeting remain unchanged. 

Dated: November 6, 1975. 

John C. Hoyle. 

Advisory Committee 
Management Officer . 

[FR Doc.75-30316 Filed 11-10-75:8:45 am] 
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SECURITIES AND EXCHANGE 
COMMISSION 

| Release No. 34-11794: Pile No SR Am« 
75-ff| 

AMERICAN STOCK EXCHANGE, INC. 

Proposed Rule Change 

Pursuant to Section 19ib)(l) of the 
Securities Exchange Act of 1934. 15 
U.S.C. 78s(b) (1). as amended by Pub. L. 
No. 94-29, 16 (June 4. 1975), notice Is 
hereby given that on October 31. 1975. 
the above-mentioned self-regulatory or- 
Miiization filed with the Securities and 
Exchange Commission a proposed rule 
change as follows: 

Statement or Teems or Substance 
or the Proposed Rule Chance 

The American Stock Exchange, Inc. 
rAmex") has adopted amendments to 
certain of the guidelines adopted by the 
Amex pursuant to Rule 915(b) of the 
Amex Rules which relate to standards 
for issuers of securities underlying op¬ 
tions (the - Amendments to the Rule 
915 Guidelines"). The Amendments to 
the Rule 915 Guidelines are set forth be¬ 
low. Brackets indicate words to be de¬ 
leted. and italics are used to indicate 
;vords to be added. 

The iiMior and Its aubaKUartc* have sot 
during til© post lten] three year* defaulted 
tn the payment of any dividend or Making 
fund installment on preferred utock, or in 
payment of any principal, interest or 
tanking fund installment on any Indebted- 
new for borrowed money, or in the payment 
of rcntala under long term leases. 

The Issuer and Its consolidated subsidi¬ 
aries had a net Income, after taxes but before 
. uraordinary items net of tax effect, of at 
least 14500,000) $250400 for each of the last 
(live | three fiscal years. 

ITho Issuer earned in each of the last 
five fiscal years any dividends, including the 
r&lr market value of any stock dividends, 
paid In each auch year on all clavea of securi¬ 
ties.) 

The purpose of the Amendments to the 
Rule 915 Guidelines is to conform such 
guidelines with the recent proposed 
amendments to the Form 6-7 require¬ 
ments of the Securities and Exchange 
Co mm issi on (the "Commission'*). 

The Amendments to the Rule 915 
Guidelines are authorized by Section ff (b) 
*5) of the Securities Exchange Act of 
1934 (the "1934 Act*'). Although 8ect!on 
9 of the 1934 Act. as recently amended 
by the Securities Acts Amendments of 
1976, does not become effective until De¬ 
cember 1. 1975. the Amendments to the 
Rule 915 Guidelines, will be consistent 
with that 8ectlon when such amendments 
to the 1934 Act become effective. 

The Amendments to the Rule 915 
Guidelines relate to standards to be con¬ 
sidered by the Amex in evaluating poten¬ 
tial underlying stocks for Amex option 
transaction*. These guidelines were based 
upon the Form 8-7 requirement* in ef¬ 
fect at the time such guidelines were 
adopted. 

In adopting the Form S-7 requirements 
the Commission decided that for certain 
issuers eligible to use such Form adequate 


disclosure could be assumed to have been 
made in reports and proxy statements 
filed over the years under the 1934 Act. 
The Commission recently determined 
that tiie S-7 qualification standard* re¬ 
lating to net Income, default and divid¬ 
ends could be reduced without compro¬ 
mising the protection of Investors, and 
that the public Interest would be served 
thereby. 

The Amex believes that the Amend¬ 
ment* to the Rule 915 Guidelines. In line 
with the amendment* to the Form S-7 
requirement*, are consonant with the 
protection of investors and the public In¬ 
terest. 

The Amendment* to the Rule 915 
Guidelines were considered and unani¬ 
mously approved by the Options Com¬ 
mittee of the Amex which Is composed of 
Amex members and representatives of 
Amex member organizations. No addi¬ 
tional comments were solicited and re¬ 
ceived. 

The Amex had determined that the 
Amendment* to the Rule 915 Guidelines 
would not impose any burden on competi¬ 
tion. 

On or before December Iff, 1975. or 
within such longer period (1) as the Com¬ 
mission may designate up to 90 days of 
such date if it finds such longer period 
to be appropriate and publishes it* rea¬ 
sons for so finding or (11) as to which the 
above-mentioned self-regulatory organi¬ 
sation consents, the Commission will: 

(A) By order approve such proposed 
rule change, or 

(B> Institute proceedings to determine 
whether the proposed rule change should 
be disapproved. 

Interested persons are invited to sub¬ 
mit written data, views and argument* 
concerning the foregoing. Persons desir¬ 
ing to make written submissions should 
file six copies thereof with the Secretory 
of the Commission. Securities and Ex¬ 
change Commission. Washington. D.C. 
20549. Copies of the filing with respect 
to the foregoing and of all written sub¬ 
missions will be available for Inspection 
and copying in the Public Reference 
Room, 1100 L Street NW„ Washington. 
D.C. Copies of such filing will also be 
available for inspection and copying at 
the principal office of the above-men¬ 
tioned self-regulatory organization. All 
submissions should refer to the file num¬ 
ber referenced in the caption above and 
should be submitted on or before De¬ 
cember 11. 1975. 

For the Commission by the Division of 
Market Regulation, pursuant to dele¬ 
gated authority. 

(seal] George A. Fitzsimmons. 

Secretary. 

November 4. 1975. 

|FR Doc.75-30283 Filed 11-10-76,8:46 am) 


(Release No. 34-11791; Pile No. SR-BSE 75-4) 

BOSTON STOCK EXCHANGE 
Proposed Rule Change 

Pursuant to Section 19(b)(1) of the 
Securities Exchange Act of 1934. 15 


UJS.C. 78s(b> (1), as amended by Pub. L. 
No. 94-29. Iff (June 4, 1975), notice l* 
hereby given that on October 29. 1975, 
the above-mentioned self-regulatory or¬ 
ganization filed with the Securities and 
Exchange Commission a proposed rule 
change a* follows: 

Statement of the Terms of Substance 
of the Proposed Rule Change Chapter 
Xff-B (next to last paragraph) of the 
Rules: 

Fbr the purposes of tills paragraph (6) the 
next transaction In the primary market shall 
mean the next transaction In tho primary 
market as reported on the Consolidated Tape 
at the Boston Stock Exchange after tho order 
la placed with the Dealer for execution. Ad¬ 
justments for lateness of the tape and any 
similar adjustments shall be made tn the 
same manner as for odd-lot transactions. 

Statement or Basis and Purposes 

Purpose of the proposed rule change . 
The purpose of the rule change Is to 
eliminate the two minute time require¬ 
ment on the execution of round-lot or¬ 
ders and to clarify the definition of next 
transaction occurring In the primary 
market. 

Basis of the proposed rule change: 

a <i) Not applicable. 

(II) Not applicable. 

(III) Not applicable. 

(iv) Not applicable. 

(v> Not applicable. 

(vi> Not applicable. 

<vli) Not applicable. 

Comments received from members, 
participants or others on proposed rule 
change. No comment* were solicited or 
received. 

Burden on competition. No burden on 
competition is perceived by adoption of 
the proposed amendment. Indeed, it was 
proposed to conform this Exchange's 
trading rule to those of other Exchange*. 

On or before December 16. 1975, or 
within such longer period (i) as the 
Commission may designate up to 90 days 
of- such date if it find* such longer pe¬ 
riod to be appropriate and publishes its 
reasons for so finding or (ii) a* to which 
the above-mentioned self-regulatory or¬ 
ganization consent*, the Commission 
will: 

(A) By order approve such proposed 
rule change, or 

(B) Institute proceedings to determine 
whether the proposed rule change should 
be disapproved. 

Interested person* Eire Invited to sub¬ 
mit written data,* views and argument* 
concerning the foregoing. Persons desir¬ 
ing to make written submission* should 
file 6 copies thereof with the Secretary 
of the Commission, Washington, DC 
20549. Copies of the filing with respect to 
the foregoing and of all written submis¬ 
sion* will be available for Inspection and 
copying in the Public Reference Room. 
1100 L Street. N.W., Washington. DC. 
Copies of such filing will also be available 
for inspection and copying at the prin¬ 
cipal office of the above-mentioned self- 
regulatory organization. All submission* 
should refer to the file number referenced 
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In the caption above and should be sub¬ 
mitted on or before December 11, 1975. 

For the Commission by the Division of 
Market Regulation, pursuant to dele¬ 
gated authority. 

IsealI George A. Fitzsimmons. 

Secretary . 

November 4. 1975. 

IFR Doc.75-50284 Fll*d 11-10-75:8:45 am] 


[File No. 500-11 

CANADIAN JAVEUN, LTD. 

Suspension of Trading 

November 4. 1975. 

The common stock of Canadian Jave¬ 
lin. Ltd. being traded on the American 
Stock Exchange pursuant to provisions 
of the Securities Exchange Act of 1934 
and all other securities of Canadian Jave¬ 
lin, LtcL being traded otherwise than on 
a national securities exchange; and 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in such securities 
on such exchange and otherwise than on 
a national securities exchange Is required 
in the public interest and for the protec¬ 
tion of investors; 

Therefore, pursuant to Section 12 (k) 
of the Securities Exchange Act of 1934, 
trading in such securities on the above 
mentioned exchange and otherwise than 
on a national securities exchange is sus¬ 
pended. for the period from November 5. 
1975 through November 14, 1975. 

By the Commission. 

[seal] George A. Fitzsimmons, 
Secretary. 

(PR Doc.75-30280 Filed 11-10-75:8:45 am) 


I Release No. 34-11789: SR File No. SR-CBOE- 
76-3) 

CHICAGO BOARD OPTIONS EXCHANGE. 

INC. 

Order Approving Proposed Rule Change 

On September 12. 1975, the Chicago 
Board Options Exchange, Inc. <“CBOE“), 
LaSalle at Jackson, Chicago. Illinois 
60604, filed with the Commission, pur¬ 
suant to Section 19(b) of the Securities 
Exchange Act of 1934, 15 U.8.C. 78(s) <b) 
(1), as amended by the Securities Acts 
Amendments of 1975 (Pub. L. No. 94-29, 
Section 16 (June 4. 1975)) (the “Act"), 
and Rule 19b-4 thereunder, copies of a 
proposed rule change. 

The proposed rule change would: (1) 
revise the provisions concerning resigna¬ 
tion. disqualification and removal of di¬ 
rectors to reflect the proposed changes 
in Board composition (Rule 6.3(b)): (2) 
alter the composition of Its Board of 
Directors as between public directors and 
exchange directors and provide for spe¬ 
cial qualifications for certain exchange 
directors (Rule 6.1); (3) revise the bal¬ 
loting procedures to ensure that the rep¬ 
resentation required by virtue of the 
foregoing change In Board composition 
is effected (Rule 5.3); (4) facilitate the 
process through which a member can pe¬ 


tition to become a candidate for the 
Board of Directors or the Nominating 
Committee by reducing the number of 
signatures required and by lengthening 
the time within which petitions can be 
filed (Rule 4.5 >; and (5) place a specific 
obligation on the Nominating Committee 
to choose candidates for the Board of 
Directors and for the Nominating Com¬ 
mittee which reflect the various mem¬ 
bership Interests (Rule 4.3). 

Notice of the proposed rule change to¬ 
gether with the terms of substance of 
the proposed rule change was given by 
publication of a Commission Release 
(Securities Exchange Act Release No. 
11675 (Sept. 24, 1975)) and by publica¬ 
tion in the Federal Register (40 FR 
14903 (Sept. 30,1975)). 

Notice of the Commission determina¬ 
tion to extend the time period within 
which the Commission will approve the 
above referenced proposed rule changes 
of CBOE or institute proceedings to 
determine whether it should be disap¬ 
proved was given by publication of a 
Commission Release (Securities Ex¬ 
change Act Release No. 11755 (Oct. 21, 
1975)) and by publication In the Federal 
Register (40 FR 50330 (Oct. 29. 1975)), 

CBOE has requested that the Com¬ 
mission consider separately CBOE's pro¬ 
posed rule change insofar as CBOE Rule 
4.5 is concerned. The Commission finds 
the proposed rule change, insofar as 
CBOE Rule 4.5 is concerned, is consist¬ 
ent with the requirements of the Act and 
rules and regulations thereunder appli¬ 
cable to national securities exchanges, 
and in particular, the requirements of 
Section 6 and the rules and regulations 
thereunder. 

It is therefore ordered , pursuant to 
section 19(b) (2) of the Act, that the pro¬ 
posed rule change insofar as CBOE Rule 
4.5 is concerned, filed with the Commis¬ 
sion on September 12, 1975 be, and It 
hereby is. approved. 

For the Commission by the Division of 
Market Regulation pursuant to dele¬ 
gated authority. 

r seal! George A. Fitzsimmon, 

Secretary . 

November 4. 1975. 

(FR Doc.75-30285 Filed 11-10-75:8:45 am) 


(File No. 500-11 

CONTINENTAL VENDING MACHINE CORP. 

Suspension of Trading 

November 5. 1975. 

It appearing to the Securities and Ex¬ 
change Commission that the summary 
suspension of trading in the common 
stock of Continental Vending Machine 
Corporation being traded otherwise than 
on a national securities exchange is re¬ 
quired in the public interest and for the 
protection of investors; 

Therefore, pursuant to Section 12 (k) 
of the Securities Exchange Act of 1934, 
trading in such securities otherwise than 
on a national securities exchange is sus¬ 


pended. for the period from November 6. 
1975 through November 15. 1975. 

By the Commission. 

[seal] George A. Fitzsimmons. 

Secretary . 

[FR Doc.75-30281 Filed 11-10-75:8:46 am] 


(70-5753: Rel No. 19236] 

INDIANA & MICHIGAN POWER CO. 

AMERICAN ELECTRIC POWER COMPANY, 
INC. 

Proposed Issuance and Sale of First Mort¬ 
gage Bonds at Competitive Bidding and 
Guaranty Agreement Between Parent 
and Subsidiary 

November 4, 1975. 

Notice is hereby given that American 
Electric Power Company, Inc. ( M AEP"», 
2 Broadway, New York, New York 10004, 
a registered holding company, and In¬ 
diana & Michigan Power Company 
(“I&MP”). % American Electric Power 
Service Corporation. 2 Broadway. New 
York. New York. 10004, on electric gen¬ 
erating subsidiary company of Indiana & 
Michigan Electric Company (“I&M“), an 
electric utility subsidiary company of 
AEP, have filed on application-declara¬ 
tion and an amendment thereto with 
this Commission pursuant to the Public 
Utility Holding Company Act of 1935 
(“Act”), designating Sections 6(a), 7. & 
12 and Rules 42(a). 42(b) and 50 promul¬ 
gated thereunder as applicable to the 
proposed transactions. All interested per¬ 
sons are referred to the application- 
declaration, as amended, which is sum¬ 
marized below, for a complete statement 
of the proposed transactions. 

I&MP was organized under the laws of 
the State of Michigan on April 20, 1971 
for the purpose of acquiring, complet¬ 
ing the construction of. and operating, 
the Donald C. Cook Nuclear Plant (“Cook 
Plant”). a nuclear fueled steam electric 
generating station situated in Michigan 
along the shore of Lake Michigan near 
Bridgman, Michigan. The Cook Plant Is 
to consist of two nominally rated 1,100.- 
000 kilowatt generating units, the first of 
which was placed in commercial opera¬ 
tion on August 23.1975 and the second of 
which is scheduled to be placed in com¬ 
mercial operation in 1978 or later. It is 
estimated that the total construction 
costs of the Cook Plant will equal at least 
$980,000,000. Construction costs aggre¬ 
gating $758,799,000 have been Incurred 
through June 30,1975 and It is estimated 
that additional construction costs aggre¬ 
gating $70,100,000 will be incurred in 1975 
and $83,000,000 in 1976. 

By order issued May 20, 1971 (HCAR 
No. 17135). the Commission authorized 
I&MP to acquire the Cook Plant from 
l&M In consideration of the issuance by 
I&MP to I&M of 1,500,000 shares of its 
common stock, par value $1.00 per share, 
and $130,000 aggregate principal amount 
of ten year unsecured promissory notes. 
By orders Issued August 23.1971 and Sep¬ 
tember 12. 1972 (HCAR Nos. 17247 and 
17694), the Commission also authorized 
I&MP to issue its unsecured promissory 
notes from time to time to seventeen 
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banks under a Bank Loan Agreement in 
an aggregate principal amount up to 
$300,000,000 and, in connection there¬ 
with. authorized I&MP and I&M to enter 
into and to perform a Capital Funds Ag¬ 
reement and a Power Agreement. On 
September 23, 1071, I&M transferred the 
Cook Plant to I&MP in consideration of 
the issuance and delivery by IAMP to 
l&M of the securities which the Commis¬ 
sion authorized I&MP to issue, and there¬ 
after UOfP effected borrowings under the 
Bank Loan Agreement until It completed 
in 1074 the borrowing of the $300,000,000 
thereunder. The notes issued under the 
Bank Loan Agreement mature by their 
terms on September 30.1977 and bear in¬ 
terest at a rate equal to one-half of one 
i>ercent plus the prime commercial loan 
rate of Manufacturers Hanover Trust 
Company from time to time In effect. 

I&M is entitled under the Power Agree¬ 
ment to receive all power (and the energy 
associated therewith) available at the 
Cook Plant and I&M agrees to pay I&MP 
in consideration for the right to receive 
all such power and energy, such amounts 
from time to time as, when added to 
amounts received by X&MP from any 
other source, will be at least sufficient for 
I&MP to pay when due all of its operat¬ 
ing and other expenses, including <i) any 
amount which I&MP may be required to 
pay on account of any Interest and/or 
any substitute interest on all indebted¬ 
ness for borrowed money issued or as- 
sumer by l&MP and on account of the 
stated maturities of. and/or all required 
sinking fund payments and other regu¬ 
lar amortization requirements applicable 
to, such indebtedness and (11) such addi¬ 
tional amount as is necessary after any 
required provision of taxes on, or meas¬ 
ured by, income to enable I&MP to pay 
required dividends on any preferred stock 
which it may issue and such amount as 
will represent a fair return on the com¬ 
mon stock equity of I&MP as may be per¬ 
mitted by governmental regulatory au¬ 
thorities having jurisdiction. I&MP filed 
the Power Agreement with the Federal 
Power Commission (“FPC”) on Octo¬ 
ber 8, 1975 as an initial rate schedule, ef¬ 
fective as of August 23, 1975 and an in¬ 
vestigation was instituted, which is cur¬ 
rently continuing, under Section 206 of 
the Federal Power Act as to the reason¬ 
ability of the rates and charges specified 
in the Power Agreement. 

I&MP proposes to issue and sell, sub¬ 
ject to the competitive bidding require¬ 
ments of Rule 50 under the Act. up to 
S75.000.000 principal amount of First 
Mortgage Bonds, in one initial scries, to 
mature in not less than 5 and not more 
than 10 years from the date of issuance 
of such Bonds. The interest rate (which 
shall be a multiple of *4 of 1%) and the 
price to be paid to IAMP for the Bonds 
< which shall not be less than 100% un¬ 
less I&MP shall authorize a lower per¬ 
centage not less than 99%, and shall not 
exceed 102.75%) will be determined by 
competitive bidding. The Bonds will be 
issued under and secured by a Mortgage 
and Deed of Trust, to be dated as of 
December 1,1075 to Manufacturers Han¬ 


over Trust Company ('•Trustee’’). The 
terms of the Bonds preclude ILMP from 
redeeming any such Bonds prior to De¬ 
cember 1. 1980. if such redemption Is for 
the purpose of refunding such Bonds 
with proceeds of funds borrowed at a 
lower effective interest cost. I&MP shall 
notify prospective bidders no later than 
72 hours prior to the time designated for 
the submission of the bids of the matu¬ 
rity date of the Bonds. 

The Motgage Indenture Is designed to 
finance 60% of the construction costs of 
the 2 unit Cook Plant plus additions 
thereto as defined in the Mortgage In¬ 
denture. I&MP will not assign its interest 
or rights to any funds due or to become 
due under the Capital Funds Agreement 
or Power Agreement to any person other 
than the Indenture Trustee. I&MP will 
not declare or pay any dividend on any 
class of its capital stock, nor directly or 
Indirectly make any payment on account 
of the purchase, redemption, acquisition 
or other retirement of any shares of its 
capital stock, of any class, unless, after 
giving effect to such transaction, the ag¬ 
gregate amount of the proprietary capi¬ 
tal of I&MP. including all of its capital 
stock and paid-in and retained earnings, 
is at least 53.85% of the principal 
amount of all then outstanding indebted¬ 
ness of I&MP for borrowed money. The 
Mortgage provides for a cash sinking 
fund pursuant to which IAMP will be re¬ 
quired annually to retire a specified 
principal amount of the Bonds. The 
amount of the sinking fund payments 
will be filed by amendment. It is contem¬ 
plated that the amount of the annual 
sinking fund payment for the Bonds of 
this series and the respective amounts 
of sinking fund payments in the future 
for addiltonal series will be sufficient to 
provide for the retirement of all out¬ 
standing Bonds at the expiration of the 
useful life of the depreciable facilities ol 
the Cook Plant. 

The proceeds realized from the sale of 
the Bonds will be deposited in the con¬ 
struction fund under the Mortgage and 
will be withdrawn by I&MP on applica¬ 
tion to the Trustee to pay construction 
costs of the 2 unit Cook Plant 

AEP proposes to execute and deliver a 
Guaranty Agreement guaranteeing the 
payment of the principal, interest, and 
premium on any Bond, upon notice of 
default by IAMP. AEP also proposes, 
prior to the sale by I&MP of the Bonds, to 
deposit with the Trustee under Its De¬ 
benture Indenture, an amount (approxi¬ 
mately $2,272,000) sufficient to pay. 
when due, the principal and interest on 
all of Its remaining 3%% 8inking Fund 
Debentures, due June 1,1977. 

The fees and expenses to be Incurred 
in connection with the proposed trans¬ 
actions will be supplied by amendment 
The proposed issuance and sale of the 
Bonds is subject to the Jurisdiction of 
the Michigan Public Service Commis¬ 
sion and no other state commission and 
no federal commission, other than this 
Commission, has jurisdiction over the 
proposed transactions. 

Notice is further given that any inter¬ 
ested person may. not later than Novem¬ 


ber 28. 1975, request In writing that a 
hearing be held on such matter, stating 
the nature of his interest, the reasons 
for such request, and the issues of fact 
or law raised by said application-decla¬ 
ration which he desires to controvert; 
or he may request that he be notified if 
the Commission should order a hearing 
thereon. Any such request should be ad¬ 
dressed: Secretary. Securities and Ex¬ 
change Commission. Washington. D.C. 
20549. A copy of such request should be 
served personally or by mail (air mall if 
the person being served is located more 
than 500 miles from the point of mail¬ 
ing) upon the appllcants-declarants at 
the above-stated addresses, and proof of 
service (by affidavit or, in case of an at¬ 
torney at law. by certificate) should be 
filed with the request. At any time after 
said date, the application-declaration, as 
amended or as it may be further 
amended, may be granted and permitted 
to become effective as provided in Rule 
23 of the General Rules and Regulations 
promulgated under the Act. or the Com¬ 
mission may grant exemption from such 
rules as provided in Rules 20(a) and 100 
thereof or take such other action as it 
may deem appropriate. Persons who re¬ 
quest a hearing or advice as to whether 
a hearing is ordered will receive any no¬ 
tices and orders issued in this matter, 
including the date of the hearing (if 
ordered) and any postponements thereof. 

For the Commission, by the Division of 
Corporate Regulation, pursuant to dele¬ 
gated authority. 

IsealI George A. Fitzsimmons. 

Secretary. 

|Fn Doc.75-30282 Filed 11-10-75.8 45 am| 


(Release No. 34-11792; Flic Nos. 

SR-MSTC-75-1 (ft) and 8Rr-MCC-75-l (ft) \ 

MIDWEST SECURITIES TRUST CO. AND 
MIDWEST CLEARING CORP. 

Amendment to the Schedule of Charges 

Notice Is hereby given that the Mid¬ 
west 8 lock Exchange <“MSE*') haa 
amended the schedule of charges for 
services rendered by Its wholly-owned 
subsidiaries, the Midwest Securities Trust 
Company (' 4 MSTC ') and the Midwest 
Clearing Corporation (“MCC") by delet¬ 
ing the $.50 per item charge for directing 
clearing trades to other clearing systems 
through MCC’s interface arrangements 
with other systems. Charges for directing 
trades through the MCC interfaces, 
which currently are operating on a pilot 
basis, will be assessed individually against 
MCC participants involved in the pilot 
until a standard charge for movements 
through MCC's interfaces is incorporated 
in the schedule of charges. 

The schedule of charges, which in¬ 
cluded the interface charge, became ef¬ 
fective on September 2, 1975 upon filing 
with the Commission pursuant to Section 
19(b) <3) (A) of the Securities Exchange 
Act of 1934 (15 U.8.C. 78s(b)(l). as 
amended by Pub. L. 94-29, 16 (June 4 . 
1975) ]. 1 The amendment deleting the in- 


1 Securities Exchange Act Release No. 
11669. 40 PJR. 44902. 
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tcrfacc charge became effective on Oc¬ 
tober 28, 1975 upon filing with the Com¬ 
mission pursuant to Section 19(b) (3) (A) 
of the Securities Exchange Act of 1934. 

Publication of this notice is expected 
to be made in the Federal Register dur¬ 
ing the week of November 10. 1975. In¬ 
terested persons may submit comments 
concerning the amendment deleting the 
Interface charge on or before Decem¬ 
ber 2, 1975. Persons desiring to make 
written comments should file six copies 
thereof with the Secretary of the Com¬ 
mission. Securities and Exchange Com¬ 
mission. 500 North Capitol Street NW.. 
Washington. D.C. 20549. Reference 
should be made to File Nos. SR-MSTC- 
75-1 (a) and 8R-MCC-75-l(a>. 

For the Commission, by the Division 
of Market Regulation, pursuant to dele¬ 
gated authority. 

[seal! George A. Fitzsimmons. 

Secretary. 

November 4. 1975. 

|TO Doc.75-30286 FUed ll-19-75;8:45 ami 

SMALL BUSINESS ADMINISTRATION 

(License No. 00/09-01881 

CARDON CAPITAL CORP. 

Issuance of a License To Operate as a 

Small Business Investment Company 

On September 25. 1975, a notice was 
published in the Federal Register (40 
FR 44206) stating that an application 
had been filed with the Small Business 
Administration (SBA) pursuant to Sec¬ 
tion 107.102 of the Regulations govern¬ 
ing small business Investment companies 
(SBICs) for a license to operate as an 
SBIC by Cardon Capital Corporation. 
134 W. Broadway, Mesa, Arizona 85202. 

Interested parties were invited to sub¬ 
mit their written comments to SBA. No 
comments were received. 

Notice is hereby given that pursuant 
to the provisions of the Small Business 
Investment Act of 1958. as amended (15 
U.S.C. 661 et seq.>. after having con¬ 
sidered the application and all other per¬ 
tinent Information and facts in regard 
thereto. SBA has issued License No. 
09/09-0188 on October 30. 1975, to Car¬ 
don Capital Corporation to operate as 
an SBIC. 

(Catalog of Federal Domestic AmhUUtsc* Pro¬ 
gram No. 59.011. Small Buiilnem Investment 
Companies). 

Dated: November 3.1975. 

James Thomas Phelan, 
Deputy Associate Administrator 
for Investment. 

|TO Doc.75-30317 Filed 11-10-7S;8:45 amj 


(License No. 01/01-02771 

MARCON CAPITAL CORP. 

Issuance of a License To Operate as a 
Small Business Investment Company 

On June 11. 1975, a notice was pub¬ 
lished in the Federal Register (40 FR 
25257) stating that Marcon Capital Cor¬ 
poration. 1188 Post Road. Fairfield, Con¬ 
necticut 06430 had filed an application 
with the Small Business Administration 


(SBA) pursuant to 13 CFR 107.102 
(1975) for a license to operate as a small 
business investment company (SBIC). 

Interested parties were given until the 
close of business on June 30. 1975, to 
submit written comments on the appli¬ 
cation to SBA. 

Notice is hereby given that no written 
comments were received and having con¬ 
sidered the application and all other 
pertinent information, SBA approved the 
issuance of License No. 01/01-0277 on 
October 23. 1975, to Marcon Capital Cor¬ 
poration, pursuant to Section 301(c) of 
the Small Business Investment Act of 
1958. as amended. 

(Catalog of Federal Domestic Assistance Pro¬ 
gram No. 59.01! email Business Investment 
Companies) 

Dated: November 3.1975. 

James Thomas Phelan, 
Deputy Associate Administrator 
for Investment. 

(FR Doc 75-30348 Filed 11-10-75.8:45 am] 


(Delegation of Authority No 30, Rev. 15, 
Arndt. 6) 

FIELD OFFICES 

Delegation of Authority To Conduct 
Program Activities 

Delegation of Authority No. 30. Revi¬ 
sion 15 (40 FR 11657, as corrected 
14134), as amended (40 FR 20691: 26317; 
40217 as corrected 41862; and 49159). Is 
hereby amended to clarify that the ad¬ 
ministration of all management assist¬ 
ance resources available under Section 
7(j> of the Small Business Act is part of 
the Management Assistance Program. 

As amended. Delegation of Authority 
No. 30. Revision 15, reads as follows: 

Part VII— Management Amobtancc Program 

Section A—Call Contracts Authority . 1. 
Administration and Management of Colt 
Contracts. To take all necessary actions in 
oonncctlon with the administration and 
management of contracts awarded under Uie 
authority granted In Section 7<J) of the 
Small Bur in oss Act, as amended, (formerly 
under Section 406 of the Economic Oppor¬ 
tunity Act of 1904) except changes, amend¬ 
ments, or termination of the contract: 

a- Regional Director. 

b. Assistant Regional Director for Manage¬ 
ment Assistance. 

c. District Dtrector. 

d. Assistant District Director for Manage¬ 
ment Assistance. 

Effective date: November 11, 1975. 

Dated: November 4.1975. 

Daniel T. Kingsley, 
Associate Administrator 
for Operations . 

{Delegation ot Authority No. 39. Re?. 15. 

DEPARTMENT OF LABOR 

Office of the Secretary 

[TA-W 270] 

BROWN SHOE CO. 

Investigation Regarding Certification of Eli¬ 
gibility To Apply for Worker Adjustment 

Assistance 

On October 30, 1975, the Department 
of Labor received a petition filed under 


Section 221(a) of the Trade Act of 1974 
(“the Act") by the United Shoe Worker* 
of America on behalf of the workers and 
former workers of Sullivan, UlinoLs, plant 
of Brown Shoe Company, St Louis. Mis¬ 
souri (TA-W-270). 

Accordingly, the Acting Director. Office 
of Trade Adjustment Assistance. Bureau 
of International Labor Affairs, has in¬ 
stituted an Investigation as provided in 
Section 221(a) of the Act and 29 CFR 
90.12. 

The purpose of the investigation is 
to determine whether absolute or rela¬ 
tive increases of imports of articles like 
or directly competitive with women's 
footwear produced by Brown Shoe Com¬ 
pany or an appropriate subdivision 
thereof have contributed importantly to 
an absolute decline In sales or produc¬ 
tion. or both, of such firm or subdivision 
and to the actual or threatened total or 
partial separation of a significant num¬ 
ber or proportion of the workers of such 
firm or subdivision. The investigation 
will further relate, as appropriate, to the 
determination of the date on which total 
or partial separations began or threat¬ 
ened to begin and the subdivision of the 
firm involved. A group meeting the eligi¬ 
bility requirements of Section 222 of the 
Act will be certified as eligible to apply 
for adjustment assistance under Title II, 
Chapter 2, of the Act In accordance with 
the provisions of Subpart B of 29 CFR 
Part 90. 

Pursuant to 29 CFR 90.13. the peti¬ 
tioner or any other person showing a 
substantial interest in the subject mat¬ 
ter of the Investigation may request a 
public hearing, provided such request 
is filed in writing with the Acting Di¬ 
rector. Office of Trade Adjustment As¬ 
sistance. at the address shown below, not 
later than November 21. 1975. 

The petition filed in this case is avail¬ 
able for inspection at the Office of the 
Acting Director, Office of Trade Adjust¬ 
ment Assistance. Bureau of Internation¬ 
al Labor Affairs, U.S. Department of 
Labor. 3rd St. and Constitution Ave., 
NW.. Washington. D.C. 20210. 

Signed at Washington. D.C. tills 30th 
day of October 1975. 

Marvin M. Fooks. 

Acting Director . Office of 
Trade Adjustment Assistance. 

(TO Doc 75-30361 Filed 11-19-75:8:45 arol 


|TA-W 2721 

GENERAL ELECTRIC CO. 

Investigation Regarding Certification of EH- 
gibitity To Apply for Worker Adjustment 
Assistance 

On October 30. 1975, the Department 
of Labor received a petition filed under 
Section 221(a) of the Trade Act of 1974 
("the Act") by the Allied Industrial 
Workers of America on behalf of the 
workers and former workers of Owens¬ 
boro. Kentucky plants of General Elec¬ 
tric Company, Fairfield, Connecticut 
(TA-W-272). Accordingly, the Acting 
Director, Office of Trade Adjustment As¬ 
sistance. Bureau of International Labor 
Affairs, has instituted an investigation 
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as prov ided in Section 221(a) of the Act 
and 29 CFR 90.12. 

The purpose of the Investigation Is to 
determine whether absolute or relative 
increases of imports of articles like or 
directly competitive with electronic re¬ 
ceiving tubes for radios L televisions 
produced by General Electric Company 
or an appropriate subdivision thereof 
have contributed importantly to an abso¬ 
lute decline in sales or production, or 
both, of such firm or subdivision and to 
the actual or threatened total or partial 
: cparatlon of a significant number or 
proportion of the workers of such firm 
or subdivision. The investigation will fur¬ 
ther relate, as appropriate, to the deter¬ 
mination of the date on which total or 
partial separations began or threatened 
to begin and the subdivision of the firm 
involved. A group meeting the eligibility 
requirements of Section 222 of the Act 
will be certified as eligible to apply for 
adjustment assistance under Title n. 
Chapter 2, of the Act in accordance with 
the provisions of Subpart B of 29 CFR 
Part 90. 

Pursuant to 29 CFR 90.13, the peti¬ 
tioner or any other person showing a 
substantial interest in the subject mat¬ 
ter of the investigation may request a 
public hearing, provided such request Is 
riled in writing with the Acting Director, 
Office of Trade Adjustment Assistance, 
at the address shown below, not later 
than November 21. 1975. 

The petition filed In this case is avail¬ 
able for inspection at the Office of the 
Acting Director. Office of Trade Adjust¬ 
ment Assistance. Bureau of International 
Labor Affairs, UB. Department of Labor. 
3rd St. and Constitution Ave., NW. # 
Washington. D.C. 20210. 

Signed at Washington. D.C. this 30th 
day of October 1975. 

Marvin M. Fooks, 

Acting Director , Office of 
Trade Adjustment Assistance. 
JFR Doc.75 30382 Filed 11-10-75:8:45 *m| 


|TA-W-27l 1 

LEVERENZ SHOE CO. 

Investigation Regarding Certification of Eli¬ 
gibility To Apply for Worker Adjustment 
Assistance 

On October 30. 1975. the Department 
of Labor received a petition filed under 
Section 221(a) of the Trade Act of 1974 
(“the Act”) on behalf of the workers and 
former workers of Leverenz Shoe Com¬ 
pany, Sheboygan, Wisconsin < TA-W- 
271). Accordingly, the Acting Director, 
Office of Trade Adjustment Assistance. 
Bureau of International Labor Affairs, 
has instituted an investigation as pro- 
vld ed i n Section 221(a) of the Act and 
29 CFR 90.12. 

The purpose of the investigation is to 
determine whether absolute or relative 
increases of imports of articles like or 
directly competitive with men’s dress and 
casual footwear produced by Leverenz 
Shoe Company or an appropriate sub¬ 
division thereof have contributed impor¬ 
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tantly to an absolute decline in sales or 
production, or both, of such firm or sub¬ 
division and to the actual or threatened 
total or partial separation of a significant 
number or proportion of the workers of 
such firm or subdivision. The investiga¬ 
tion will further relate, as appropriate, to 
the determination of the date on which 
total or partial separations began or 
threatened to begin and the subdivision 
of the firm Involved. A group meeting the 
eligibility requirements of Section 222 of 
the Act will be certified as eligible to 
apply for adjustment assistance under 
Title II. Chapter 2. of the Act in accord¬ 
ance with the provisions of Subpart B of 
29 CFR Part 90. 

Pursuant to 29 CFR 90.13, the peti¬ 
tioner or any other person showing a 
substantial Interest In the subject matter 
of the Investigation may request a public 
hearing, provided such request is filed in 
writing with the Acting Director, Office 
of Trade Adjustment Assistance, at the 
address shown below, not later than 
November 21,1975. 

The petition filed in this case is availa¬ 
ble for inspection at the Office of the Act¬ 
ing Director, Office of Trade Adjustment 
Assistance, Bureau of International 
Labor Affairs, U.S. Department of Labor, 
3rd 8t. and Constitution Ave., NW.. 
Washington, D.C. 20210. 

Signed at Washington, D.C. this 30th 
day of October 1975. 

Marvin M. Fooks. 

Acting Director . Office of 
Trade Adjustment Assistance. 

|PR Doc.75-30363 Filed 11-10-75:8:45 am] 


|TA-W-2?3| 

UNITED STATES SHOE CORP. 

Investigation Regarding Certification of Eli¬ 
gibility To Apply for Worker Adjustment 
Assistance 

On October 30. 1975, the Department 
of Labor received a petition filed under 
Section 221(a) of the Trade Act of 1974 
("the Act”) on behalf of the workers 
and former workers of Columbus. Ohio 
plant of The United States Shoe Cor¬ 
poration. Cincinnati. Ohio (TA-W-273). 
Accordingly, the Acting Director. Office 
of Trade Adjustment Assistance. Bureau 
of International Labor Affairs, has in¬ 
stituted an investigation as provided in 
Section 221(a) of the Act and 29 CFR 
90.12. 

The purpose of Uie investigation is to 
determine whether absolute or relative 
increases of imports of articles like or 
directly competitive with women’s foot¬ 
wear produced by The United States 
8hoe Corporation or an appropriate sub¬ 
division thereof have contributed Im¬ 
portantly to an absolute decline in sales 
or production, or both, of such firm or 
subdivision and to the actual or threat¬ 
ened total or partial separation of a sig¬ 
nificant number or proportion of the 
workers of such firm or subdivision. The 
investigation will further relate, as ap¬ 
propriate, to the determination of the 
date on which total or partial separa- 
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tlons began or threatened to begin and 
the subdivision of the firm involved. A 
group meeting the eligibility require¬ 
ments of Section 222 of the Act will be 
certified as eligible to apply for adjust¬ 
ment assistance under Title n, Chap¬ 
ter 2, of the Act in accordance with the 
provisions of Bubpart B of 29 CFR 
Part 90. 

Pursuant to 29 CFR 90.13, the peti¬ 
tioner or any other person showing a 
substantial interest in the subject mat¬ 
ter of the investigation may request a 
public hearing, provided such request is 
filed In writing with the Acting Director, 
Office of Trade Adjustment Assistance, 
at the address shown below, not later 
than November 21, 1975. 

The petition filed In this case is avail¬ 
able for inspection at the Office of the 
Acting Director. Office of Trade Adjust¬ 
ment Assistance, Bureau of Interna¬ 
tional Labor Affairs, UJ3. Department of 
Labor, 3rd St. and Constitution Ave., 
NW., Washington, D.C. 20210. 

Signed at Washington. D.C. this 30th 
day of October 1975. 

Marvin M. Fooks. 

Acting Director , Office of 
Trade Adjustment Assistance. 

\FR Doc.75-30384 Filed 11-10-75:8:46 am] 


| TA-W-2741 

UNITED STATES SHOE CORP, 

Investigation Regarding Certification of Eli¬ 
gibility To Apply for Worker Adjustment 

Assistance 

On October 30. 1975, the Department 
of Labor received a petition filed under 
Section 221(a) of the Trade Act ol 1974 
(“the Act”) on behalf of the workers and 
former workers of Crothersvllle, Indiana 
plant of The United 8tates Shoe Cor¬ 
poration (TA-W-274). Accordingly, the 
Acting Director. Office of Trade Adjust¬ 
ment Assistance. Bureau of International 
Labor Affairs, has Instituted an investi¬ 
gation as provided in Section 221(a) of 
the Act and 29 CFR 90.12. 

The purpose of the investigation is to 
determine w’hether absolute or relative 
increases of imports of articles like or di¬ 
rectly competitive with women’s footwear 
produced by The United States Shoe Cor¬ 
poration or an appropriate subdivision 
thereof have contributed Importantly to 
an absolute decline in sales or production, 
or both, of such firm or subdivision and to 
the actual or threatened total or partial 
separation of a significant number or 
proportion of the workers of such firm 
or subdivision. The investigation will 
further relate, as appropriate, to the de¬ 
termination of the date on which total or 
partial separations began or threatened 
to begin and the subdivision of the firm 
involved. A group meeting the eligibility 
requirements of Section 222 of the Act 
will be certified as eligible to apply for 
adjustment assistance under Title n, 
Chapter 2, of the Act in accordance with 
the provisions of Subpart B of 29 CFR 
Part 90. 
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Pursuant to 29 CFR 90.13. the peti¬ 
tioner or any other person showing a sub¬ 
stantial interest in the subject matter of 
the Investigation may request a public 
hearing, provided such request is filed in 
writing with the Acting Director, Office 
of Trade Adjustment Assistance, at the 
address shown below, not later than No¬ 
vember 21, 1975. 

The petition filed in this case is avail¬ 
able for inspection at the Office of the 
Acting Director. Office of Trade Adjust¬ 
ment Assistance. Bureau of International 
Labor Affiairs, U.8. Department of La¬ 
bor. 3rd St. and Constitution Ave., NW., 
Washington, D.C. 20210. 

Signed at Washington. D.C. this 30th 
day of October 1975. 

Marvin M. Kooks, 

Acting Director , Office of 
Trade Adjustment Assistance. 

(FR Doc.75-30365 Filed 11-10-76:8:45 *m| 


[TA-W 275) 

UNITED STATES SHOE CORP. 

Investigation Regarding Certification of Eli¬ 
gibility To Apply for Worker Adjustment 
Assistance 

On October 30. 1975, the Department 
of Labor received a petition filed under 
Section 221(a) of the Trade Act of 1974 
(“the Act*') on behalf of the workers and 
former workers of Jumping-Jacks Divi¬ 
sion, Marlonville. Missouri plant of The 
United States Shoe Corporation, Cincin¬ 
nati, Ohio (TA-W-275). Accordingly, the 
Acting Director. Office of Trade Adjust¬ 
ment Assistance, Bureau of International 
Labor Affairs, has instituted an investi¬ 
gation as provided in Section 221(a) of 
the Act and 29 CFR 90.12. 

The purpose of the investigation is to 
determine whether absolute or relative 
Increases of imports of articles like or 
directly competitive with children's, 
youths’, and teens’ shoes produced by The 
United States Shoe Corporation or an 
appropriate subdivision thereof have 
contributed importantly to an absolute 
decline in sales or production, or both, 
of such firm or subdivision and to the 
actual or threatened total or partial sep¬ 
aration of a significant number or pro¬ 
portion of the workers of such firm or 
subdivision. The Investigation will fur¬ 
ther relate, as appropriate, to began or 
threatened to begin and the subdivision 
of the firm involved. A group meeting the 
eligibility requirements of Section 222 of 
the Act will be certified as eligible to ap¬ 
ply for adjustment assistance under 
Title H, Chapter 2, of the Act in accord¬ 
ance with the provisions of Subpart B of 
29 CFR Part 90. 

Pursuant to 29 CFR 90.13. the peti¬ 
tioner or any other person showing a 
substantial interest in the subject mat¬ 
ter of the investigation may request a 
public hearing, provided such request is 
filed in writing with the Acting Director. 
Office of Trade Adjustment Assistance, 
at the address shown below, not later 
than November 21. 1975. 

The petition filed in this case is avail¬ 
able for inspection at the Office of the 


Acting Director. Office of Trade Adjust¬ 
ment Assistance. Bureau of Interna¬ 
tional Labor Affairs, UB. Department of 
Labor. 3rd St. and Constitution Ave„ 
NW.. Washington. D.C. 20210. 

Signed at Washington, D.C. this 30 !h 
day of October 1975. 

Marvin M. Fooks, 

Acting Director . Office of 
Trade Adjustment Assistance. 
(FR Doc.75-30366 Filed 11-10-75:8:45 omj 

INTERSTATE COMMERCE 
COMMISSION 

(Notice No. 9111 

ASSIGNMENT OF HEARINGS 

November 6. 1975. 

Cases assigned for hearing, postpone¬ 
ment. cancellation or oral argument ap¬ 
pear below and will be published only 
once. This list contains prospective as¬ 
signments only and does not Include 
cases previously assigned hearing dates. 
The hearings will be on the issues as 
presently reflected in the Official Docket 
of the Commission. An attempt will be 
made to publish notices of cancellation 
of hearings as promptly as possible, but 
interested parties should take appro¬ 
priate steps to insure that they are noti¬ 
fied of cancellation or postponements of 
hearings in which they are interested. 

MC 102567 Sub-176. McNair Transport, Inc. 
and MC 111401 Sub-443, Grocndyk* Trans¬ 
port. Inc., continued to November 24, 1975 
at the Office* of the Interstate Commerce 
Commission. Washington. D.C. 

[seal] Robert L. Oswald, 

Secretary. 

JFR Doc.75 30361 Filed 11-10-76:8:45 am) 


[Notice No. 116) 

MOTOR CARRIER BOARD TRANSFER 
PROCEEDINGS 

November 11,1975. 

Synopses of orders entered by the 
Motor Carrier Board of the Commission 
pursuant to Sections 212(b), 206(a), 211, 
312(b), and 410(g) of the Interstate 
Commerce Act, and rules and regula¬ 
tions prescribed thereunder (49 CFR 
Part 1132), appear below*: 

Each application (except as otherwise 
specifically noted) filed after March 27, 
1972. contains a statement by applicants 
that there will bo no significant effect on 
the quality of the human environment 
resulting from approval of the applica¬ 
tion. As provided in the Commission's 
Special Rules of Practice any Interested 
person may flic a petition seeking recon¬ 
sideration of the following numbered 
proceedings on or before December 1, 
1975. Pursuant to Section 17(8» of the 
Interstate Commerce Act. the filing of 
such a petition will postpone the effective 
date of the order in that proceeding 
pending its disposition. The matters re¬ 
lied upon by petitioners must be specified 
in their petitions with particularity. 

Finance Docket No. 27992. By order 
entered November 5. 1975, the Motor 
Carrier Board approved the transfer to 


Flowers Transportation. Inc.. Greenville, 
Mississippi, of CeUficat c No. W-1227. is¬ 
sued September 25,1969. to Waxier Tow ¬ 
ing Company, Incorporated. Memphis, 
Tennessee, evidencing a right to engage 
in transportation as a common carrier 
by water, by non-self-propelled vessels 
with the use of separate towing vessels in 
the transportation of general commodi¬ 
ties, and by towing vessels in the per¬ 
formance of general towage, between 
ports and points along the Arkansas - 
Verdigris Waterway*, on the one hand, 
and. on the other, ports and points along 
the Ohio River below Pittsburgh. Pa., the 
Illinois Waterway, and the Mississippi 
River from St. Paul. Minn., to New Or¬ 
leans. La. Douglas C. Wynn, P.O. Box 
.1295, Greenville, Miss. 38701. and R. Dale 
Woodall. Evans. Petree, Cobb & Edwards. 
900 Memphis Bank Building, Memphis, 
Tenn. 38103. attorneys for applicants. 

No. MC-FC-75868. By order of Novem¬ 
ber 5, 1975, the Motor Carrier Board ap¬ 
proved the transfer to Homer L. William¬ 
son, Doing business as Williamson Trans¬ 
fer & Storage. Man. West Virginia, of 
Certificate No. MC 4197, issued October 
8. 1975, to Logan Transfer Company. 
Huntington. West Virginia, authorizing 
the transportation malt beverages and 
oil and grease, from points in Kentucky 
to Logan. W. Va.. carbide, from Ivanhoe. 
Va., to Logan, W. Va.. and household 
goods, between Huntington W. Va.. and 
points in Logan and Lincoln Counties, 
W. Vo^ on the one hand, and, on the 
other, points In fifteen states and the 
District of Columbia. John M. Friedman. 
2930 Fhitnam Avenue. Hurricane. West 
Virginia 25526, representative of appli¬ 
cants. 

No. MC-PC-76058. By order of Novem¬ 
ber 5. 1975, the Motor Carrier Board 
approved the transfer to R. Lavoie 
Trucking, Inc., Coaticook, Quebec, Can¬ 
ada. of a portion of Certificate No. MC 
108381, issued October 3. 1949. to J. M 
Blassberg. Inc., Shelburne Palls, Massa¬ 
chusetts, authorizing the transportation 
of building materials and electrical sup¬ 
plies between points in Massachusetts. 
New Hampshire, Vermont, and New 
York, with a restriction, David M. Mar¬ 
shall. Marshall, and Marshall. 135 State 
Street. Suite 200. Springfield. Mass 
01103, attorney for Applicants. 

No. MC-PC-76072. By order entered 
November 5. 1975. the Motor Carrier 
Board approved the transfer to Robert 
Moreno. Yrcka, Calif., of Certificate of 
Registration No. MC 106086 (Sub-No. 
14), issued May 1. 1964, to Wlnans Bros. 
Trucking Co., a corporation. Redding. 
Calif., evidencing a right to engage in 
transportation in interstate commerce as 
described in certificate No. 53025, dated 
May 8. 1956, issued by Uie Public Serv¬ 
ice Commission of California. John Paul 
Fischer, 140 Montgomery Street, San 
Francisco, Calif. 94104. attorney for 
applicants. 

No. MC-FC-76148. By order of No¬ 
vember 6. 1975, the Motor Carrier Board 
approved the transfer to Van Nata 
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Trucking. Inc.. Vesper. Wis., of the oper¬ 
ating rights in Permit No. MC 124912. 
issued January 2, 1975. to Donald F. 
Dengel and A. William Lind, a partner¬ 
ship. doing business as D k L Trucking 
Company, Sheboygan. Wis.. authorizing 
the transportation of malt beverages and 
incidental supplies, premiums and ad¬ 
vertising materials when shipped with 
malt beverages, from points in the Min¬ 
neapolis-St. Paul. Minn.. Commercial 
Zone as defined by the Commission to 
Fond du Lac and Sheboygan. Wls.. under 
contract with Donald F. Dengel. doing 
business as Don Dengel Distributing 
Company, of Fond du Lac. and Lind Dis¬ 
tributing Co.. Inc., of Sheboygan. Edward 
Soiie. 4513 Vernon Boulevard. Madison. 
Wls. 53705. attorney for applicants. 

No. MC-FC-76159. By order entered 
November 5. 1975. the Motor Carrier 
Board approved the transfer to AOS En¬ 
terprises, Inc.. Litchfield. Ill., of the op¬ 
erating rights set forth In Certificate No. 
MC 87566 (Sub-No. 6), issued Novem¬ 
ber 2, 1973, to Schmidt Truck Service, 
Inc* Litchfield, HI., authorizing the 
transportation of plastic products, from 
the facilities of International Paper 
Company, at Litchfield. HL, to points in 
Indiana. Iowa, Kansas, Michigan. Min¬ 
nesota. Missouri. Ohio, Pennsylvania, 
and Wisconsin. David Axelrod. 39 South 
LaSalle St., Chicago. HI. 60603. attorney 
for applicants. 

No. MC-FC-76160. By order entered 
November 6, 1975, the Motor Carrier 
Board approved the transfer to The 
Minuteman Lines. Inc., Winchendon, 
Mass., of that portion of the operating 
rights set forth in Certificate of Regis¬ 
tration No. MC 99912 (Sub-No. 1). issued 
May 21, 1964. to Barry & Foley Motor 
Transportation. Inc., Worcester. Mass., 
evidence a right to engage in transporta¬ 
tion in interstate or foreign commerce, 
of general commodities, between specified 
points in Massachusetts. Qeorgc C. 
O'Brien. 15 Court Square, Boston. Mass. 
02108, attorney for applicants. 

No. MC-FC-76172. By order entered 
November 5, 1975. the Motor Carrier 
Board approved the transfer to Joseph 
Struzzieri. Massepequa. N.V., of the op¬ 
erating rights set forth in Certificates 
Nos. MC 29796 and MC 29796 (Sub-No. 
2), issued by the Commission. July 22, 
1969, and September 26, 1972, respec¬ 
tively, to Esbit Transportation & Storage 
Co., Inc.. Glendale. NiY.. authorizing the 
transportation of new furniture, from 
New York, N.Y., to points In that part 
of New York and New Jersey within 50 
miles of the New York. N.Y. Commercial 
Zone, as defined by the Commission in 1 
M.C.C. 665, and from New York, N.Y.. to 
points in Fairfield County. Conn., and re¬ 
fused, rejected, or damaged shipments of 
new furniture in the reverse direction. 
Charles E. Creager. 1329 Pennsylvania 
Ave.. P.O. Box 1417, Hagerstown. Md. 
21740. 

Tskal] Robert L. Oswald, 

Secretary . 

|PR Doc.75-30082 Filed 11-10 75:8:45 am] 


|Notice No. 126) 

MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 

November 5, 1975. 

The following are notices of filing of 
applications for temporary authority 
under Section 210a(a> of the Interstate 
Commerce Act provided for under the 
provisions of 49 CFR 1131.3. These rules 
provide that an original and six (6) 
copies of protests to an application may 
be filed with the field official named in 
the Federal Register publication no la¬ 
ter than the 15th calendar day after the 
date the notice of the filing of the appli¬ 
cation is published in the Federal Regis¬ 
ter. One copy of the protest must be 
served on the applicant, or its authorized 
representative, if any, and the protest- 
ant must certify that such service has 
been made. The protest must identify the 
operating authority upon which it is 
predicated, specifying the **MC" docket 
and "Sub" number and quoting the par¬ 
ticular portion of authority upon which 
it relies. Also, the protestant shall spec¬ 
ify the service it can and will provide 
and the amount and type of equipment 
it will make available for use in connec¬ 
tion with the service contemplated by 
the TA application. The weight accorded 
a protest shall be governed by the com¬ 
pleteness and pertinence of the Pro¬ 
testant’s Information. 

Except as otherwise specifically noted, 
each applicant states that there will be 
no significant effect on the quality of the 
human environment resulting from ap¬ 
proval of Its application. 

A copy of the application is on file, and 
can be examined at the Office of the Sec¬ 
retary. Interstate Commerce Commis¬ 
sion. Washington, D.C., and also in the 
I.C.C. Field Office to which protests are 
to be transmitted. 

Motor Carriers or Property 

No. MC 26396 (Sub-No. 127TA) (Cor¬ 
rection), filed October 17. 1975. pub¬ 
lished in the FR Issue of October 30, 
1975, and republished as corrected this 
issue. Applicant: POPELKA TRUCK¬ 
ING CO., doing business as THE WAG¬ 
GONERS. P.O. Box 990, Livingston. 
Mont 59047. Applicant's representative: 
Jeanne Charlesworth (same address as 
applicant). Authority sought to operate 
as a common carrier . by motor vehicle, 
over irregular routes, transporting: Par- 
ticleboard. from Missoula, Mont., to 
points in Hlinols, for 180 days. Applicant 
has also filed an underlying ETA seeking 
up to 90 days of operating authority. 
Supporting shipper: George A. Washing¬ 
ton. Plant Sales Manager, Evans Prod¬ 
ucts Co., Drawer L. Missoula, Mont. 
59801. Send protests to: Paul J. Labane, 
District Supervisor, Interstate Com¬ 
merce Commission. Room 222. U.8. Post 
Office Bldg.. Billings, Mont. 59101. The 
purpose of this republican is to add the 
supporting shipper, which was omitted 
In tlie previous publication. 

No. MC 99427 <8ub-No. 25TA>. filed 
October 25, 1975. Applicant: ARIZONA 
TANK LINES. INC.. 666 Grand Ave.. Des 
Moines. Iowa 50309. Applicant’s repre¬ 
sentative: Earl Check (same address as 


applicant). Authority sought to operate 
as a common carrier . by motor vehicle, 
over Irregular routes, transporting: Sul¬ 
phuric acid , In bulk, from Hayden. Arlz., 
to Glendale, Nev.. for 180 days. Appli¬ 
cant has also filed an underlying ETA 
seeking up to 90 days of operating au¬ 
thority. Supporting shipper: Asarco. Inc., 
405 Montgomery St,. San Francisco, 
Calif. 94104. Send protests to: Herbert 
W. Allen. District Supervisor. Interstate 
Commerce Commission. Bureau of Op¬ 
erations. 875 Federal Bldg., Des Moines, 
Iowa 50309. 

No. MC 107295 (Sub-No. 784TAL filed 
October 22. 1975. Applicant: PRE-FAB 
TRANSIT CO.. 100 South Main St., 
Farmer City. HI. 61842. Applicant's rep¬ 
resentative: Duane Zehr (same address 
as applicant), Authority sought to oper¬ 
ate as a common carrier , by motor vehi¬ 
cle, over irregular routes, transporting: 
Hardwood flooring systems, hardwood 
flooring , lumber, lumber products . and 
accessories used in the installation there¬ 
of. from the plantsite of A.G.A., Inc., at 
Amasa, Mich., to points in the United 
States (except Alaska and Hawaii). for 
180 days. Supporting shipper: W, W. 
Gamble III, Vice President, A.GA., Inc. 
(Abendroth-Gamble-Ahoncn. Inc.). Box 
42, Amasa. Mich. 49903. Send protests 
to: Harold C. Jolliff, District Supervisor. 
Interstate Commerce Commission. P.O. 
Box 2418. Springfield, HI. 62705. 

No. MC 107295 (Sub-No. 785TA). filed 
October 23. 1975. Applicant: PRE-FAB 
TRANSIT CO , 100 South Main St., 
Farmer City. HI. 81842. Applicant's rep¬ 
resentative: Duane Zehr (same address 
as applicant). Authority sought to oper¬ 
ate as a common carrier , by motor vehi¬ 
cle. over Irregular routes, transporting: 
Posts, poles , piling . crossties, and lum¬ 
ber. between Monroe County. Ind.. and 
points in Michigan. Wisconsin. Minne¬ 
sota, Iowa. Missouri, Tennessee, Ken¬ 
tucky, Hlinols. Ohio. Pennsylvania (that 
port of Pennsylvania on and west of 
U8. Highway 219). New York (that part 
of New York on and west of New York 
Highway 19), West Virginia < that part 
of West Virlgnla on and west of U.S. 
Highway 19>. and Virginia (that part of 
Virginia on and west of U B. Highway 
19), for 180 days. Supporting shipper: 
Kenneth O. Dunn. President, Danck In¬ 
dustries, Inc., 240 Country Club Drive, 
Bloomington. Ind. Send protests to: Har¬ 
old C. Jolliff. District Supervisor, Inter¬ 
state Commerce Commission. P.O. Box 
2418, Springfield. HI. 62705. 

No. MC 107223 (Sub-No. 47TA), filed 
October 22. 1975. Applicant: GIL¬ 

LILAND TRANSFER COMPANY, a cor¬ 
poration. 7180 West 48th St.. Fremont, 
Mich. 49412. Applicant’s representative: 
Gerald W. Rykse (same address as appli¬ 
cant). Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Food¬ 
stuffs. from Fremont, Mich., to points in 
Wisconsin on and south of a line begin¬ 
ning at the Minnesota-Wisconsin state 
line and extending along U.S. Highway 
22 to junction Wisconsin Highway 29. 
thence along Wisconsin Highway 29 to 
junction U.S. Highway 45, thence along 


FEDERAL REGISTER, VOL 40, NO. 216—TUESDAY, NOVEMBER 11, 1975 



52680 

U.S. Highway 45 to Junction U.S. High¬ 
way 41. thence along U.8. Highway 41 
to Lake Michigan at Milwaukee. Wta. 
(but excluding Milwaukee. Wls.i. and 
that part of Minnesota on. east, and 
south of a line beginning at the Iowa- 
Minnesota state line and extending along 
U.S. Highway 59 to Worthington, Minn., 
thence along Minnesota Highway 60 to 
Windom, Minn., thence along UB. High¬ 
way 71 to Wilbnar. Minn., thence along 
Minnesota Highway 23 to St. Cloud, 
Minn., thence along UB. Highway 10 
to St. Paul, Minn., and along U S. High¬ 
way 12 to the Minnesota-Wlsconsin state 
line, for 180 days. Applicant has also 
filed an underlying ETA seeking up to 90 
days of operating authority. Supporting 
shipper: Gerber Products Company, 445 
State St., Fremont, Mich. 49411. Send 
protests to: C. R. Flemming. District Su¬ 
pervisor, Bureau of Operations, Inter¬ 
state Commerce Commission, 225 Fed¬ 
eral Bldg.. Lansing, Mich. 48933. 

No. MC 107403 <Sub-No. 954TA). filed 
October 22. 1975. Applicant: MATLACK. 
INC., Ten West Baltimore Ave.. Lans- 
downe. Pa. 19050 Applicant s represent¬ 
ative: John Nelson (same address as 
applicant). Authority sought to operate 
as a common carrier, by motor vehicle, 
over Irregular routes, transporting: 
Vegetable oils . in bulk, in tank vehicles, 
from Avondale. Ooodhope, and West- 
wego. La., to Louisville, Ky., for 180 days. 
Supporting shipper: Olidden-Durkee Di¬ 
vision of SCM Corp., P.O. Box 958, 1303 
S. Shelby St.. Louisville. Ky. 40201. Send 
protests to: Monica A. Blodgett, Trans¬ 
portation Assistant. Interstate Com¬ 
merce Commission, 600 Arch St.. Room 
3238, Philadelphia, Pa. 19106. 

No. MC 107496 (Sub-No. 1008TA). filed 
October 21. 1975. Applicant: RUAN 
TRANSPORT CORPORATION. 666 
Grand Ave., Dcs Moines, Iowa 50309. 
Applicant's representative: Earl Check 
(same address as applicant). Authority 
sought to operate as a common carrier. 
by motor vehicle, over irregular routes, 
transporting: Paint increasing com¬ 
pounds. in bulk, in tank vehicles, from 
the DuPont Plantsite at Fort Madison, 
Iowa, to the Dupont Plantsite at Tucker, 
Oa.. for 180 days. Applicant has also 
filed an underlying ETA seeking up to 
80 days of operating authority. Support¬ 
ing shipper: E. I. Dupont de Nemours fc 
Company, 10th & Market Streets, Wil¬ 
mington. Del. 19898. Send protests to: 
Herbert W. Allen, District Supervisor, 
Bureau of Operations, Interstate Com¬ 
merce Commission. 875 Federal Bldg., 
Dcs Moines, Iowa 50309. 

No. MC 109689 < Sub-No. 293TA> (Cor¬ 
rection), filed October 16. 1975, pub¬ 
lished in the Federal Register issue of 
October 30, 1975, and republished as 
corrected this issue. Applicant: W. 8. 
HATCH CO . 643 South 800 West, Woods 
Cross. Utah 84087. Applicant's repre¬ 
sen taUve: Mark K. Boyle. 345 South 
State St. Salt Lake City, Utah 84111. 
Authority sought to operate as a com¬ 
mon carrier , by motor vehicle, over 
Irregular routes, transporting: Graphite. 


NOTICES 

water base. In bulk, from Phoenix, 
Ariz.. to Cucamonga, Calif., for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days 
of operating authority. Supporting ship¬ 
per: Wagner-Insul Company. 11899 8th 
St., Cacainonga, Calif. 91730. Send pro¬ 
tests to: Lyle D. Heifer. District Super¬ 
visor, Interstate Commerce Commission, 
Bureau of Operations, 5301 Federal Bldg., 
125 South State St.. Salt Lake City, 
Utah 84138. The purpose of this republi¬ 
cation is to change docket number MC 
109689 (Sub-No. 293TA) in lieu of MC 
141415TA, which was previously pub¬ 
lished in error. 

NO. MC 111729 (Sub-No. 581TA). filed 
October 23, 1975. Applicant: PUROLA- 
TOR COURIER CORP., 3333 New Hyde 
Park Road, New Hyde Park, N.Y. 11040. 
Applicant's representative: Elizabeth L. 
Hanoch (same address as applicant). 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: (1) Exposed and 
processed color and black and white Aim 
and prints, complimentary replacement 
film and incidental dealer handling sup¬ 
plies; and business documents; prescrip¬ 
tion drugs, and business documents, (a) 
between Chicago, Ill., on the one hand, 
and, on the other. Fort Wayne, Lafay¬ 
ette. and Michigan City, Ind.; and Battle 
Creek, Jackson. Kalamazoo, Lansing, and 
Muskegon, Mich.; (b) between Minnea¬ 
polis, Minn., on the one hand, and, on 
the other, Blaine. Bloomington. Brook¬ 
lyn Park. Cottage Grove, Duluth, Edina, 
Golden Valley. Mankato, New Hope, 
Richfield. St. Cloud, St. Louis Park, and 
St. Paul, Minn.: (c) between Moline, lll- 
on the one hand, and, on the other, Bet¬ 
tendorf. Clinton. Davenport. Dubuque, 
and Muscatine. Iowa; <d> between Des 
Moines, Iowa, on the one hand. and. on 
the other, Cedar Falls, Fort Dodge. Iowa 
City. Marshalltown, and 8!oux City, 
Iowa: <e> between Cincinnati, Ohio, on 
the one hand. and. on the other. Coving¬ 
ton, Fort Wright. Louisville, and New¬ 
port, Ky.; if) between Louisville. Ky.. 
on the one hand, and. on the other. 
Clarksville, and New Albany. Ind.: and 
Lexington. Paducah, Pleasure Ridge 
Park, and St. Matthews. Ky.; (g) be¬ 
tween St. Louis. Mo., on the one hand, 
and. on the other. Florissant. Hazel¬ 
wood. Jennings. Joplin. Richmond 
Heights, and St. Anns, Mo. The author¬ 
ity requested in parts <b) through (g) 
above is restricted to the transportation 
of traffic having an immediately prior 
or subsequent movement by air. 12) Lab¬ 
oratory specimens, containers used lor 
laboratory specimens, and diagnostic re¬ 
port: (a) between Milwaukee. Green 
Bay. Oconto, Wis.; Chicago, HI.; Indian¬ 
apolis, Ind.; and Columbus, Ohio; <b) 
between Atlanta, Ga., and Columbus, 
Ga., restricted to the transportation of 
traffic having an immediately prior or 
subsequent movement by air, for 90 days. 
Applicant has also filed an underlying 
ETA seeking up to 90 days of operating 
authority. Supporting shippers: Wal¬ 
green Company, 200 Wilmot Road. Deer¬ 
field, Ill. 60015. Diamond Shamrock 


Health Sciences, Home Road, Powell. 
Ohio. Send protests to: Stephen P. 
Tomany, District Supervisor. Interstate 
Commerce Commission, 26 Federal 
Plaza, New York. N.Y. 10007. 

No. MC 124117 <Sub-No. 16TA) (Cor¬ 
rection), filed October 1, 1975, published 
in the Federal Register issue of October 
16, 1975, and republished as corrected 
this issue. Applicant: EARL FREEMAN, 
doing business as MID-TENN EXPRESS, 
P.O. Box 101. Eaglcville. Tenn. 37060. Ap¬ 
plicant's representative: Roland M. Lo¬ 
well, 618 Hamilton Bank Bldg.. Nashville. 
Tenn. 37219. Authority sought to operate 
as a common carrier, by motor vehicle, 
over Irregular routes, transporting 
Scrap batteries, scrap parts thereof, 
scrap lead and recycled lead, between 
College Grove. Tenn.; Bristol. Tennes¬ 
see-Virginia; Louisville, Ky.; Paducah. 
Ky.; Evansville, Ind.; Chattanooga 
Tenn.: Atlanta, Ga„ and Btrminghan 
Ala., for 180 days. Applicant has also filed 
an underlying ETA seeking up to 90 days 
of operating authority. Supporting ship¬ 
pers: (1) Richelson's, Box 6187, 400 E. 
20th St., Chattanooga. Tenn. 37401. (2» 
General Smelting & Refining. Inc., P.O. 
Box 37, College Grove. Tenn. 37046. (3) 
United Battery Sales. 5515 Ringgold 
Road. Chattanooga, Tenn. 37412. <4> 
Hart Battery Exchange, 1307 Division. 
Evansville, Ind. (5) Appalachian Smelt¬ 
ing & Refining. P.O. Box 957, Bristol. 
Tenn. 37620. <6> Fulton-Johnson, 3400 
Park Ave., Paducah, Ky. Send protest 
to: Joe J. Tate. District Supervisor, Bu¬ 
reau of Operations. Suite A-422. UB. 
Court House. 801 Broadway. Nashville. 
Tenn. 37203. The purpose of this repub- 
lication is to add (5) more supporting 
shippers, which was omitted in the previ¬ 
ous publication. 

No. MC 125780 (Sub-No. 2TA>. filed 
October 24.1975. Applicant: DON TRIPP 
TRUCKING, P.O, Box 38. Lolo. Mont 
59847. Applicant's representative: Sam E. 
Haddon, First National Bank Bldg., Mis¬ 
soula. Mont. 59801. Authority sought to 
operate os a contract carrier, by motor 
vehicle, over irregular routes, transport, 
ing: All types of articles as are dealt in 
and sold through retail hardware 
plumbing and electrical supply stores, 
from Minneapolis, Minn., to Fargo. N. 
Dak. (intermediate destination point>. 
and Billings, Mont., under a continuim; 
contract with Midway-Platt Compare, 
for 180 days. Supporting shipper: Donald 
W. DeCoster. Vice President. Midway - 
Platt Company. 2233 University Ave.. St 
Paul, Minn. 55114. Send protests to: Paul 
J. Labane. District Supervisor. Interstate 
Commerce Commission, Room 222, UB 
Post Office Bldg.. BllUngs, Mont. 59101. 

No. MC 127853 (Sub-No. 5TA>, filed 
October 24, 1975. Applicant: COM¬ 

MERCE CONSULTANTS CORPORA¬ 
TION. 850 Charles St. Gloucester City, 
N.J. 08030. Applicant's representative: 
Leonard A. Jasklewlcz, 1730 M St. NW , 
Washington. D,C. 20036. Authority 
sought to operate as a contract carrier, 
by motor vehicle, over Irregular routes, 
transporting: General commodities <ex- 
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cept those of unusual value. Classes A 
and B explosives, household goods as de¬ 
fined by the Commission, commodities In 
bulk, and those requiring special equip¬ 
ment) , from the warehouse site or sites 
of John-Jeffrey Corp.. at Bellmawr, N.J., 
to points In Delaware. Maryland, New 
Jersey, New York. Pennsylvania, Vir¬ 
ginia. and the District of Columbia, 
under a continuing contract or contracts 
with John-Jeffrey Corporation, for 180 
days. Applicant has also filed an under¬ 
lying ETA seeking up to 90 days of oper¬ 
ating authority. Supporting shipper: 
John-Jeffrey Corporation, 850 Charles 
St.. Gloucester City. N.J. 08030. Send 
protests to: Dieter H. Harper. District 
Supervisor. Interstate Commerce Com¬ 
mission, 428 East State St., Room 204, 
Trenton, N.J. 08608. 

No. MC 128007 (Sub-No. 82TA). filed 
October 21, 1975. Applicant: HOFER. 
INC., P.O. Box 583, Pittsburg, Kans. 
66782. Applicant's representative: Clyde 
N. Christey, 641 Harrison St.. Topeka. 
Kans. 66603. Authority sought to oper¬ 
ate as a common carrier , by motor ve¬ 
hicle. over irregular routes, transporting: 
Dry soybean products , In bulk and in 
bags, from points in Lyon County, Kans., 
to points in Arizona. Arkansas, Colorado, 
Iowa. Minnesota. Missouri, Nebraska. 
New Mexico, North Dakota. Oklahoma. 
South Dakota, Texas. Wisconsin, and 
Wyoming, for 180 days. Applicant has 
also filed an underlying ETA seeking up 
to 90 days of operating authority. Sup¬ 
porting shippers: Cook Industries. Inc.. 
Proc. & Refining Div . P.O. Box 518, Em¬ 
poria. Kan. 66801. Cereal By-Products 
Co., 242 K. C. Board of Trade. 4800 Main 
St. Kansas City. Mo. 64112. Send pro¬ 
teste to: M. E. Taylor. District Supervi¬ 
sor, Interstate Commerce Commission, 
501 Petroleum Bldg., Wichita, Kan. 
67202. 

No. MC 128940 (Sub-No. 24TA). filed 
October 20. 1975. Applicant: RICHARD 
A. C RAW FORD, doing business as R. A. 
CRAWFORD TRUCKING SERVICE. 
P.O Box 722. Adelphi. Md. 20783. Appli¬ 
cant's representative: Charles E. 
Crcager, 1329 Pennsylvania Ave., P.O. 
Box 1417, Hagerstown. Md. 21740. Au¬ 
thority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: Meats, meat prod¬ 
ucts, meat by-products and packing 
house products, aa described in Section A. 
Appendix I to the report in Descriptions 
m Motor Carrier Certificates, 61 M.C.C. 
209 and 766, from points in Minnesota, 
Wisconsin, Iowa, Kentucky, Illinois, to 
Washington, D.C., including its commer¬ 
cial zone, under a continuing contract 
with Standard Meat Co., for 180 days. 
Applicant has also filed an underlying 
1^1 A seeking up to 90 days of operating 
authority. Supporting shipper: Standard 
Meat Co.. 1234 W. St. NE.. Washington. 
D.C. 20018. Send protests to: W. C. Here- 
ttian. District Supervisor. Interstate Com¬ 
merce Commission, 12th L Constitution 
Ave. NW., Room 317, Washington, D.C. 
•*0423, 

No. MC 129361 (Sub-No. 5TA), filed 
October 23, 1975. Applicant: CARPEN¬ 


TER TRANSFER. INC., P.O. Box 161, 
Mankato. Minn. 56001. Applicant's rep¬ 
resentative: Andrew R. Clark, 1000 First 
National Bank Bldg., Minneapolis, Minn. 
55402. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Ice cream, 
sherberts. popsicles, ice cream bars, ice 
milk, ice milk bars, ice cream cups, sun¬ 
dae cups, malt cups, and fudge bars, from 
Pipestone, Minn., to points in South 
Dakota and Norfolk. Nebr., and Sioux 
City. Iowa, for 180 days. Supporting ship¬ 
per: Marigold Foods, Inc., 420 8th Ave. 
SE.. Pipestone. Minn. Send protests to: 
A. N. Spath, District Supervisor. Inter¬ 
state Commerce Commission. Bureau of 
Operations, 414 Federal Bldg., and UB. 
Courthouse. 110 S. 4th St.. Minneapolis. 
Minn. 55401. 

No. MC 134534 (Sub-No. 9TA>. filed 
October 24. 1975. Applicant: LUIS 

BAS TER RECHEA. doing business as 
BA8TERRECHEA DISTRIBUTING. 341 
Colorado. Gooding. Idaho 83330. Appli¬ 
cant's representative: Jay L. Dcpew. 
Chartered. P.O. Box 961. Twin Falls. 
Idaho 83301. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Fresh meats and packing house products, 
from points in Gooding County. Idaho to 
points in Cascade County and Silver Bow* 
County. Mont., for 180 days. Applicant 
has also filed an underlying ETA seeking 
up to 90 days of operating authority. 
Supporting shipper: BUncoe Magic Val¬ 
ley Packing Co.. Route 1. Oooding, Idaho 
83301. Send protests to: Barney L. Har¬ 
din. Interstate Commerce Commission. 
500 West Fort St., Box 07, Boise, Idaho 
83724. 

No. MC 135535 (Sub-No. 8TA>, filed 
October 23. 1975. Applicant: EL DORA¬ 
DO TRANSPORTATION, INC., 206 
North Concord. Minneapolis, Minn. 
67467. Applicant's representative: Clyde 
N. Christey. 641 Harrison St.. Topeka. 
Kans. 66603. Authority sought to operate 
as a contract carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Motor homes, campers , fifth-wheel travel 
trailers and travel trailers: (2) Motor 
homes. In drlve-away service: (3) Fifth- 
wheel travel trailers and travel trailers, 
In tow-away service: (4) Fifth-wheel 
travel trailers and pickup trucks, when 
moving in combination with fifth-wheel 
travel trailers in dxivc-away service, 
between the plantslte and/or storage 
facilities of El Dorado Industries, Inc., at 
or near Minneapolis, Kans., on the one 
hand. and. on the other, points In Alaska. 
Arizona. California, Idaho. Montana. 
Nevada, New Mexico. Oregon, Utah, and 
Washington, also between the plantsite 
and or storage facilities of El Dorado In¬ 
dustries. Inc., at or near Minneapolis. 
Kans., on the one hand, and, on the 
other, all Ports of Entry along the United 
States-Canadian Boundary in the states 
of Idaho. Maine, Michigan. Minnesota, 
Montana. North Dakota. New York. Ohio. 
Vermont. Washington, and Wisconsin, 
under a continuing contract with El 
Dorado Industries, Inc., for 180 days. Ap¬ 
plicant has also filed an underlying ETA 


seeking up to 90 days of operating au¬ 
thority. Supporting shipper: El Dorado 
Industries, Inc.. P.O. Box 268, Minnea¬ 
polis. Kans. 67467. Send protests to: 
Thomas P. O'Hara. District Supervisor. 
Bureau of Operations, Interstate Com¬ 
merce Commission. 234 Federal Bldg,, 
Topeka. Kans. 66603. 

No. MC 136166 (Sub-No. 19TA) (Cor¬ 
rection) . filed October 15, 1975. published 
in the Federal Regist-tr issue of October 
30, 1975, and republished as corrected 
this issue. Applicant: CF TANK LINES. 
INC.. 175 Llnfleld Drive. Menlo Park. 
Calif. 94025. Applicant’s representative: 
Robert M. Bowden. P.O. Box 3062, Port¬ 
land. Oreg. 97208. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Palm oil. in bulk, in tank vehicles, 
from Portland. Oreg.. to Phoenix. Arlz., 
for 150 days. Supporting shipper: Palmco. 
Inc.. P.O. Box 03380, Portland. Oreg. 
97203. Send protests to: Calud W. Reeves. 
District Supervisor. Interstate Commerce 
Commission. Bureau of Operations, 450 
Golden Gate Ave.. Box 36004. San Fran¬ 
cisco. Calif, 94102. The purpose of this 
republication is to Include "In bulk, in 
tank vehicles" in the commodity descrip¬ 
tion. 

No. MC 138328 (Sub-No. 23TA>, filed 
O ctober 20, 1975. Applicant: CLARENCE 
L. WER NER, doing business as WERNER 
ENTERPRISES. 805 32nd Ave.. P.O Box 
831. Council Bluffs, Iowa 51501. Appli¬ 
cant's representative: Jane L. Smith 
(same address as applicant). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Tires, from the warehouse 
facility of Lee Tire * Rubber Co., at Kan¬ 
sas City, Mo., to points in Idaho and 
Oregon, for 180 days. Supporting ship¬ 
per: Big-O Tires of Idaho. Inc.. John T. 
Cowdcn. Vice President, 4500 Enterprise 
Road. Boise. Idaho 83705. Send protests 
to: Carroll Russell, District Supervisor, 
Interstate Commerce Commission, Suite 
620, 110 North 14th St., Omaha, Nebr. 
68102. 

No. MC 139468 (8ub-No. PTA), filed 
October 24, 1975. Applicant: INTERNA¬ 
TIONAL CONTRACT CARRIERS. INC,, 
6534 Gcssner. Houston, Tex. 77040. Ap¬ 
plicant's representative: David R. Park¬ 
er, 2310 Colorado State Bank Bldg.. 1600 
Broadway. Denver, Colo. 80202. Author¬ 
ity sought to operate as a cent tract car¬ 
rier. by motor vehicle, over Irregular 
routes, transporting: Lumber, from Koo- 
skia and Princeton, Idaho and Clarks- 
ton. Wash., to points In Illinois. Indi¬ 
ana. Iowa. Kansas, Michigan. Minne¬ 
sota. Missouri. Nebraska. North Dakota. 
Ohio. Pennsylvania. 8outh Dakota, and 
Wisconsin. Restriction: The operations 
authorized herein are limited to a trans¬ 
portation service to be performed under 
a continuing contract or contracts with 
Guy Bennett Lumber Company, for 180 
days. Applicant has also filed an under¬ 
lying ETA seeking up to 90 days of op¬ 
erating authority. Supporting shipper: 
Guy Bennett Lumber Company, Clarks- 
ton. Wash. Send protests to: District 
Supervisor. Mensing, Interstate Com- 
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mercc Commission. Room 8610 Federal 
Bldg.. 515 Rusk. Houston. Tex. 77002. 

No. MC 139600 (8ub-No. 7TA). filed 
October 8. 1975. Applicant: LA CRESTA, 
INC., doing business as CALIFORNIA 
BULK EXPRESS, 414 North Hale Avc.. 
Escondido. Calif. 92025. Applicant’s rep¬ 
resentative: Fred E. Caldwell (same ad¬ 
dress os applicant). Authority sought to 
operate os a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: (1) Cottonseed meals; cottonseed 
flakes; cottonseed cakes; and feed sup¬ 
plements. between points In Arirnna. on 
the one hand, and. on the other, points 
in San Diego, Riverside, San Bernardino, 
and Los Angeles Counties, Calif.; (2) 
Decorative Rock; stone . natural, marble 
or granite: volcanic rock: In bulk, bags 
or containers, between points In Arizona, 
California, and Nevada, for 180 days. 
Applicant has also filed an underlying 
ETA seeking up to 90 days of operating 
authority. Supporting shippers: Snow 
Commodities Company, Inc.. 505 Mission 
St.. South Pasadena, Calif. 91030. La 
Crcsta. Inc., 414 N. Hale Ave.. Escondido. 
Calif. 92025. Send protests to: Mildred L 
Price. Transportation Assistant, Inter¬ 
state Commerce Commission. Room 1321 
Federal Bldg.. 300 North Los Angeles 8t, 
Los Angeles. Calif. 90012. 

No. MC 140733 (Sub-No. 2TA), filed 
October 20, 1975. Applicant: DWANE L. 
FORD, doing business as D & O TRUCK¬ 
ING. 424 Canyon. Nampa. Idaho 83651. 
Applicant’s representative: Dwane L. 
Ford (same address as applicant). Au¬ 
thority sought to operate as a contract 
carrier , by motor vehicle, over irregular 
routes, transporting: Particleboard, from 
Baum, Oreg., to the plantsite of Ultra 
Value Corp., at Longview. Wash., under 
a continuing contract or contracts with 
Pickering Industries, Inc., for 180 days. 
Supporting shipper: Pickering Indus¬ 
tries. Inc.. 1930 "F" St., Tacoma, Wash. 
98409. Send protests to: Barney L. 
Hardin, District Supervisor, Interstate 
Commerce Commission, 550 West Fort 
St.. Box 07. Boise. Idaho 83724. 

No. MC 141339 (Sub-No. 1TA>. fllcd 
October 20. 1975. Applicant: DAVIS 
TRUCKING, Route 3, Box 108. Starke. 
Fla. 32091. Applicant’s representative: 
J. J. Wolbert, P.O. Box 1086, Starke, Fla 
32091. Authority sought to operate as a 
common carrier , by motor vehicle, over 
irregular routes, transporting: (1) Offal. 
in bulk, from points in Georgia, Florida 
and Alabama, to the facilities of Na¬ 
tional Protein, Inc., In Bradford County, 
Fla.; (2) Tankage and Inedible grease, in 
bulk, from the facilities of National Pro¬ 
tein. Inc., in Bradford Comity, Fla., to 
points in Florida, Oeorgia. Alabama. 
North Carolina, South Carolina, Tennes¬ 
see. Virginia, Maryland, Pennsylvania, 
and Mississippi; and (3) Soybean mill 
and concentrated poultry feed ingredi¬ 
ents. in bulk, from Gainesville and Val¬ 
dosta. Ga.. and Fayetteville, N.C., to the 
facilities of Painters Poultry Inc., in 
Jacksonville, Fla., for 180 days. Support¬ 
ing shippers: National Protein, Inc., P.O. 
Drawer J. Hampton. Fla 32044. Painter’s 
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Poultry/Cargill. Inc.. 5421 W. Beaver St.. 
Jacksonville. Fla. 32205. Send protests U>: 
G. H. Fauss. Jr., District Supervisor. Bu¬ 
reau of Operations. Interstate Commerce 
Commission, Box 35008. 400 West Bay 
St.. Jacksonville. Fla. 32202. 

No. MC 141372 (Sub-No. 1TA>, filed 
October 24. 1975. Applicant: HAROLD 
WOOD, Ewing. Mo. 63440. Applicant’s 
representative: Robert L. Hawkins, Jr.. 
312 East Capitol Ave., Jefferson City, Mo. 
65101. Authority sought to operate as a 
common carrier. by motor vehicle, over 
irregular routes, transporting: Anim/il. 
fish and poultry feed and feed ingredi¬ 
ents. dry. In bags and in bulk (except 
in tank vehicles), from Muncle, Kans., 
and Cedar Rapids, Iowa, to Knox. 
Lewis, Marlon. Monroe, and Rails Coun¬ 
ties, Mo., for 180 days. Applicant has 
also filed on underlying ETA seeking up 
to 90 days of operating authority. Sup¬ 
porting shippers: Northeast Missouri 
Cooperative Services. Inc., P.O. Box 269, 
Edina, Mo. 63537. Farmers Cooperative 
Services, Inc., P.O. Box 312, Palmyra. 
Mo. 63416. Send protests to: Vernon V. 
Coble, District Supervisor. Interstate 
Commerce Commission, 600 Federal 
Bldg.. 911 Walnut St.. Kansas City. Mo. 
64106. 

No. MC 141390 <Sub-No. 1TA>, filed 
October 24, 1975. Applicant: KELLY 
STOKES, doing business as KELLY 
STOKES TRUCKING CO.. P.O. Box 481, 
Hampton. Ark. 71744. Applicant's repre¬ 
sentative: Floyd M. Thomas, Jr., 423 
North Washington. El Dorado, Ark. 
71730. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Rock . 
dirt , sand, gravel, clay, in bulk, in dump- 
bed trailers, from Ouachita, Calhoun, 
and Bradley Counties, Ark., to Caddo. 
Bossier, Webster, Bienville, Claiborne. 
Lincoln, Jackson. Union. Ouachita, 
Morehouse, and Richland Parishes, La., 
for 180 days. Applicant has also filed an 
underlying ETA seeking up to 90 days of 
operating authority. Supporting ship¬ 
per: Louisiana Industries. A subsidiary 
of Texas Industries, Inc., P.O. Box 400, 
Arlington, Tex. 76010. Send protests to: 
William H. Land, Jr.. District Supervisor. 
3108 Federal Office Bldg.. 700 West Capi¬ 
tol, Little Rock, Ark. 72201. 

No. MC 141393 (Sub-No. 1TA) , filed 
October 21, 1975. Applicant: HENRY 
YAROSH AND LEONARD MARCHINES. 
doing business as. Y is M TRUCKING, 
233 Oak St.. Dickson City, Pa. 18519. Ap¬ 
plicant’s representative: Charles F. Wil¬ 
son, 800 Scranton Life Bldg.. Scranton, 
Pa. 18503. Authority sought to operate 
as a contract carrier, by motor vehicle, 
over irregular routes, transporting: Bak¬ 
ery products, from Forty Port. Pa., to 
Closter. N.J., under a continuing con¬ 
tract with Chassen Bakery, Inc., for 180 
days. Applicant has also filed an under¬ 
lying ETA seeking up to 90 days of op¬ 
erating authority. Supporting shipper: 
Chassen Bakery, Inc.. 905 Wyoming Ave., 
Forty Fort. Pa. 18704. Send protests to: 
Paul J. Kenworthy, District Supervisor, 
Interstate Commerce Commission. Bu¬ 


reau of Operations, 314 UJS. Post Office 
Bldg., Scranton. Pa. 18503. 

No. MC 141405 (Bub-No. 1TA>, filed 
October 23. 1975. Applicant: BOB L. 
CORLEE. doing business as CORLEE 
TRUCKINO, P.O. Box 545. Weatherford. 
Okla. 73096. Applicant’s representative: 
T. M. Brown. Suite 223, Ciudad Bldg , 
Oklahoma City, Okla. 73112. Authority 
sought to operate as a contract carrier. 
by motor vehicle, over Irregular routes, 
transporting: Dry animal and poultry 
feed, in bulk and in bags. In self-unload- 
ing equipment with auger discharge, 
from the plantsite of Cargill, Inc., Mc¬ 
Pherson. Kans., to points In Alfalfa. 
Blaine. Caddo. Canadian, Cleveland, 
Comanche, Dewey. Garfield. Grady. 
Grant. Kay. Kingfisher, Major, Okla¬ 
homa, Osage. Payne, Pontotoc. Roger 
Mills. Washita, Woods, and Woodward 
Counties. Okla.. under a continuing con¬ 
tract with Cargill, Incorporated, for 180 
days. Applicant has also filed an under¬ 
lying ETA seeking up to 90 days of op¬ 
erating authority. Supporting shipper 
Cargill. Incorporated. Cargill Bldg.. Min¬ 
neapolis, Minn. 55402. Send protests to 
Haskell E. Ballard. District Supervisor, 
Interstate Commerce Commission. Bu¬ 
reau of Operations, Box H-3295, Herring 
Plaza, Amarillo, Tex. 79101. 

No. MC 141432 (Sub-No. 1TA), filed 
October 24. 1975. Applicant: MICHAEL 
ANTHONY BEVTLACQUA. doing busi¬ 
ness as ABLE AUTO DRIVE ”A“ WAY. 
13084 Kerry 8t.. Qarden Grove. Calif 
92644. Applicant’s representative: Mi¬ 
chael Anthony Bevilacqua. (same ad¬ 
dress as applicant). Authority sought to 
operate as a contract carrier. by motor 
vehicle, over irregular routes, transport¬ 
ing: Passenger carrying motor vehicles 
In secondary movements. In drive-away 
or truckaway service, between San Diego 
Calif., on the one hand. and. on the other. 
Long Beach. Calif., under a continuing 
contract or contracts with the United 
States Navy, for 180 days. Applicant has 
also filed an underlying ETA seeking up 
to 90 days of operating authority. Sup¬ 
porting shipper: U.S. Navy, Contracting 
Officer, Naval Supply Center, 937 North 
Harbor Drive. San Diego, Calif. 92132. 
Send protests to: Mildred I. Price 
Transportation Assistant, Interstate 
Commerce Commission. Room 1321 Fed¬ 
eral Bldg., 300 North Los Angeles 6t 
Los Angeles. Calif. 90012. 

Passenger Applications 

No. MC 138254 (Sub-No. 4TA). filed 
October 24, 1975. Applicant: MT. 8NOW 
SHUTTLE SERVICE, INC., P.O. Box 
656, Wilmington. Vt. 05363. Applicant's 
representative: Edward L. Nehcz, 744 
Broad St.. Newark. N.J. 07102. Authority 
sought to operate as a common carrier. 
by motor vehicle, over Irregular routes, 
transporting: Passengers and their bag¬ 
gage in the same vehicle, limited to not 
more than 11 passengers in any one vehi¬ 
cle. not Including the driver or children 
tvho do not occupy seats, between Dover, 
East Dover, Weat Dover, Wilmington. 
Jacksonville. Wardsboro. West Wards- 


FEDERAl REGISTER, VOl. 40, NO 2It—TUESDAY. NOVEMBER 11. 1975 



NOTICES 


52683-32703 


boro. South Newfane, Marlboro. WU- 
Hamsville, and Searsburg, Vt., on the 
one hand. and. on the other. Springfield. 
Amherst and Worcester, Mass.; New 
Haven. Greenwich, Hartford. Windsor. 
Locks. Conn.; Albany, Albany County 
Airport, N.Y., for 180 days. Applicant 
has also filed an underlying ETA seeking 
tip to 90 days of operating authority. 
Supporting shippers: There are approx¬ 
imately 14 statements of support at¬ 
tached to the application, which may 
be examined at the Interstate Commerce 
Commission in Washington. D.C., or cop¬ 
ies thereof which may be examined at 
the field office named below. Send pro¬ 
tests to: 8. Arnold Smith. Acting Dis¬ 
trict Supervisor, Interstate Commerce 
Commission, Bureau of Operation, P.O. 
Box 548. 87 8tato St.. Montpelier. Vt. 
05602. 

Special Application fob Both Passenger 
and Freight Authority 

No. MC 141413TA. filed October 14. 
1975. Applicant: SUMMERHILL, LTD.. 
10 Summerhill Lane. St. Louts, Mo. 
63011. Applicant's representative: Lea W. 
Clayton, Suite 706, 230 S. Bemiston. St. 
Louis, Mo. 63105. Authority sought to op¬ 
erate as a common carrier . by motor 
vehicle, over regular and Irregular 
routes, transporting: (1) Automobiles, 
station wagons, pickup trucks . and vans 
of the classification of one (1) ton or 
less, (2) the passengers of said motor 
vehicles, and (3) the baggage and similar 
property of said passengers , on modified 
auto transport trailers, (a) special and 
Charter operations over irregular routes, 
between all points In the United States 
(except Alaska and Hawaii), (b) sched¬ 
uled operations over regular routes, (1) 
between Milwaukee. Wis.. and New Or¬ 
leans, La„ from Milwaukee over Inter¬ 
state Highway 94 to junction Interstate 
Highway 294, thence over Interstate 


Highway 294 to Junction Interstate High¬ 
way 57, thence over Interstate Highway 
57 to Junction Interstate Highway 
55. thence over Interstate Highway 55 
to junction UB. Highway 51, thonce 
over US. Highway 51 to Junction In¬ 
terstate Highway 10, thence over Inter¬ 
state Highway 10 to New Orleans, and 
return over the same route: (2) between 
Louisville. Ky., and Minneapolis. Minn., 
from Louisville over Interstate Highway 
65 to junction Interstate Highway 80, 
thence over Interstate Highway 80 to 
Junction Interstate Highway 294, thence 
over Interstate Highway 294 to Junction 
Interstate Highway 90. thence over Inter¬ 
state Highway 90 to junction Interstate 
Highway 94. thence over Interstate 
Highway 94 to Minneapolis, and return 
over the same route. 

(3) Between Minneapolis. Minn., and 
Wichita, Kans., from Minneapolis, over 
Interstate Highway 35 to Wichita, and 
return over the same route; (4) between 
Houston, Tex., and junction Interstate 
Highway 35W and Interstate Highway 
70 (near Salina, Kans.), from Houston 
over Interstate Highway 45 to Junction 
Interstate Highway 35. thence over In¬ 
terstate Highway 35 to Junction Inter¬ 
state 35W. thence over Interstate High¬ 
way 35W to junction Interstate High¬ 
way 70. and return over the same route; 
(5) between Chicago. HI., and Denver. 
Colo., from Chicago, over Interstate 
Highway 80 to Junction Interstate High¬ 
way 80S, thence over Interstate High¬ 
way 80S to Denver, and return over the 
same route, serving Des Moines. Iowa 
and Omalia. Nebraska as intermediate 
points; (6) between Chicago. HI., and 
Junction Interstate Highway 55 and In¬ 
terstate Highway 57 (near Sikeston, 
Mo.), from Chicago over Interstate 
Highway 55 to Junction Interstate High¬ 
way 57 (near Sikeston. Mo.), and return 
over the same route; (7) between Indi¬ 
anapolis, Ind., and Denver. Colo., from 


Indiknapolls over Interstate Highway 70 
to Denver, and return over the some 
route, serving St. Louis, Mo., and Kan¬ 
sas City, Mo., as intermediate points; (8> 
between Louisville. Ky„ and Oklahoma 
City. Okla.. from Louisville over Inter¬ 
state Highway 64 to Junction Interstate 
Highway 44. thence over Interstate 
Highway 44 to Oklahoma City, and re¬ 
turn over the same route, serving Tulsa. 
Okla., as Intermediate point; (9) be¬ 
tween Nashville. Term., and Albuquerque, 
N. Mex., from Nashville over Interstate 
Highway 40 to Albuquerque, and return 
over the same route, serving Memphis, 
Tenn., and Amarillo. Tex., as interme¬ 
diate points; (10> between Little Rock. 
Ark., and Dallas, Tex., from Little Rock 
over Interstate Highway 30 to Dallas, 
and return over the same route; (11) 
between Jackson. Miss., and Junction In¬ 
terstate Highway 20 and Interstate 
Highway 10 (near Kent. Tex.), from 
Jackson over Interstate Highway 20 to 
Junction Interstate Highway 10. and re¬ 
turn over the same route. 

(12) Between New Orleans. La., and 
El Paso. Tex., from New Orleans over 
Interstate Highway 10 to El Paso, and 
return over the same route, serving San 
Antonio, Tex., as an intermediate point. 
Applicant Intends to tack Its existing au¬ 
thority at Louisville. Ky., for 180 days. 
Supporting shippers: There are approxi¬ 
mately 9 statements of support attached 
to the application, which may be exam¬ 
ined at the Interstate Commerce Com¬ 
mission, In Washington. D.C.. or copies 
thereof which may be examined at the 
field office named below. Send protests 
to: J. P. Werthmann, District Supervi¬ 
sor. Interstate Commerce Commission, 
210 N. 12th St., Room 1465. St. Louis, 
Mo. 63101. 

By the Commission. 

[seal] Robert L. Oswald. 

Secretary. 

I PR Doc,75-30383 Piled ll-10-75;8;45 am] 


FtOElAL REGISTER, VOL 40, NO. 218—TUESDAY, NOVEMBER 11, 1975 


















»- 
















/ 


































































































- 




































































_ 


































TUESDAY, NOVEMBER 11, 1975 






PART II: 


DEPARTMENT OF 
HOUSING 
AND URBAN 
DEVELOPMENT 


Office of the Assistant 
Secretary for Housing 
Production and Mortgage 
Credit 


MOBILE HOME 
CONSTRUCTION AND 
SAFETY STANDARDS 


Corrections and Proposed Amendments 








52706 


RULES AND REGULATIONS 


Title 24—Housing end Jrban Development 

CHAPTER II—OFFICE OF THE ASSISTANT 
SECRETARY FOR HOUSING PRODUC¬ 
TION AND MORTGAGE CREDIT—FED¬ 
ERAL HOUSING COMMISSIONER (FED¬ 
ERAL HOUSING ADMINISTRATION). 
DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 


| Docket No. R 75 340 J 

PART 280—MOBILE HOME CON¬ 
STRUCTION AND SAFETY STANDARDS 

Correction 


In FR Doc. 75-22727 appearing at page 
40261 In the issue for Tuesday. Septem¬ 
ber 2. 1975. the following corrections 
should be made. 

1. On page 40267. in the third column, 
in the last line of the fifth full para¬ 
graph. the effective date which reads 
“March 15, 1976" should read “June 15. 
1976/' 

2. On page 40284. in the table follow¬ 
ing fi 280.604. under the column headed 
“Materials*': 

a. The following Items should appear 
os italicized headings rather than In¬ 
dividual Items: “Ferrous pipe and fit¬ 


tings’*. “Nonfcrrous pipe and fittings’*. 
“Plumbing fixtures ’. 

b. The item beginning “Plastic pipe 
and fittings • • •“ should be divided 
into an italicized heading and an item 
below the heading, as shown below. 

c The Item reading “Miscellaneous 
pipe nipples, threaded” should be divided 
Into an italicized heading and an Hem 
below the heading, as shown below. 

d. The item beginning “Anti-siphon 
trap vent device • • •” should be di¬ 
vided Into two items as shown below. 

3. In the some table, the correspond¬ 
ing entries under all columns for the 
following items are corrected to read as 
shown below: “Vitreous china plumbing 
fixtures”, “Plastic bathtub units”. “Gcl- 
coated glass-fiber reinforced polyester 
resin shower receptor and shower stall 
units”, and “Cultured marble lavatory”. 

4. Also in the same table, the item 
“Prefabricated shower receptors, shower 
enclosures and non-metallic bathtubs” 
and the corresponding entry under the 
column headed “Other standards” should 
be deleted. 

5. The corrected Items in the table fol¬ 
lowing § 280.604 should appear as shown 
below. 




ANSI 


AFTW 


rS other »tau 4 snli 


Ferrous Plj* Sftt Fill!mo 

• • • 

Kouferrou* Flf* und FlUtaf* 

• • • 

r Untie Fit* «u»d Fitttivt 

AB 8 planUc dndu, wari*. and mil p<|* 

*»n<l (UUntfs. 


W«ll tl *73 


L-r asm tv ?3 iafmo ps 

17-71; NSF II 


Pipe nippl** - , 

• • • 

Anli-slpbrnn lr«p rw»t dealer... 
JUm-rsicHi iir» «uid twin waste elt*m. 

• • « 

Piuinl>ir«v rutim* 

• • 

VJtrwwt* chliiA plainblitf future# 


WW-N-BOB 

(IPlfTO 


NSF 24 
IAFMO PH 


AiiAho-ivn 


Ftolte tothtab «niu--- 

(iei-oomled rrinfafticd priy- 

Mtw reedQ *hower receptor mul nbuwet 
Stall unit k 


Z134.I-W74 


Cultural m*rWr »«twt<iry_ . . ' CMI 

ue'rra 

Frrtorn>Anre *prclftcotlnti« und wetl**!* ZiC.I HCI 
r»f U»t for aabity (huing inatrriAl uwl 
in baUditifn. 


6. In the tabic following ? 280 703 on 
pages 40289 and 40290: 

a. Under the heading “Appliances:” In 
the listings for “Electric Air Heater" and 
“Electric Baseboard Heating Equip¬ 
ment*’. the entries under the column 
headed “ANSI’* should appear under the 
column headed “UL”. 

b. Under the heading “Nonferrous pipe, 
tubing, and fittings:** in the listing for 
“Trailer standard for coated flexible 
metal gas connectors for exterior use”, 
the entry under the column headed “UL“ 
should appear under the column headed 
“Other Standards”. 

c. Under the heading “Miscellaneous:** 
in the listing for “Gas appliance thermo¬ 


stats’*. the entry under the column 
headed “ANSI” should read “A21.23— 
1971”. 

7. Note: Additional corrections to 24 
CFR Part 280 appear in FR Doc. 75-30257 
which follows this correction. 

iDocket No R-7S-2U01 

PART 280— MOBILE HOME CON 
STRUCTION AND SAFETY STANDARDS 

Correction 

The following are typographical cor¬ 
rections or omissions to the Federal Reg¬ 
ister. FR Doc. 75-22727. Docket No. R- 
75-340 as published on September 2. 1975 
(40 FR 40261): 


I. The preamble is corrected os follows : 

1. On page 40262 under “Standard , 
second paragraph, line 6 is changed 
from: “1420-1427” to: “Part 280, Sub- 
par to A thru J.” 

2. On page 40262, under “B. Planning 
Considerations” Item 3. line 22 is changed 
from: “<l 280.105(6) )** to: “<5 280.105 
»b> >/* 

3. On page 40262 under B. Planning 
Considerations. Item 8. line 14, immedi¬ 
ately after the word “areas" change 
“<280.114(6) >" to “(280.114(b)).** 

4. On page 40262. under C. Firo 
Safety. Item 4. second sentence l. 
changed from “The FTC considers that 
plastic foam insulating materials will, 
under some circumstances, bum with a 
rapid flame spread, quick fla&bovcr 
emission of toxic or flammable gase 
dense smoke, and intense beat.*’ to 
"The FTC considers that plastic foam 
insulating materials will, under some cir¬ 
cumstances: bum with a rapid Hum* 
spread, flashover quickly, emit toxic o: 
flammable gases, dense smoke, and in¬ 
terne heat.” 

5. On page 40265 under G. Plumbing 
Item 1. line 3. immediately after th* 
word “and" is changed from: “280.611 
(a)).** to: “280.611(d))” 

6. On page 40266 under H. Heating 
Cooling, and Fuel Burning System.* 

First sentence is changed from: ”Thi> 

Part was renumbered as Part 2525 to 
“This Section was renumbered as “sub¬ 
part HL“ 

7. On page 40266 under H. Heating. 
Cooling and Fuel Burning Systems, iten 
5. line 1. immediately after the word 
“Section" is changed from: “2527.5” to 
“280.705.” 

8. On page 40266 under I. Electrical 
Systems. Item 3, line 6. immediate!v 
after the word “standard.” is changed I 
from: “<$ 28Q.206«d> <9>” to: ”<1 280 - 
806(d)(9).*’ 

9. On page 40267. under Electrical 
Systems. Item 6, second paragraph, line 
5. Immediately after word “the” b 
changed from: “CPSA” to: “CPSC. 

10. On page 40267, under J. Trail, 
ponation, line 4, paragraph heading L* 
changed from: “K” to: “l.“ Immediately 
before the word “Compliance.” 

11. On page 40267. under “Applicabil¬ 
ity of the Standards” First paras: api 
first sentence, is changed from: “The 
initial Federal mobile home construc ¬ 
tion and safety standards shall be ap¬ 
plicable to all mobile homes meeting the 
definitions contained in 5 1 280.1 < a >t 16 1 
as modified by 280.2<aM13> on or after 
June 15. 1976.” to: “The Initial Federal 
mobile home construction and safety 
standards shall be applicable to all 
mobile homes, as defined in 5 280,2<16' 
manufactured on or after the effective 
date of the standard (June 15. 1976' 

H. The table of contents is corrected 
ns follows: 

1. On page 40268. under Subpart D 
delete the “Condensation Control" entry. 

2. On page 40268, Subpart K. delete. In 
its entirety. ‘Subpart K.” 
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m Subpart B. Planning Consider*- to: 
tlons Is corrected as follows: 

1 On page 40270 under 1 280.103(b) 

Light and Ventilation, line 2, Is changed 
from: "5 280.103*3(a>" to: “1280.103 

2. On page 40270. the heading “f 288.- 
113 Hallways” is changed to: 280.113 

Hallways* 

IV. Subpart C. Fire Safety is corrected 
a.s follows: 

1. On page 40271 under 1280.201 
Scope —second sentence, line 5. immedi¬ 
ately after the word “this" is changed 
from: “Part” to: “Subpart." 

V. Subpart D. Body and Frame Con¬ 
struction Requirements is corrected as 
follows: 

1 On page 40271, heading “$ 208.301 
Scope" is changed to: “J 280.301 3copc." 

2 On page 40271, heading "$ 208.302 

Dc/inif ions'* is changed to: 280.302 

Definitions” 

3. On page 40272, under | 280.302(a) 

(8 > Hurricane Resistive Mobile Home, 
line 4, immediately after the word “in¬ 
is changed from: M f 2523.5(c) <2>.“ to: 

"f 280.305(c)(2)." 

4. On page 40272, under f 280.303(d) 
Hurricane Resistive Design, line 3. im¬ 
mediately after “of" is changed from: 

'** 280.305(0" to: “>280.305(0(2)“ 

5. On page 40272 under the Table In 
I 280.304(b) 8teel: 

a Line 1. reference is changed from: 

’ AISC-1969" to: * AISC-1973." 

b. Line 4, is changed from: “standard." 
to: “standard).” 

VT. Subpart E. Testing is corrected as 

follows: 

1. On page 42076, the Title under the 
cJugram is changed from: “Figure A-l" 
to: “Figure A.“ 

2. On page 40277 under 5 280.403 
<c)<2> Performance Requirements, line 
9. is changed from: “Zone H and Zone 
ni,“ to: "Zone n." 

3. On page 40277 under 1 280.403(d) 

Test sequence, lines 11 and 13 are 
changed from: "Zone n and Zone m," 
to “Zone II." 

4. On page 40280 under 5 280.405 
(2) (iii) Air infiltration test: 

a. Line 8 is changed from: "1.2CFM 

per sq. ft of door _ Do." to: “1.2 

CFM per sq. ft. of door _ Janu¬ 

ary 1. 1976." 

b. Line 9 in changed from: “1.0 CFM 

per sq. ft. of door _ Do." to: “1.0 

CFM per sq. ft of door _ January 1, 

1977.” 

VII. Subpart F. Thermal Protection Is 
corrected as follows: 

1. On page 40280 “5 200.506 Heat loss” 
heading is changed to: “5 280.506 Heat 

loss” 

2. On page 40280 under $ 280.506(a) 
Transmission heat losses. The Table is 
changed from: 


Zone Design temperature 

-- 0* P-11 Btu/ft* of envelope 

•m. 

H-— 20* P-11-3 Btu/ft 1 of envelope 


1(1,....—50* P-12,5 Btu/ft>of envelope 
area. 


Zoos 

trmprrAiur* 

(QAgfMA 

FnlumheiO 

Tlritiflt) 
thermal 
unit per 
MOAT* loot 

Of MlVriopA 

ATAA 

t __ 

o 

11.0 

11.3 

12.4 

11 . 

-20 


-- -40 


3. On page 40281 under 5 280.509(f), 
line 2. Immediately after the word “See” 
is changed from: “2525.11“ to “5 280.511.” 

4. On page 40281 under 5 280.511(a) 
Comfort cooling certificate and informa¬ 
tion, line 7, immediately after the word 
“in" Is changed from “5 2525.10" to: 
“5 280.511 “ 

VIII. Subpart G. Plumbing Systems is 
corrected as follows: 

1. On page 40283. under 5 280.603 
(b) (5) Components. Line 5. Immediately 
after the word “in" is changed from: 
“5 208.604” to: “5 280.604." 

2. On page 40285. under 5 280.607 
(a)(3) Fixture connections. Line 6. im¬ 
mediately after the word "materials." is 
changed from: “In accessible" to: 
“Inaccessible." 

3. On page 40286, under 5 280.608(b) 
Piping supports: 

a. Line 5. immediately after the word 
“in" delete the words “the appendix" and 
continue the sentence, 

b. Line 7. immediately after the word 
“in" is changed from: “5 208.604(a),” to: 
“5 280.6041a).” 

4. On page 40286. under 5 280.609(a) 
Water distribution system. Lines 7 and 
8 are changed from: “(See Table in 
1424 090(f).)" to: “(See Tabic in 
5 280.609(f)(1)) ” 

5. On page 40287. the table under 
5 280.609i f) (1) Minimum size tubing and 
pipe for water distribution is changed 
in line 1, column 2. from: 


Tubing ( nominal ) 


Number of 
fixtures 

Diwnnifr 

(Inch#*) 

Outer 

diameter 

Mitch#*) 

1*1 pe Iron 
piped*# 
(Inches) 

1. 

IX 

--........ 

. 

to: 





Tubing (nominal) 


Number of 

I>UunK*r 

Outer 

Ptp* Iron 

fiXtUTM 

(Inch#*) 

diameter 

pip# rire 



Uocbm) 

(inch*) 

1. 

X 1 

.. 

. . 


(Place the footnote number "1” on the 
other side of “^4" to clarify pipe size as 
”Ya” rather than inches in diam¬ 

eter.) 

6. On page 40287 under 5 280.610(a) 
(1) General. Line 4. Is changed from: 
"(5 208.606(a))" to: “(5 280.606(a))." 

7. On page 40287 under | 280.610(e) 

(1) Fixture load. Line 3, Immediately 
after the word “by“ is changed from: 
"5 208.611(d) (2),” to: ”5 280.611(d)- 

( 2 ) " 


8. On page 40287 under 5 280.610(f) 
(3) Length of trap arm. immediately 
after the word “in" is changed from: 
“5 208.611(c)(5)” to: “5 280.611(c) (5).” 

9. On page 40288 under 5 280.611(c) (1 > 
(1) Main vent Line 4, Ls changed from: 
“5 208.611(c)(5)" to: “5 280.611(c) <5>." 

10. On page 40288 under 5 280.611(c) 
(l)(iil) Line 8, Immediately after the 
word “In" is changed from: "5 208.611(c) 
<5>” to: “5 280.611(c)(5).” 

11. The following items were omitted 
from page 40268.5 280.611(c) Size of vent 
piping and are to be inserted at the end 
of | 280.611(c)(1) immediately after the 
word “arms " in line 27 as follows: 

“(2) Individual Vents . Each individ¬ 
ually vented fixture with a 1& inch or 
smaller trap shalfbe provided with a vent 
pipe equivalent in area to a 1 y 4 Inch 
nominal pipe size. The main vent, toilet 
vent and relief vent, and the continuous 
vent of w f et-vented systems shall have an 
area equivalent to 1 fe Inch nominal pipe 
size. 

“(3) Common Vent. When two fixture 
traps located within the distance allowed 
from their vent have their trap arms 
connected separately at the same level 
Into an approved double fitting, an in¬ 
dividual vent pipe may serve as a com¬ 
mon vent without any increase In size. 

“(4) Intersecting Vents. Where two or 
more vent pipes are Joined together, no 
increase in size shall be required; how¬ 
ever. the largest vent pipe shall extend 
full size through the roof. 

"(5) Distance of fixture trap from 
vent shall not exceed the values given 
in the following Table: 

Maximum Distance of Futures 
From Vent Trap 

Size of fixture drain Distance trap 
( Inches ) to renf 

1V4.—. 4 ft 6 In 

>54- 4 ft a in. 

a . a a. 

3 - 0 ft." 

IX. Subpart H. Heating, Cooling and 
Fuel Burning Systems is corrected as 
follows: 

1. On page 40289. in the tabic Head¬ 
ing—“Commercial cooking and warming 

equipment.change entry *NSF-4 

1967* from: column headed *UL' to: col¬ 
umn headed 'other standards*/' 


Typ® ANSI Vh Other 

JUndaitls 


Commercial cook it* aim! .. SHF-4 

w Armlnj* erjutpmrnL 


2. On page 40293, under 5 280.705(e) 
(2) Appliance connections. Line 4 im¬ 
mediately after the word "in" is changed 
from: “5 1425.051(b)" to; “5 280.705(b)." 

3. On page 40294 under 5 280.706(b) 
Materials: 

a. Line 2, column 1, Is changed from: 
“5 280.506(d)” to: ”5 280.706(d) (e).” 

b. Line 4, column 1, immediately be¬ 
fore “Steel." is changed from "<D" to: 
"(1).” 

4. On page 40294 under 5 280.707(a) 
(2) Heat producing appliances. Line 7 Is 
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changed from: "(See 2527.3)" to: "(See 
230.703) 

5. On page 40296 under 9 280.715(a) 
<l) The Table Is changed from: 

Minimum metal thickne** for duds 1 


Port type 

I)lainet«r 

In or 
or km) 

Width 

(ovte 

14 to) 

lluu ml. 

0.0)9 

o nin 

KnckMcd MYtoinrulur.—— . 

gipaMd rcctnncoiir.... 

.013 

.0141 

.014 

.010 

t Wl>rn "nominal" Uildroepww fr onrg in 

*h*l! bo to thews ^minimum'* metal thl.Lriw#** 

To: 



Minimum metal thick net* for duel* 1 

Pint type 

Dt&mrUf 
(14 In or 
or km) 

Width 
lotrer 
l« lot 

Kooni]. 

a ms 

0 014 

Knriorttd fwlRnpiUf. ... 
Exposed roctmufiiUr .. 

.013 

.010 

.0)4 

.010 


i WbMt "notnltml" ttih l uil *r* n*dfted. O.4W0 In 
•fall be added Ui iImm ’‘minimum” tnrtal thick iwsac*. 


6. On page 40297 under 4 280.715(a) 
(7), line 12. is changed from: "(a)(4) 
(11)" to: "(rM5) (U). m 

X. Subpart I. Electrical Systems Is cor¬ 
rected as follows: 

1. On page 40300. f 280.805(a) (3MV), 
line 5. immediately after "appliance" Is 


changed from: "Sec 2529.4<])," to: "See 
280.804 (J) 

2. On page 40300 under 4 280.805(a) (1) 
Lighting. Item (1), line 4. Immediately 
after the word "volts" Insert "times am¬ 
perage" before the word "to." 

3. On page 40301. under 4 280.809(d) 
(3), line 5. is changed from: "<8ee 
2528.9) M to: "(See 9 280.809)." 

XI. Subpart J. Transportation is cor¬ 
rected as follows: 

1. On page 40303 under § 280.903(a), 
line 9. Is changed from "systems." to: 
"systems." 

2. On page 40303 under 9 280.904(a) 
General. Column 2, line 5. U changed 
from: "Note:" to: "(NOTE:" 

3. On page 40303 under 9 280.904(b) 
(3) Chassis, line 7 Is changed by In¬ 
serting a comma immediately after 
"load" to: "load," 

4. On page 40303, under 5 280.904(b) 
(9) Drake assemblies. Line 8 is changed 
from: "2529.3(c)" to: "280.903(c)” 

5. On page 40303. 9 280.904(b) (10) 
Lights and associated wiring. Line 13 
Immediately after the parenthesis Is 
changed from: "USC5401)" to: "USC- 
5401)." (period added after the paren¬ 
thesis) . 


|PR Doc.75 30257 Filed ll-10-75;8:45 am] 
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DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for Hous¬ 
ing Production and Mortgage Credit— 

Federal Housing Commissioner (Federal 

Housing Administration) 

(Docket No. R-7S-340J 

[ 24 CFR Part 280 ] 

MOBILE HOME CONSTRUCTION AND 
SAFETY STANDARDS 

Notice of Proposed Rulemaking 

On June 25, 1975, the Department of 
Housing and Urban Development pro¬ 
posed Federal mobile home construction 
and safety standards (40 FR 26930); and 
on September 2.1975. (40 FR 40261) pub¬ 
lished the final rule In the Federal Reg¬ 
ister pursuant to the requirements of the 
National Mobile Home Construction and 
Safety Standards Act of 1974 (Title VI 
of Public Law 93-383. 42 UB.C. 5401 et 
seq.). On September 10. 1975, corrections 
to i 280.305 were published at 40 FR 
42007. Additional corrections of typo¬ 
graphical errors or omissions In the Anal 
rule as published on September 2. 1975, 
are being published concurrently with 
this document. 

Several comments were received In re¬ 
sponse to the Anal rule as published in 
the Federal Register on September 2, 
1975. The comments received were from 
a cross-section of manufacturers, sup¬ 
pliers, trade associations, and govern¬ 
ment agencies. As a result of these com¬ 
ments. discussions with other Federal 
and state agencies, and re-evaluations 
within HUD. the Department is propos¬ 
ing amendments to the Annl rule. 

The following is n discussion, by sub¬ 
part. of the spcciAc amendments pro¬ 
posed to be made to the Anal rule. 

Subvert A. General 1. Section 280.1 
would be revised to add a new subsection 
<b). The purpose of this subsection Is to 
make clear that, to the extent possible, 
the Federal Mobile Home Construction 
and Safety Standards are written as per¬ 
formance requirements in preference to 
specification requirements. The subsec¬ 
tion also makes it clear that: (1) when¬ 
ever spcciAc requirements are used in the 
Standard they arc used because, at this 
time, it is the best available means of 
identifying the desired performance and: 
<2) the use of specifications Is not In¬ 
tended to prohibit the utilization of any 
material, piece of equipment or system 
which cannot meet the precise specifica- 
tions but which upon evaluation provides 
equivalent or superior performance. 

This section allows the Secretary to 
waive precise speciAcations where a ma¬ 
terial. piece of equipment, or system pro¬ 
vides equivalent or superior performance. 
In these cases, the Secretary will Lssue In¬ 
terpretative bulletins announcing and 
explaining the waiver. 

2. } 280.1 would be revised to add a 
new subsection (c) which would estab¬ 
lish a mechanism for the Issuance of In¬ 
terpretative bulletins. The purpose of the 
bulletins would be to clarify the meaning 
of the various sections of the Standard. 

3. To conform to Industry practice. 
Section 280.6 would be amended by 


changing the minimum size of the let¬ 
ters and numbers used In the serial 
numbering of mobile homes from % inch 
to % Inch in height. 

Subpart B. Planning Considerations . 

1. Section 280.102(a) would bo amended 
to permit a maximum of 5 square feet 
of a recessed entry to be included when 
determining the gross Aoor area Section 
280.111 would be amended to exclude the 
recessed entry way from the 5 feet mini¬ 
mum clear horizontal room dimension 
requirement. These changes would per¬ 
mit the area encompassed by a standard 
door swing In a typical recessed entry to 
be Included when determining the gross 
Aoor area. 

2. The preamble to the Anal rule Indi¬ 
cated that a lower exterior door height 
limitation of 72 inches would be per¬ 
mitted for exterior sliding glass doors 
than would be required for exterior 
swinging passage doors. However, this 
exception was not Incorporated In the 
appropriate section of the Anal rule. 
Therefore. 5 280.105(b)(2) would be 
amended to permit this exception from 
the 74 inch height requirement. 

3. In order to make the language of 
5 280.404(a) consistent with f 280.106(a), 
the words “or approved device 0 would 
be added to permit an alternate means 
of egress from bedrooms. 

Subpart C. Ftre Safety. 1. The defini- 
tlon of “interior finish" would be moved 
from 5 280.302(a)(9) to 5 280.202(a) (2) 
and all appropriate subheadings renum¬ 
bered. Tills change In the placement of 
the deAnitlon Is necessary because the 
term “interior finish- first appears in 
Subpart C. Fire Safety. 

2. The requirement for “Arestopping" 
in 5 280.206(a) would be amended to es¬ 
tablish a minimum firestop of 1 inch 
nominal lumber, or its equivalent, for 
mobile homes. No minimum was stated 
in the Anal rule. The purpose of this 
amendment, therefore. Is to establish a 
minimum firestopping requirement. 

Subpart D. Body and Frame Require¬ 
ments. 1. The definition of “diagonal tle“ 
In | 280.302(a) (4) would be amended to 
Indicate that while its primary purpose 
is to resist horizontal forces, the tie may 
also be used to resist vertical forces. This 
amendment permits the secondary ver¬ 
tical load carrying capability of the di¬ 
agonal tie member to be used in deter¬ 
mining the structural integrity of the 
unit. 

2. Section 280.304 would be modified to 
make it clear that each Individual wood 
member need not bo marked as having a 
moisture content of 19% or less. Instead, 
the moisture content may be measured at 
the time of installation. (At the time of 
Installation each individual member shall 
not have a moisture content exceeding 
19%.) 

3. Section 280.305(a) would permit 
finished flooring of up to % inch thick¬ 
ness under load bearing walls. This 
change is being made because it has been 
determined that finished flooring of this 
thickness is not detrimental to the load 
bearing characteristics of the structure. 

Subpart E. Testing. 1 . Since roof truss 
spacing varies In mobile homes. 5 280.402 
(b)(1) would be amended by deleting the 


24 inch minimum length requirement for 
sheathing used In truss testing. The 
amended section would require that the 
plywood strip sheathing be at least of 
sufficient length to cover the top chords 
of the trusses being tested at the desig¬ 
nated design spacing. 

2. Section 280.402(b)(1) Ls being re¬ 
vised to permit an alternate method of 
bracing the bottom chord of trusses being 
tested. The purpose of the revision Is to 
provide the manufacturer a choice of test 
methods. 

3. Section 280.402(d) (3) would limit 
the equivalent load in Ueu of failure to a 
factor of saXety (2.50) times the design 
live load plus the dead load. The load 
test required by the final rule posed a 
possible safety hazard to personnel con¬ 
ducting the tests. 

4. Section 280.403(c) would be amended 
to require production line testing of 
prime windows and sliding glass doors, 
in addition to the prototype testing re¬ 
quired by the Standards. Production 
testing and the criteria for the teste to be 
used were recommended by the industry. 
The industry suggested that the produc¬ 
tion units tested meet the prototype re¬ 
quirements, except with respect to the 
test level for water resistance, where a 
lower level of testing was recommended. 
HUD has some concern about the pro¬ 
posed level of testing suggested by the in¬ 
dustry for water resistance. HUD be¬ 
lieves that production testing—even to 
the level proposed by the industry—will 
result in better quality windows by reduc¬ 
ing leakage and energy lasses. Since de¬ 
finitive data is not currently available 
which demonstrates that the industry 
proposed level of testing is Inadequate, 
HUD is proposing to accept the Indus try 
recommendation. HUD will, however, 
monitor the results of the production unit 
testing and. based on the experience 
sained and future research, may estab¬ 
lish more stringent teste to demonstrate 
the performance of prime windows and 
sliding glass doors. 

5. Section 280.403<i> incorporates into 
the window certification program the 
specific production line test requirements 
for prime windows and sliding glass 
doors. The testing frequency will be 
initially established by the agency certi¬ 
fying that the wtndows comply with the 
Standard. As previously stated in the pre¬ 
amble to the final rule published on Sep¬ 
tember 2, 1975, HUD will closely monitor 
the window certification program. Based 
on the results of its monitoring of the 
window’ certification program and 
planned research. HUD may establish 
production unit testing frequencies. 

Subpart F. Thermal Protection. 1 . Sec¬ 
tion 280.504(b) w ould be modified to con¬ 
form to the language of 5 1423.080(b) as 
published In the Federal Register on 
June 25. 1975, (40 FR 26944). This modi¬ 
fication Ls necessary because the required 
language was inadvertently omitted from 
the final rule as published. 

Subpart G. Plumbing Systems. 1. In 
5 280.603(b)(4) the words “complete 
gravity” would be deleted. As a result of 
this change drainage of all supply pip¬ 
ing would still be required, but such 
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drainage would not have to be achieved 
by the use of an absolute gravity system. 

2. Section 280.607<b) (3) would be 
amended by adding the word “bathroom" 
before the words “floor level” to estab¬ 
lish the level from which the height of 
the shower compartment is measured. 

3. In 5 280.610(c)(1) the requirement 
for a “permanent marker" for the drain 
outlet would be deleted. Since only one 
drain outlet is permitted, marking of the 
drain outlet Is not required. 

Subpart H. Heating and Cooling Sys¬ 
tems. 1. 8ince the manufacturer has no 
control over the exact pressure of the 
gas delivered to the mobile home, 

5 280.705(a) would be amended to clari¬ 
fy the responsibility of the manufacturer 
with respect to the gas supply system. 
The proposed revision would require the 
manufacturer to design the gas piping 
system in accordance with the pressures 
listed in 5 280.705(a). In addition, the 
amended section would now require the 
manufacturer to provide, in his written 
Installation instructions, the pressure 
range for safe operation of the piping 
system. 

2. Section 280.705 ic) would be amended 
to delete the requirement for the “Quick- 
Disconnect Device” for expandable or 
dual mobile homes. Section 280.705(1) (3) 
requires that a shut-off valve be installed 
ahead of each appliance. Since these 
valves provide a greater level of safety, 
requiring such a device is redundant. 

3. Section 280.705(f) would be amended 
to permit the location for all gas supply 
connections to be within 24 Inches of 
the left (road) sidewall. Presently, the 
required location for the connection 
varies from 18 inches from the left 
(road) sidewall for total Lr-P gas system 
to 24 inches from the left (road) sidewall 
for combination Lr-P/ natural gas sys¬ 
tems. The purpose of this revision is to 
enable a manufacturer to standarize the 
location of the gas supply connection for 
all gas systems. 

4. Section 280.705(1)0) would be 
amended to indicate that shut-off valves 
are to be accessible In order to allow 
servicing of the appliance and removal 
of its components. Also, requiring that 
valves be accessible will enable the user 
to readily turn off the gas supply in the 
event of an emergency. The purpose of 
the revision is to clarify that the shut¬ 
off valve is to be located and accessible 
to allow for servicing which may require 
removal of the components of the ap¬ 
pliance. and to stress the life-safety as¬ 
pects of the valve. 

5. Section 280.708(a)(1) has been 
amended to require listing of termina¬ 
tion fittings and moisture lint exhaust 
duct systems for gas clothes dryers only. 
This revision is proposed since these de¬ 
vices are ordinarily not listed as required 
components for electric clothes dryers, 
but are ordinarily listed as components 
for gas clothes dryers. 

6. 5 280.709(e) (5) would require that 
when a furnace can only be used with a 
specific coil and the coil has a limited 
listing, the Installation must be in ac¬ 
cordance with that listing. The purpose 
of the revision would be to ensure proper 


Installation of heating and cooling equip¬ 
ment. This requirement would not pre¬ 
vent heating and cooling equipment 
manufacturers from having their prod¬ 
uct listed for use in equipment manufac¬ 
tured by others. 

Subpart /. Electrical Systems. 1. Sec¬ 
tion 280.803(1X2) would delete the re¬ 
quirement that the manufacturer Install 
conductors in the electric service race¬ 
way which goes to the underside of the 
mobile home. Instead, it would require 
the manufacturer to provide in his writ¬ 
ten installation instructions the proper 
service conductor sizes and the proper 
size of the Junction box to be installed at 
the underside of the mobile home. The 
purpose of the change is to ensure, to the 
extent possible, proper installation. 

2. Section 280.806(d)(9) would be 
amended to make clear that the use of 
receptacle outtct(s) which are integral 
with the light fixture over the bathroom 
basin comply with the requirement for a 
receptacle outlet adjacent to the bath¬ 
room basin. 

3. Section 280.811 would be amended 
for clarity. The methods of calculating 
the supply and/or distribution panel elec¬ 
tric loads, however, would not be 
changed. 

Subpart J . Transportation. 1. Section 
280.904(b) (5) would be revised to delete 
the reference to the SAE Handbook and 
to permit the mobile home manufacturer 
to use in his design evaluation the allow¬ 
able stresses recommended by the spring 
assembly manufacturer. This revision is 
necessary because the SAE Handbook 
does not include allowable stresses for 
spring assemblies. 

All of the proposed revisions which in 
the Department's Judgment will have a 
significant impact on the final rule, as 
published, have been described above. 
The Department has under consideration 
comments submitted by Interested par¬ 
ties on specific equipment and installa¬ 
tions which may be the subject of inter¬ 
pretative bulletins as described in this 
proposal. The Department also has under 
consideration revising the smoke detec¬ 
tor location Indicated in f 280.208 <b> to 
accommodate specific equipment instal- 
ations and bedroom door locations in the 
hallways. 

The proposed amendments to the final 
rule do not affect the Environmental Im¬ 
pact Statement for the Federal Mobile 
Home Construction and Safety Stand¬ 
ards which was prepared and submitted 
to the Council on Environmental Quality. 
It is available for inspection and copying 
according to Department rules and regu¬ 
lations during regular business hours at 
the address below. 

The proposed amendments to the final 
rule do not affect the Economic Impact 
Statement assessing the Impact of the 
Federal Mobile Home Construction and 
Safety Standards on the economy, the 
labor force, competition, and material 
and energy supplies which was prepared 
and submitted to the Council on Wage 
and Price Stability. This Statement is 
available for inspection and copying ac¬ 
cording to the rules and regulations of 
the Department during regular business 


hours in Room 10245, Office of General 
Counsel. Department of Housing and 
Urban Development, 451 Seventh Street 
S.W., Washington, D.C. 

Comments on this proposal are solic¬ 
ited from Interested persons. Communi¬ 
cations should Identify the subject mat¬ 
ter by the above title and area affected 
and should be submitted to the Rule* 
Docket Clerk, Office of General Counsel, 
Department of Housing and Urban De¬ 
velopment. 451 Seventh Street. 6.W.. 
Room 10245, Washington. D.C. 20410. All 
communications received on or before 
Dec. 11, 1975, will be considered before 
action is taken on the proposal. Com¬ 
ments received after that date shall be 
considered only as time permits. 

All written comments shall be avail¬ 
able for examination by the public at 
the above address, except those deter¬ 
mined to be exempt from public disclo¬ 
sure in accordance with the require men Is 
of 42 U.S.C. 5406(b) Section 607<b> of 
the Act) by the Secretary, at the written 
request of the person submitting the 
comment. 

(8cet!on 7(d), Department ol Housing end 
Urban Development Act. 42. UB.C. 3585(d), 
Title VI. Housing and Community Develop¬ 
ment Act of 1974. 42 U.8.C. 5401.) 

Issued at Washington. D.C. on Nov 4. 
1975. 

David M. deWilde, 
Deputy Assistant Secretary - 
Commissioner for Housing 
Production and Mortgage 
Credit. 

The following are amendments to FR 
Doc. 75-22727. Docket R75-340 as pub¬ 
lished September 2, 1975 (40 FR 40261): 

I. Subpart A—General is amended as 
follows: 

1. On page 40268 under 280.1. add new 
paragraphs (b) and (c) as follows: 

§ 280.1 Scope. 

• • • • • 

(b) These Federal Mobile Home Con¬ 
struction and 8afety Standards seek, to 
the maximum extent possible, to estab¬ 
lish performance requirements. In cer¬ 
tain instances, however, the use of spe¬ 
cific requirements in the Standard is 
necessary because, at this time, that is 
the best available means of identify tag 
the desired performance. The use of spe¬ 
cific requirements is not Intended to pro¬ 
hibit the utilization of any material, 
piece of equipment, or system which can¬ 
not meet the precise specifications, but 
which upon evaluation provides equiva¬ 
lent or superior performance. Where any 
material, piece of equipment, or system 
which does not meet precise specific a 
tlons set out In the standard is shown 
to tho satisfaction of the Secretary, to 
meet the level of performance of a ma¬ 
terial. piece of equipment or system 
which meets the precise specifications 
the Secretary may waive the specifica¬ 
tions set out in the standard for that 
material, piece of equipment, or system 
Whenever a waiver is issued, the Secre¬ 
tary shall issue an interpretative bulletin 
which announces the waiver, states that 
the material, piece of equipment or syt- 
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1m meets the required standard of per¬ 
formance, and sets out any limitations 
or other requirements with respect to 
how the material, piece of equipment, or 
system must be used. Including any tests 
of the material, piece of equipment, or 
system which the Secretary determines 
must be carried out before it can be 
used. Where a waiver has been issued, 
the requirements of the section of the 
Federal standard to which the waiver 
relates may be met either by meeting the 
specifications set out in the standard 
or by meeting any requirements set out 
in the Interpretative bulletin which an¬ 
nounces the waiver. 

<c> Interpretative bulletins may also 
be issued for the following purposes: 

(1) to clarify the meaning of the 
standard; and 

(2) to assist In the enforcement of the 

standard. 

§ 280.6 [Amended] 

2. On page 40269 under f 280.6(a) 
Serial Number, line 6. immediately after 
the word “be” is changed from "& inch” 
to Inch.” 

It Subpart B—Planning Coasldera- 
tions Is amended as follows: 

§ 280.102 [Amended] 

1 On page 40269 under 5 280.102(a) 
Definitions, line 3. delete "(sec 5 280.111) ” 
and replace with "not to exceed 5 sq. ft.” 

§ 280.105 [Amended] 

2. On page 40270 under 5 280.105(b) (2) 
Door Design and Construction, line 3 im¬ 
mediately after "opening.", add new sen¬ 
tence: "All exterior sliding glass doors 
shall provide a minimum 28 inch wide 
by 72 inch high clear opening.” 

§280.106 [Amended] 

3 On page 40270 under 5 280.106(a) 
Exit Facilities; Egress Windows, line 4. 
immediately after the word "window" 
and before the word "which” Insert "or 
approved device." 

4. On page 40270 revise 5 280.111 Mini- 
vxum room dimension , to read as follows: 

§ 280.111 Minimum room dimension. 

The gross floor area required by 
8 280.110(a) and (b) shall have no clear 
horizontal dimension less than 5 feet 
except as permitted by 5 280.102(a). 

nt Subpart C—Fire Safety is amend¬ 
ed as follows: 

1. On page 40271 under 5 280.202 Defi¬ 
nitions, paragraph (a)(2) "Smoke De¬ 
tector” is renumbered as paragraph 
(a) (4) and a new paragraph (a) (3) is 
added to read as follows: 

§ 280.202 Definitions. 

(a) • • • 

(2) "Interior finish” means the sur¬ 
face material of walls, fixed or movable 
partitions, ceilings and other exposed in¬ 
terior surfaces affixed to the mobile home 
structure including any material such 
as paint or wallpaper and the substrate 
w which they are applied. Interior finish 
ooes not Include windows and doors or 
-cir frames, skylight, trim, moldings, 


decorations or furnishing which are not 
affixed to the mobile home structure. 

• • • • • 

§ 280.206 [Amended] 

2. On page 40271 under 5 280.206(a) 
Fircstopptng. line 1. Immediately after 
the word "Firestopping” and before the 
word “shall" insert: "of 1 Inch minimum 
nominal lumber or the equivalent,”. 

IV. Subpart D—Body and Frame Con¬ 
struction Requirements Is amended as 
follows : 

§ 280.302 [Amended] 

1. On page 40271, 5 280.302(a)(4) De¬ 
finitions is changed to read: 

"(4) ‘'Diagonal Tic" means a tie in¬ 
tended to primarily resist horizontal 
forces, but which may also be used to re¬ 
sist vertical forces.” 

2. On page 40272 under 5 280.302 De¬ 
finitions. delete: paragraph (a)(9), "In¬ 
terior Finish" and renumber paragraphs 
(a) (10) thru (15) as paragraphs (a)(9) 
thru (14) respectively. 

3. On page 40272 under 5 280.302(e) (2) 
New Materials and Methods. line 7. delete 
the last sentence which reads "All test¬ 
ing shall be done by a recognized inde¬ 
pendent testing agency.” 

§ 280.304 [Amended] 

4. On page 40272 under 5 280.304(a) 
Materials, relocate last sentence to be¬ 
come new paragraph (c) as follows: 

”(c) Wood products shall be identified 
as complying with the appropriate stand¬ 
ards." 

5. On page 40272 under 5 380.304(b) in 
the Table of Standards, delete the fol¬ 
lowing: "Ponderosa pine panel doors .., 
NWMA IS. 5-73." 

§ 280.305 [Amended] 

6. On page 40273 under 5 280.305(a) 
Structural Design Requirements, line 15. 
immediately after the word "Part." de¬ 
lete "Floor finish” and insert before the 
word "shall" the following. "Finished 
flooring greater than % inch In thick¬ 
ness,”. 

7. On page 40273 5 280.305(c) (3) (Ui) 
Roof Loads, line 3, after "2.5 times the 
design" and before "wind* Insert "up¬ 
lift". 

V. Subpart E—Testing is amended as 
follows: 

g 280.102 [Amended] 

1. On page 40276 under 5 280.402(b) (1) 
Test Procedures for Roof Trusses, Gen¬ 
eral, llne3: 

(a) After "with V4 Inch" delete "by 24 
inch" and continue the sentence. 

(b) Immediately after the word 
"strips." and before the word "Adjacent” 
insert a new sentence to read as follows: 
"The plywood stripe shall be at least 
long enough to cover the top chords of 
the trusses at the designated design truss 
spacing." 

2. On page 40276 under 5 280.402(b) (1) 
Test Procedure for Roof Trusses. Line 8, 
immediately after the word "only” delete 
the remainder of paragraph <b> (1) and 
replace with the following: "The bottom 


chords of the adjacent trusses may be 
either: (1) unbraced, (11) laterally braced 
together (not cross braced) with 1" x 2" 
stripping not closer than 24 inches on 
center nailed with only one 6d nail at 
each truss, or (111) covered with the ma¬ 
terial, with connections or methods of 
attachment, as specified for the com¬ 
pleted mobile home, 

3. On page 40276 under 5 280.402(d) (3) 
Destructive Test Procedure, line 3. after 
"failure occurs or" delete "1.50 times" 
and continue the sentence. 

§ 280.103 [Amrmlcd] 

4. On page 40277 under 5 280.403(c) 
Performance Requirements, delete tho 
Introductory text of paragraph (c) (lines 
1 through 7) and insert the following: 

"(c) Performance Requirements. Test 
procedures as outlined In porgaraphs (c) 
(1) thru (4) of tills section are applica¬ 
ble to preproduction prototype units of 
prime windows and sliding glass doors. 
Production line units shall be equivalent 
in design and materials to the tested and 
passed prototype units and shall also 
meet the requirements of 280.403(c) (5).” 

5. On page 40277 under 5 280.403(c) 
Performance Requirements. After para¬ 
graph (c) (4), Water resistance test, add 
new 5 280.403(c)(5) as follow’s: 

"(5) Production Line Units. Produc¬ 
tion line units of prime windows and 
sliding glass doors shall comply with: (i) 
The structural performance test to the 
zone limit certified in paragraph (c)(2) 
of this section and; (ID the air infiltra¬ 
tion test in paragraph (c> (3) of this sec¬ 
tion and; (ill) the water resistance test 
in paragraph (c) (4) of this section ex¬ 
cept that the test pressure shall be 1.56 
psf (0.40" water column) and the water 
application rate shall be 2.5 OPH, per 
square foot of window surface area, all 
other parameters being the same as set 
forth in paragraph (c) (4) of this section. 

6. On page 40278 under 5 280.403(1) 
Certification, line 12 of paragraph (1) 
Immediately after the word "inspection" 
and before "system" Insert "and produc¬ 
tion unit testing". 

§ 280.105 [Amended] 

7. On page 40279 under 5 280.405(d) (1) 
(i) Wood: 

(a) Line 1. immediately after the word 
"door” and before the word "parts" de¬ 
lete the word "frame” and continue the 
sentence. 

(b) Line 10, Immediately after the 
words "Type 1 requirements of" delete 
"NWMA IS. 1-73. NWMA 1.8. 5-73 or 
FHDA 4-72.” and Insert "NWMA 1.8. 1- 
74.” 

VI. Subpart F—Thermal Protection Is 
amended as follows: 

§280.502 [Amended] 

1 On page 40280 under 5 280.502(a) (2) 
Definitions, line 8. immediately after 
"horizontal surfaces using" and before 
"width" insert "exterior” and continue 
sentence. 

2. On page 40280 under 5 280.504(a) 
Ceilings, line 4, immediately after "liv¬ 
ing space" and before "of" insert "side”. 
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3. On page 40280. § 280.504 <b> Exterior 
Walls U revised as follows: 

§ 280.504 (Wlrn'fllimi nnilrol (vapor 

Harriir*). 

* * ♦ • • 

ib’ Exterior walls. U> Exterior walls 
shall have a vapor barrier not greater 
than 1 perm (do* cup method) Installed 
on the living space side of the wall, or 
(2) Cnvcntiloted wall cavities shall have 
an external covering and/or sheathing 
which forms the pressure envelope. The 
covering and/or shea thing shall have a 
combined permeance of not less than 5.0 
perms. In the absence of test data, com¬ 
bined permeance may be computed using 
the formula: 

where Pi an4 P, are the permeance value* of 
th exterior covering end sheathing in pena*. 

Formed exterior siding applied in sec¬ 
tions with Joints not caulked or sealed 
shall not be considered to restrict water 
vapor transmission, or <3) Wall cavities 
shall be constructed so that ventilation 
is provided to dissipate any condensation 
occurring in these cavities. 

VII. Subpart O—Plumbing Systems is 
amended as follows: 

{280.602 (Amended I 

1 On page 40283 under $ 280.802(a) 
(50) -Vertical Pipe", line 3. Immediately 
after "45 degrees" delete "or less" and 
continue the sentence. 

§ 280.603 I tmrndcd ) 

2. On page 40283 under I 280.603(b) 
<4) Freezing, line 6. immediately after 
"designed to allow" delete "complete 
gravity" and continue the sentence. 

g 280.60? [Amended] 

3. On page 40285 under t 280.607(b) 
(3). line 14. change "floor level." to 
"bathroom floor level." 

§ 280.610 1 Amended] 

4. On page 40287 under I 280.810(c) 
(1) Drain Outlets, lines 4-0. immediately 
after "section", delete entire sentence 
M A permanent market, stating "Drain 
Outlet", shall be visibly located near the 
drain outlet." 

§ 280.611 I Amended 1 

5. On page 40288 under l 280.611(c) 
(1) (i) Size of Vent Piping, line 5 of para¬ 
graph (c) (1) (D after "3-inch trap arms" 
change "diminished" to "undiminished." 

Vm. Subpart H—Heating, Cooling and 
Fuel Burning 8ys terns is amended as 
follows: 

§280.705 (Amended] 

1. On page 40291 under f 280.705(a) 
General: 

(a) Line 4. after the word "home." 
delete "Gas delivered Into the gas sup¬ 


ply system shall be at" and insert "The 
gus piping supply system shall be de¬ 
signed for" and continue the sentence. 

<b> Line 7, after pai). M insert the 
following: "The manufacturer shall In¬ 
dicate In his written installation instruc¬ 
tions the design pressure limitations for 
safe operation of the gas piping sys¬ 
tem." 

2. On page 40291 under I 280.705(c) 
(1) Piping Design, lines 11-38. Delete 
the following: | 280.705(c)(1)(Hi', <tv>, 
(y) . and (vi). 

3. On page 40292 under f 280.705« J> <1> 
Location of Gas Supply Connection, line 
5, immediately after the word "within" 
and before the word "Inches" delete "18" 
and insert "24" and continue the sen¬ 
tence. 

4. On page 40292 under §280.705(J) (1) 
Location of Gas Supply Connection, line 
7 immediately after "as close as" change 
"possible" to ••practicable". 

5. On page 40292 under S 280.705< J> <2> 
Location of Oas Supply Connection, line 
7 immediately after "os close as" change 
"possible" to "practicable". 

6. On page 40293 under l 280.705(1) <3) 
Valves, line 6 Immediately after "ar¬ 
ranged" delete "and located to permit re¬ 
moval and servicing of the appliance." 
and Insert "to be accessible to permit 
servicing of the appliance and removal 
of Us components, and for shutoff in case 
of emergency " 

§280.708 l An»rn«lfd ] 

7. On page 40294 under *280.70B<a> 
(1) Clothes Dryer, line 4. End sentence 
after "fltting." Add new sentence as fol¬ 
lows: "Such termination fittings for gas 
dryers shall be listed or certified as com¬ 
ponents of the dryer." 

§ 280.700 l Amended 1 

8. On page 40295 under 5 280.709<a> 
Installation of Appliances, line 3 after 
the word "displacement." add the fol¬ 
lowing sentence: ‘Tor the purpose of 
servicing and replacement, each appli¬ 
ance shall be both accessible and re¬ 
movable." 

9. On page 40295 under I 280.709<e> 
(5» Installation of Appliances, line 2: 

(a) Immediately after "shall be" and 
before "in" insert "Installed". 

<b> Immediately after the end of the 
sentence ending with "listing." add new 
sentence reading. "When a furnace-coil 
unit lias a limited listing, the installation 
must be in accordance with that listing." 

§280.714 [Amended] 

10. On page 40296 under $ 280.714(a) 

(1) Appliances. Cooling, line 14 of (1) 
after "values" and before "leas" insert 
"not". 

DC. Subpart I—Electrical Systems Is 
amended as follow's: 

§ 280.803 [Aiitrndrd) 

1. On page 40299 under § 280.803(1) 

(2) Power 8upply. line 6 of (2). End sen¬ 
tence after "of the mobile home." Delete 
lines 7 and 8. add new sentence to read: 
"The manufacturer shall provide In his 


written Installation Instructions, the 
proper service conductor sizes for the 
raceway and the size of the Junction box 
to be used." 

§ 280.804 I AwmiW 1 

2. On page 40299 under 5 280.804 t 
Disconnecting Means and Branch -circuit 
Protective Equipment, line 1 of (e>. Im¬ 
mediately after "panelboard" and before 
“ main ” insert "employing a." 

§ 280.806 f Amended] 

3. On page 40300 under 5 280.806(c 
Receptacle Outlets, line 1 immediate / 
after *an" delete the word •‘individual" 
and continue the sentence. 

4. On page 40300 under 280.806 d)<9 
Receptacle Outlets, delete period after 
"basins" and continue sentence with "or 
Integral with the light fixture over the 
bathroom basin." 

5. On page 40301 revise l 280811 Cal¬ 
culations, to read as follows: 

§ 280.81 1 Culrul* t »cm*. 

•la) The following method shall be em¬ 
ployed in computing the supply-cord arid 
distribution-panelboard load for each 
feeder assembly for each mobile home 
and shall be based on a 3-wlrc, 115/230- 
volt supply with 115-volt loads balanced 
between the two legs of the 3 -wire sys¬ 
tem. The total load for determining pow¬ 
er supply by this method Is the summa¬ 
tion of: 

(I) Lighting and small appliance load 
as calculated below: 

(i) Lighting Watts: Length time* 
width of mobile home (outride dime: • 
stems exclusive of coupler) times 3 wat:^ 
per square foot: e g. Length x width 
3-lighting watt*. 

(II) Small Appliance Watts: Number 
of circuits times 1,500 watts for each 20- 
ampere appliance receptacle circuit (See 
definition of "Appliance Portable" with 
note): e.g. Number of circuits X 1,50^ 
small appliance watts. 

Oil) Total Watts: Lighting Wyatts plus 
small appliance ~ total watts. 

(lv) First 3.000 total watts at 100 per¬ 
cent plus remainder at 35 percent r watts 
to be divided by 230 volte to obtain cur¬ 
rent (amperes) per leg. 

(D Nameplate amperes for motors ana 

heater loads (exhaust fans, air condi¬ 
tioners, electric, gas. or oil heatim 
Omit smaller of air conditioning ana 
heating except include blower motor if 
used as air conditioner evaporator motor 
When an air conditioner is not install i 
and a 40-ampere power supply cord is 
provided, allow 15 amperes per leg ?or 
air conditioning. 

(3> 25 percent of current of largest 
motor in (2). 

<4> Total of nameplate amperes for 
Disposal, dishwasher, water heater, 
clothes dryer, wall-mounted oven, cook¬ 
ing units. Where number of these appli¬ 
ances exceeds three, use 75 percent o. 
total. 

<S> Derive amperes for free-stnr.dlns 
range (as distinguished from separ.ft 
ovens and cooking units) by dividing 
values below by 230 volts. 
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Same plate rating 
(in watts) 

10.000 or Ima__ 

10,001 to 12.800_ 

12.801 to 13.500_ 

13.501 to 14,500_ 

14.501 U> 15,500_ 

15501 to 16,500_ 

16.501 to 17,500. 


Use (in watts) 

80 percent of 

rating. 

8 , 000 . 

8,400. 

8.800 

0 . 200 . 

0.600. 

10 , 000 . 


(6) If outlet* or circuit* are provided 
for other than factory-installed appli¬ 
ances include the anticipated load. The 
following example Is given to Illustrate 
the application of this Method of Calcu¬ 
lation: 

It ample. A mobile home U 70x10 feet and 
has two portable appliance circuits, a 1000 
watt 230 volt heater, a 200 watt 115 volt ex¬ 
haust fan. a 400 watt 115 vplfc dishwasher 
and a 7000 watt electric range. 


Lighting and small appliance load: Watts 

Lighting 70X10X3_.. 2.100 

SmaU appliance 1.600x2.. 3,000 


Total...5.100 

1st 3,000 W at 100 pet_.... 3,000 

Remainder (5.100 -3.000 =2.100) at 
35 pet... 735 


Total 


3. 735 


3,735 

“230 = lc A P* r 

1,000 W (heater) 4- 230=4.4 A. 

200 W (fan) +115=1.7 A. 

400 W (dish was ter) +115=3.6 A. 
7.000 W (range) xO-8-f 230 = 24,0 A. 


Amperes par lag 


A B 


lighting sod sppttA&COft....;.SSBSS 

Heeler (230 V)... 

Fan U1S V).. 

16 

4 

2 

16 

4 

DlubwAAhar (1UV). . 


4 

Kongo...... 

14 

31 

ToUli_ 

40 

46 


Norx.-Baaed on (he hlrhnr enroot calculated lor 
either log, oh one 50-A supply cord. 


(b) The following is an optional 
method of calculation for lighting and 
appliance load* for mobile homes served 
by a single 3-wlre 115/230 volt set of 
feeder conductors with an ampacity of 
100 or greater. The total load for deter¬ 
mining the feeder ampacity may be 
computed in accordance with the fol¬ 
lowing Table instead of the method 
previously specified. Feeder conductors 
whose demand load is determined by this 
optional calculation shall be permitted 
to have the neutral load determined by 
Section 220-22 of the National Electrical 
Code. The loads identified in the Table 
as '‘other load'’ and as “Remainder of 
other load'* shall include the following: 

(1) 1500 watts for each 2-wire, 20- 
ampere small appliance branch circuit 
and each laundry branch circuit speci¬ 
fied. 

(2) 3 watts per square foot for general 
lighting and general-use receptacles. 

(3) The nameplate rating of all fixed 
appliances, ranges, wall-mounted ovens. 


counter-mounted cooking units, and in¬ 
cluding 4 or more separately controlled 
space heating loads. 

(4) The nameplate ampere or kVA 
rating of all motors and of ail low- 
power-factor loads. 

(5) The largest of the following: <i) 
air conditioning load; (U) the 65 per¬ 
cent diversified demand of the central 
electric space heating load; (ill) the 65 
percent diversified demand of the load 
of less than four separately-con trolled 
electric space heating units; (iv) the 
connected load of four or more sepa¬ 
rately-controlled electric space heating 
units. 


OPTIONAL CALCULATION FOR MOBILE BOMBS 
WITH 110-A Mi*ERR OB LARGER SERVICE 

Loud (in kilowatt or Demand /actor 

kilovoltampere: ( percent ) 

Air-conditioning and cooling in¬ 


cluding heat pump compressors.. 100 

Central electric space heating_ 65 

Less than 4 separately controlled 

electric space heating unite_ 65 

1st 10 kW of all other load_ 100 

Remainder of other load... 40 


X. Subpart J—Transportation is 

amended as follows: 

§ 280.901 [ Amended ) 

L On page 40303 under 1 280.904 
(b) (5) Spring Assemblies, delete lines 7 
and 8 and replace with *for design 
spring assembly life as recommended by 
the spring assembly manufacturer.” 

(FR Doc.75-30258 Filed 11-7-75;9:50 am] 
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NOTICE TO FEDERAL REGISTER READERS 

As part of its continuing program to improve the quality of the daily FEDERAL REGISTER and CODE OF 
FEDERAL REGULATIONS, the Office of the Federal Register is soliciting the views of interested persons on the 
effectiveness of individual Federal Register documents and on regulations contained In the CODE OF FEDERAL 
REGULATIONS. 

Our goal Is twofold: .. . , 

First_to make each document published in the FEDERAL REGISTER easily understandable, thus making 

compliance easier, more efficient, and less costly: and 

Second_to identify and correct any existing Federal regulations which are obsolete, unnecessarily wordy. 

or unclearly stated. 

We believe this effort is consistent with the objectives stated by President Ford in his October 8th speech on 
the economy In which he announced "a joint effort by the Congress, the executive branch and the private sector to 
identify and eliminate existing Federal rules and regulations that increase costs to the consumer without any good 
reason in today’s economic climate." 

The Office of the Federal Register welcomes your comments and suggestions. The survey blank below is 
provided for that purpose. All comments received will be maintained in a public docket and will be available for 
Inspection In the Office of the Federal Register to any Interested persons or agencies. Comments which point out 
the need for substantive changes in existing regulations also will be forwarded to the responsible agency. 


I. For the following reasons I found • it difficult to understand the document front 

in column_. page of the_issue of the 


latency) 

Federal Register: 


(date) 


□ only technical language was used; □ document contained long and difficult sentences; 

□ preamble did not contain a clear and concise explanation of the document’s purpose; 

□ other (explain) _ : _.___ 


II. I believe that the requirement (s) contained in: 

A. The document from ___ in column _, page _ of the 

(agrncy) 

_ issue of the Federal Register, or 

(date) 

B. Section(s) _ of Title _ of the Code oe Federal Regulations 

impose (s) an: □ unnecessary; □ unreasonable; □ impractical; or Q obsolete 
requirement on those persons subject to that regulation. 

My reasons are:____ 


III. (Optional) I suggest that the provision(s) mentioned above be rewritten as follows: 


Please mail to: ■ Name and address (optional) 

Office of the Federal Register -—— 

National Archives and Records Service 
General Services Administration 

Washington, D.C. 20408 ___ 











































